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Rome burned. 


Bush vacationed. 

4 O C a > _STEPHEN M. MINDICH AND PETER KADZIS, 
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News Features 


AMERICA’S NERO 


STEPHEN MINDICH AND 

PETER 

President Bush disgraces the nation again 
the response, lack thereof, 
Hurricane Katrina. 


KATRINA RIPS BUSH 
ONE 


MARK JURKOWITZ 

The hurricane not only ravaged the Gulf 
Coast but also exposed the disturbing 
Bush’s America. 


OUTRAGEOUS AND 
UNCOVERED 


_BY CAMILLE T. TAIARA 
Ten stories the mainstream media overlooked 
the past year. 
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_BY BOB ZELNICK 
former ABC News correspondent, 
stationed Israel, returns for 
visit the territories. 
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civil-union 
legislation inadequate 
for the 21st century. 


Send e-mail 
letters@phx.com 


The future can work 


Massachusetts girds protect gay marriage, the 
California legislature approves full marriage rights for all 


THE NEWS THAT THE CALIFORNIA 
ASSEMBLY HAS STAKED OUT 
HISTORIC HIGH GROUND AND 


become the first state legislature the 
nation approve equal marriage rights for 
gay and lesbian couples welcome its 
own terms. 

Republican governor Arnold 
Schwarzenegger now the spot. The 
musclebound Hollywood action-movie 
star and husband the Kennedy clan’s 
Maria Shriver ran for office platform 
that favored same-sex civil unions, which 
now seems old-fashioned and unequal 
light the Massachusetts Supreme Judi- 
cial Court’s decision granting gays and 
lesbians the same marriage rights enjoyed 
heterosexuals. 

Arnold plays his base Republi- 
can voters and vetoes the legislation, 
eyes his progressive supporters who 
crossed over back him “girlie man.” 

Arnold does the right thing, and 
signs the legislation, puts California 
the history books. Vermont’s land- 
mark civil-union legislation, passed 
2000 and adopted April 
Connecticut avoid grappling with the 
issue full same-sex marriage then 
becomes quaint buggy whip: 
snappy some, but inadequate for the 
century. 

Next week, when the Massachusetts 
House Representatives combines 
with the Senate meet Constitu- 
tional Convention, two measures will be 
the floor. One would ban gay marriage 
and substitute civil unions its place. 
That’s the work Senate president 
Robert Travaglini and minority leader 
Brian Lees. The other would not allow 
same-sex couples even the limited protec- 
tion civil union and would restrict 
any and all marital rights couples 
different sexes. That’s the work 
coalition reactionary conservatives. 
Not surprisingly enjoys the support 
the compromised and morally bankrupt 
leadership the Catholic Church. 

These measures would place ballot 
questions before voters coming years 
order nullify the SJC’s marriage ruling. 
Both measures are without merit. Both 
should defeated. 

The Phoenix believes that all adults have 
the right marry, just all citizens 
have the right to vote. It’s basic, inher- 
ent, and fundamental. 

Slavery was once sanctioned this na- 
tion and women were denied the right 


PAUL SHOUL 


GAY AND LESBIAN FAMILIES deserve the full protection marriage law. 


vote. Overcoming those obstacles 
freedom and fairness was once called 
progress, concept that admittedly 
unfashionable nation dominated 
Republicans and personified George 
should embrace our heritage, which 
holds that possible progress 

and evolve into something different, 
something that transcends the past. 

It’s progress when more people enjoy 
all freedoms and rights. 

the Constitutional Convention 
approaches, two key legislators have 
changed sides, abandoning their support 
for civil unions and embracing the idea 
that gays and lesbians should have the 
right marry, just straight men and 
women do. Under any circumstances, 
that would good news. But with the 
outcome the proposal close, it’s par- 


ticularly hopeful sign that the two, Senate 
majority leader Frederick Berry Peabody 


and Senate majority whip Joan Menard 
Somerset, are members Travaglini’s 
leadership team. urge others follow 
their example and cast their votes for 
more humane and equitable future. 


Thomas Reilly scheduled rule 
whether the most draconian the two 
bad measures considered the Con 
Con meets the constitutional standard 
put statewide vote. 

Reilly, a candidate for the Democratic 
nomination for governor, has the past 
flip-flopped important issues such 


the death penalty and gay marriage. 


allows the provision limiting marriage 
only men and women, will have 
made himself unfit for his party’s nomi- 


THE STATE THE UNION 

This excerpt from the Wall Street Journal 
August 31: “Although the U.S. econo- 
grew robustly last year, the income 
the median household slipped bit, 
wages full-time workers fell, the 
number Americans living below the 
poverty line rose and more Americans 
went without health insurance, the 
Census Bureau said.” 

Anyone who doubts that Hurricane 
Katrina has helped shine badly needed 
spotlight the gap between those 
this nation who have and those who 
not should keep these 
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Man alive 


After read Peter Keough’s article “Auteur! Auteur!” 
the films Stanley Kubrick and Louis 


Malle (September 


back the top see the 
author’s name. Sure enough, 
bad. just explains why 
feels that the film Fatale (or 
Damage) the sight Jeremy 
Irons running down several 
flights stairs naked total 


turnoff. woman 
feel the same way. 


alone turn-on. 


PATRICK’S DAY 

avid Boston Phoenix 
primarily because 
the only paper town 
that can count look 
beyond surface glances and 
deeper into issues. That’s 
why was disappointed 
with your September edito- 
(“We Need Governor”), 
with its quick dismissal 
the Deval Patrick campaign. 
How easy must 
buy into one report cam- 
paign budgeting without 
making couple phone 
calls discover the truth. 
The truth that the De- 
val Patrick Committee has 
over million dollars 
since announced was 
running for governor 
March, exceeding all expec- 
tations. The truth that 
the money spent has been 
vital building network 
1700 supporters and vol- 
has helped get 
out the name candidate 
who few this state knew 
just few months ago. And 
has been key getting 
the word out that Deval 
not just candidate for pro- 
gressives message you 
apparently failed receive. 


Just thought like 
different perspective. Damage 
remains one favorite films 
because Jeremy Irons, 
dressed naked! His voice 


Fran Fazzare 
Yorba Linda, 


would ever 


> 


Letters may be mailed to 
the Boston Phoenix, 126 
Brookline Avenue, Boston, 
MA 02215; faxed to 617. 
859.8201; or e-mailed to 
letters@phx.com 
ff writers’ e-mail 
(e-mailed letters 
must include a telephone 
number for verification and 
a hometown). All letters 
are subject to editing for 
considerations of space, 
fairness, and clarity. 


His work general coun- 
sel Coca-Cola and Texaco 
shows that he’s savvy enough 
know how work 
business while holding fast 
his progressive values. He’s 
candidate who knows how 
build bridges between 
government and business 
order help bring jobs and 
industry the state, while 
not selling out the state 
those business interests. 

urge you take another 
look the Deval Patrick can- 
didacy, and see who he’s real- 
courting, see the success- 
he’s had, and recognize 
that can’t dismissed 
with wave the hand and 
lazy sentence two. 

REUBEN KANTOR 


JAMAICA PLAIN 


RETAIL POLITICS 
Honestly, enjoy the 
Phoenix’s music updates 
and concert information 
throughout New England. 
But please try put more 
diverse content your 
and editorials. con- 
tinually see rhetoric that 
anti everything-that-is- 
not-liberal. not even 
have read the articles 
any more, just the head- 
lines, and looks pre- 
dictable. When see anti- 
conservatism constantly, 
more about you than 
does about your political 
enemies. turns off read- 
ers like and others who 
are independent and free- 
thinking. Try the future 
for actual “real debate” with 
another side issue. For 
example, your article 
“Shop Your Own Risk” 
(News and Features, August 
26), you far write 
about what conservative 
people eat! Well that fine, 
but tell what the Creen 
Party driving these days 
what vegetables liberals 
are eating, too. 

SEAN CORMIER 
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Quotes Numbers Freedom Watch 
“[HJAD HAD ANY 
INKLING WHATSOEVER 
THAT THE PEOPLE 
WERE GOING FLY 
AIRPLANES INTO BUILD- 
INGS WE WOULD HAVE Everyone I’ve spoken with who knew the were not entitled to tax-exempt status; in Batson v. then dissented from the 2003 reversal of that rul- be 
MOVED HEAVEN late chief justice William H. Rehnquist Kentucky (1986), he was one of two justices who vot- _ing in Lawrencev. Texas, which extended personal h 
AND EARTH TO SAVE agrees that he was the quintessential gentle- ed against holding that it is unconstitutional to ve- _ privacy rights to gays; in Romerv. Evans (1996), he t 
THE COUNTRY.” man, respectful colleagues and underlings, prospective juror simply from probably the most important gay- 
George W. Bush April 73, 2004 and an enormously effective manager of the McCleskey v. Zant (1991), he voted with the majority rights ruling in Supreme Court history, which h 
ie ; : : : Supreme Court’s business. Butthe maximabout __ to severely restrict a state prisoner’s access to the held that gay men and lesbians as a group could c 
“SUICIDE MBER(S) saying nothing but good things concerning the federal courts vindicate federal-constitutional not deprived the protection generally appli- 
BELONGING TO AL deceased should not prevent one from assessing rights; in Texas v. Johnson (1989), he dissented from cable civil-rights laws; and in Rasul v. Bush (2004), b 
3 the man’s judicial record. the majority’s ruling that flag-burning was pro- he disagreed with the majority that detainees at l 
QAEDA S MARTYRDOM Though it is difficult, and usually unfair and in- tected by the First Amendment; in Bowers v. Hard- Guantanamo Bay had access to the federal courts. a 
BATTALION COULD accurate, classify Supreme Court justice wick (1986), voted with the majority uphold The list goes on. long one. 
CRASH-LAND AN AIR- terms of judicial philosophy (See “Passing Judg- the criminalization of homosexual sodomy, and _Harvey A. Silverglate I 
ment,” Freedom Watch, Boston Phoenix, September 2, D 
CRAFT PACKED WITH 2005), Chief Justice Rehnquist was almost robotical- § 
HIGH EXPLOSIVES ly consistent in one category of cases throughout his s 


(C-4 AND SEMTEX) INTO 34-year tenure on the nation’s highest court. One 5 
THE PENTAGON, THE could have won substantial money betting where “Batter Up! 


ADQU ARTERS THE Rehnquist would come out given case when 


The citizen almost lost. Thi 


THE WHITE HOUSE.” category — where the citizen was being put upon by 

_Report prepared for US the federal government in an area where the states Charles De Simone had established a nifty 

intelligence, September, 1999. have historically had sole jurisdiction. post-retirement career painting landscapes of 

: Rehnquist’s particular brand of conservative golf courses, But when a friend suggested he 

THINK philosophy social conservatism much odds turn his attention toward the baseball dia- 

ANYONE ANTICIPATED with libertarian conservatism led him cast mond, had admirable response. said, 
many votes against liberty, sometimes with the “Well, only ifI could make a contribution.” 

: F majority and sometimes in lonely dissent, in some After all, who needs more baseball paintings? 

Fe Buch Ser tember 1, 2005 of the most important civil-liberties and civil- Then De Simone got an idea. At a base- WF ] j 

“IT APPEARS THAT he dissented from a maj ority tuling sharply limit- player memorabilia and had a revelation: Williams, oe 406 3 3 
ing the states’ power to criminalize a woman’s ac- why not incorporate those bats, balls, base- : . : 

THE MONEY HAS BEEN cess to abortion; in Bob Jones University v. United States ball cards, jerseys, and newspaper clippings 

MOVED THE PRESI- (1983), his was the lone dissent decision hold- into paintings that visually represent the 

BUDGET HAN- ing that racially discriminatory private colleges careers the greats? 


Those card shows offered something 
else: the players themselves. So, on 16-by- 
20-inch canvases, De Simone painted base- 
balls — red-seamed, real-seeming basebalis 


DLE HOMELAND SECURI- 
AND THE WAR 
IRAQ, AND SUPPOSE 


THAT'S THE PRICE WE —and lugged his creations to exhibits to Bill Ciccarielo’s moving visual tributes to the 
PAY. NOBODY LOCALLY get the simulacra emblazoned with the Negro Leagues; photographs from David 
HAPPY THAT THE LEVEES John Hancocks of perplexed HallofFamers. Prifti and Christine Triebert; and hand- 
CAN'T BE FINISHED.” Then he’d return to his studio and spend carved sculptures by Lavern Kelly. 
: shee eae the next four or five months fashioning De Simone’s almost photorealistic paint- 
Parish, Louisiana, trompe paintings (in the style his ings are full microscopic detail. re- 
Walter hero, 19th-century painter William Har- members showing Spahn his por- 
Nett) around those autographs. trait, and the pitcher “could not get over” 
a yee : ; A native New Yorker, De Simone is a Gi- the fact that it was a painting. 
“ m ants fan. But yes, he likes the Yankees as De Simone estimates he’s spent “thou- 
1 GLANCE AT THE HEAD well. “Going back to the ’4os, I used to go to sands of dollars” on signatures since he 
LINES, JUST TO GET KIND Yankee Stadium and the Polo Grounds all started doing these paintings 15 years ago. 
OF A FLAVOR. ..! RARELY summer long,” he says. But he loves the But you won't catch him hanging over a 
READ THE STORIES.” game’s greats, matter they dugout for Manny’s signature. “My hero 


wear. Red Sox legends Ted Williams, Bobby was Mel Ott. I used to see DiMaggio, and 
Doerr, Dom DiMaggio, Jimmy Piersall, and King Kong Charlie Keller. Players like that, 


_(Just a little reminder) 
George W. Bush, September, 2003. 


By Wade Boggs are among the De Simone por- to me, were really dedicated players,” he 
ce 2 »ie traits on view at “Batter Up!” the baseball- says. “Today, it’s money-driven. It’s busi- 
themed exhibit that opens the Rice/Polak now. were serious about rooting 
Gallery Provincetown Friday. Also ex- and winning.” _Mike Miliard 
NUMBER OF BODY BAGS hibited will be works by other artists, includ- 
THE CIVIL DEFENSE and Goliath,” Steven Skollar’s oil “Batter hangs September through October 
painting, done darkly detailed 17th- the Rice/Polak Gallery, 430 Commercial 
SAYS HAS HAND century Flemish style, Red Sox bobble- Street Provincetown. Simone will the 
IN NEW ORLEANS. head doll toppling his Yankee counterpart; opening reception on September 9 at 7 pm. 


| 


Tell Someone Who Cares 


Who most responsible for the 
recovery fiasco New Orleans? 


Michael “Brownie, you’re doing heck job” Brown 
Michael “about ugly scene you can imagine” Chertoff 
George “When the levee breaks” Bush 


LAST WEEK’S RESULTS Would you eat meat from a cow whose genes are harvested from 
a 200-year-old animal? Yum 50% Ick 50% (a town truly divided when it comes to Colonial calf) 


Brass-Band Funeral 


Jazz and destruction 


In New Orleans, you’re reminded at every turn that 
even the most sophisticated music comes from the 
streets, the community. The brass bands incorporate 
Taps well Coltrane licks. The various “tribes” 
Mardi Gras Indians are more rightly called “gangs” by 
the locals, and their colorful feather-and-bead dis- 
plays, their ritualized chants “Hey Pockie Way,” 
have their sources in real turf battles. ‘The various So- 
cial Aid and Pleasure Clubs the Zulus, the 
Olympians, the Prince Wales that lead brass- 
band parades through the festival grounds were estab- 
lished not just for the entertainment of tourists, but 
very real neighborhood clubs, mutual-aid societies, 
who, among other things, help pay for funeral costs. 
It’s not for nothing that the famous “second line” of 
New Orleans funeral parades are led members 


been shot to death by a New Orleans police officer. 

been attending the New Orleans Jazz Heritage 
Festival every spring since 1994. If Jazz Fest is different 
than other music festivals I’ve been to, it’s because it is 
identified in every way with the city and region of 
which it’s a part. The food — as much a draw as the mu- 
sic — is always created by local vendors, many of them 
church groups. Even with big international touring acts 
playing the event, the Jazz Fest’s character is defined by 
New Orleans musicians, from still-hard-working one- 
hit wonders like Frankie Ford (“Sea Cruise”) to local roy- 
alty like Allen Toussaint and the Neville Brothers. 

Katrina brought home what lot tourists 
sensed implicitly for years: that the New Orleans 
cultural scene owes much of its vitality to a commu- 
nity that lives the edge subsistence, for which 


J Social Aid and Pleasure Club. One band saw last year _ that culture isn’t merely “entertainment,” but truly 
sang a song in memory of a former member who'd a matter of life and death. _jon Garelick 
AMAZING GRACE 
TCHELL 
LEQENO HAS THE OTHER PLACES SCOTT 
CRESCENT COMES FROM HIGH, 
FROM THE 


Shrine Auditorium? 
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EVER SAY YOU 
KNOW EXACTLY 

HOW FEEL.” 


MOTHERS CONVENTION 


Parked right off the French Quarter, 
the Ernest N. Morial Convention Center 
four-block-long, glass-and-steel 
monolith holding court along the Mis- 
sissippi River. traveled hours 
train get there, wife scheduled 
to give a talk at the annual Society for 
Neuroscience conference, where 
25,000 brainiacs get together and 
show off their year’s — or for some 
people, their lifetime’s research. 

We arrived early in the morning, 
walked past the food court and the 
Starbucks in the lobby, past room after 
cavernous conference room, until we 
found her appointed hall. Five-hun- 
dred chairs sat in neat rows. Large 
plush curtains lined the walls. Air con- 
ditioning provided a pleasant shield 
from the oppressive heat. 

Scientists eventually filed in and my 
wife gave the kind of talk scientists give 
(“Regulation of Dendritic and Synaptic 
Development by Homer 1a and Homer 1b 
in vivo”). She spent the rest of the day 
looking posters other scientists’ re- 
search. I spent the day walking around 
the city looking for remnants Lee Har- 
vey Oswald's pre-assassination stay 
(mention the name Oswald to any em- 
ployee at the William B. Reilly Coffee 
Company, Lee’s last gig before landing 
that coveted Texas School Book Deposi- 
tory job, and you'll quickly be shown the 
door). At night, we took advantage of 
the open-container laws in the French 
Quarter, ate po’ boys at Mother’s, and 


gambled with money we didn’t have at 
Harrah’s. But every morning we found 
ourselves back at the convention center. 

The convention center is now 
home to scenes less benign. An eight- 
year-old girl found with her torso cut 
from her pubic bone to her neck. A 
seven-year-old boy found in a freezer, 
throat slashed. A 13-year-old girl raped 
to death. Troops finding as many as 40 
bodies, according to some reports. 

The city will no doubt want to get 
the centerpiece of its $5 billion tourism 
industry up and running soon (CNN re- 
ported that New Orleans will lose $1 bil- 
lion due to canceled conventions 
through November alone.). But with 
the body count New Orleans reaching 
9/11 proportions, and the horror stories 
beginning to seep out of what really 
went on in that week of darkness at the 
convention center, who will want to go 
back there? Will people really want to 
schmooze in the staging area of one of 
America’s biggest tragedies? Even after 
it’s done wringing itself out and drying 
itself off, New Orleans may very well be 
left with a 1.1-million-square-foot emp- 
ty shrine to its darkest nights. 

_Bill Jensen 


Open-Door Policy 


Class Katrina 


More than 100 colleges and universities 
— including almost every Boston-area 
institution — are welcoming students 
displaced by Katrina. This Monday at 
Boston University, more than 120 
Tulane students will start classes, and 
as long as they’ve paid their tuition 

at Tulane, they don’t owe BU more 
money (don’t get excited: Tulane costs 
$41,098, including room and board — 

a difference of just under $1000). Boston 
College, Tufts University, Harvard Uni- 
versity, and the University of Massachu- 
setts system have also opened their 
doors to students from Tulane and 

other universities. 

Yet many schools, already crunched 
for space, have no place to house aca- 
demic refugees. Now, the message 
boards are filled with students looking 
for cheap, accessible, furnished apart- 
ments rooms. One female Tulane 


senior who is coming to Boston this 
weekend wrote this on Craigslist: “I lost 
my home, school, and city. ... 1 needa 
furnished room and want to live with 
other college kids since I don’t know 
anybody. ... 1am ina dire circum- 
stance and really appreciate anything 
that can done help me.” 

physics professor Bennett 
berg has offered to accommodate a 
student this fall, and encouraging 
his colleagues and already-enrolled 
students to “open their doors” as well. 
feel strongly that the community 
recognize that we all need to pull to- 
gether,” he says. 

young person’s life, being able to con- 
tinue their education,” says BU 
spokesman Colin Riley. “Any disrup- 
tion that causes ripple effect.” 

_Deirdre Fulton 
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YEARS AGO SEPTEMBER 1995 


QUEENS FOR DAY 


PETER REVIEWED FOO, THANKS 


FOR EVERYTHING! JULIE NEWMAR. 

“So why such derivative grab bag the most 
thoroughly entertaining, moving, and life-affirming 
film the year? For one thing, Douglas Carter Beane’s 
script witty, bitchy, gleeful, and without illusions 
even about the redeeming power illusion. The 
world New York City drag queens tough one, 
and depicts without flinching and with acid 
sense humor. the same time, acknowledges 
the power magic and make-believe, the desire for 


beauty and uniqueness that compels people dress 


HACKER ATTACKERS 

SEPTEMBER 1990 MARK LECCESE EVALUATED THE 
CRACKDOWN COMPUTER ABUSE. 
YEARS “Forty years ago the government saw Red 


AGO under every bed; now sees hacker behind 
every keyboard. Over the past two years, the 
led the Secret Service, have come crashing 
across the plains, dispensing frontier justice. Some actual 
criminals have been arrested and convicted, but the gov- 
ernment, its zealousness and ignorance this new 
land, has also rounded many innocent computer users 
and, the process, trampled constitutional rights.” 
GIRLS JUST WANT HAVE FUN 
SEPTEMBER 10, 1985 | DAVE O'BRIAN REPORTED ON 
THE PARENTS MUSIC RESOURCE CENTER'S CAMPAIGN 
YEARS AGAINST EXPLICIT LYRICS. 
AGO “By the PMRC’s standards, [Cindy] Lauper’s 
‘She Bop’ falls into the taboo category. This 
song from Lauper’s mega-hit album, Unusual, 
just one the many that the PMRC wants keep from 
kids. They find offense such lyrics as: 
want south and get some more? 
Hey, they say that stitch time saves nine, 
They say better stop I’ll blind. 
Yes, there are clues there, but few that would tip off 
your average innocent 11-year-old. 
NO-WIN WAR 
3 SEPTEMBER 9, 1975 | STEVE SLADE WEIGHED IN ON 
30 THE NATIONAL WAR AGAINST HEROIN. 
“In 1971 President Nixon called heroin addic- 
tion ‘public enemy number one’; two years 
later boasted that ‘we have turned the cor- 
ner drug addiction.’ Now federal officials admit that 
heroin addiction increasing and spreading smaller 
cities across the nation... The four-act play consists 
hand-wringing admission failure, heart-felt pledge 
renewed ‘war,’ specious claim success, and failure 
always failure.” 
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JOHN BUTLER TRIO 
SUNRISE OVER SEA 


“America’s Top 
Zagat Survey 2005 


MOTHERS LOOKING OUT FOR NUMBER ONE 
July, firefighters Stamford, Connecticut, had 
break car window, against the owner’s wishes, rescue 
her 23-month-old son, whom she had accidentally locked 
inside along with the key. The kid had been sweltering for 
more than minutes when Susan Guita Silverstein, 
(who was later charged with reckless endangerment), 
implored firefighters let her home and get spare 
key they wouldn’t have damage her Audi Aq. (For 
infants 88-degree day, minutes inside danger- 
ous, according the firefighters.) 

August, the 14-year-old daughter Alberta Rose 
Brookfield, Wisconsin, was found safe Baytown, 
Texas, after being allegedly lured there over the Internet 
37-year-old man. Rose had reported the girl missing 
days earlier, but had decided, since she and her 
boyfriend had nonrefundable airline tickets, head 
vacation (to Lake Tahoe), but leave authorities 
her cell number, case the girl turned up. 


QUESTIONABLE JUDGMENT 

June, Edinburgh, Texas, accepted plea 
bargain which Robert Thompson, 46, who had 
pleaded contest aggravated sexual assault seven- 
year-old girl, was sentenced jail time but 320 hours 
community service, specifically spent knitting 
afghans. (The judge was sympathetic Thompson’s frail 
heart 


LOW PROBABILITY REHAB 

Said Glenn Reed, 31, upon being sentenced Waco, 
Texas, July years prison habitual criminal 
(after rejecting plea bargain that would have 
15-year sentence): “There’s things choose do, like, 
store and choose take Snickers bar, you catch 
me, you catch me. not, I’m going home and eat 
and about business, dog.” And then there 
Lena Driskell, 78, who was indicted for the June jealous- 
tage fatal shooting her former boyfriend, age 85, 
Atlanta senior-citizens’ home and who told police upon 
her arrest, “I did it, and I’d do it again!” 


CULTURAL DIVERSITY 

Women Rising: majority golfers Iran these days 
are women (about 800 number), who play wearing 
the traditional head scarf and tunic, according 
New York Times dispatch from Tehran. (The country’s one 
grass course has only holes after the other six were 
confiscated Revolutionary Guards, but there are 
several sand-based courses.) 

Rudeness has become prevalent Japan, according 
to a May dispatch from Tokyo in the Times of London, 
that the Tokyo Metropolitan Government has convened 
its commission complaints, whose translated official 
name the Study Croup Relating the Prevention 
Behavior That Causes Discomfort Among Numerous 
People Public Places. Among the public habits 
bothering various complainers are putting makeup, 
sitting the floor, uninhibitedly reading pornographic 
magazines, wearing strong perfume, and (“unexpect- 
edly,” said the Times) “using umbrella practice 
golf swings.” 


oops! 

Super-Forgetful People: The director Canadian land- 
mine-detection company said August that had 
flown back from Sri Lanka with TNT his luggage that 
had just forgotten about. (Three airport security 
systems missed it.) 24-year-old man was 
August the Oklahoma City airport for having home- 
made pipe bomb his luggage that said had just 
forgotten about. And when 36-year-old woman was 
arrested for bigamy Hordaland County, Norway, 
June, she told officers that she had just forgotten she 
was already married. 


ementary 


OCTOBER 


ie TICKETS AVAILABLE AT ALL TICKETMASTER OUTLETS 
ticketmaster TICKETMASTER COM 617-228-6000 
Send your weird news to Chuck Shepherd at 


WeirdNewsTips@yahoo.com. 


American Express Membership Rewards’ points now accepted for all concert tickets. 
Event, Time and Date subject to change. Tickets subject to applicable service charges. 


REUTERS 


WAITING FOR THE MAN family waits their porch rescued New Orleans, August 30, just into the presidents fifth week vacation Texas. 


IMPEACHABLE OFFENSE STEPHEN MINDICH AND PETER KADZIS 


STRUMMING WHILE 
NEW ORLEANS SINKS 


Two days after the hurricane, 
Bush was backstage at Naval 
Base Coronado in Texas, playing 
a guitar presented to him by 
country singer Mark Wills. 


AP/WIDE WORLD 


DISBELIEF. HORROR. OUTRAGE. SHAME. THOSE ARE WORDS, MARKS 
PAPER. THEY ARE INSUFFICIENT CAPTURE THE EMOTION AND INTELLECTUAL 
REVULSION THAT ARISE FROM THE NATIONAL INCOMPETENCE 


and President Bush’s utter failure take 
charge and lead the aftermath Hurri- 
cane Katrina, the worst natural disaster 
ever savage the nation, devastating the 
Gulf Coast and threatening turn New 
Orleans, historic and soulful city, 
Pompeii. Nero least fiddled 
while Rome burned. Katrina roared, 
Bush vacationed. 

presidents are tested sorely 
Bush even once, let alone twice. When ter- 
simultaneously attacked the World 
Trade Towers and the Pentagon, Bush 
went into hiding. When the news first 
reached him of the New York attacks, he 
froze like deer oncoming headlights 
and continued reading children ina 
Florida classroom. Commentators may 
praise his bravado days later when ap- 
peared Ground Zero and, bullhorn 
hand, successfully rescued his compro- 
mised reputation. nation need lead- 
ership and reassurance was forgiving and, 
Hollywood fashion, rallied round. To- 
day, the situation different. longer 
believing the lies and subsequent miscal- 
culations that have mired the mind- 
numbing desolation called Iraq, Bush has 
political capital with which trade. 
Bush’s failure America’s failure. 
stand humbled before world opinion. 

the days after Katrina wore herself 
out, while television broadcasts continual 


scenes death, devastation, and third- 
world deprivation, Bush’s smug and clue- 
less disaster lieutenants, Homeland Inse- 
curity czar Michael Chertoff and Emer- 
gency Mismanagement chief Michael 
Brown, denied there were problems let 
alone crisis unimaginable and terrify- 
ing proportions. The Republicans are fond 
railing against Washing- 
ton’s pointy-headed bu- 
reaucrats. But this time the 
offenders were Bush men. 
And like their president, 
they proved cold, cal- 
lous, and out-of-touch. A 
leader would have fired 
them. But Bush, who has 
capacity for reappraising 
his own failures, and who 
fires people only for disloy- 
alty, never for incompe- 
tence (hello, Donald Rums- 
feld), let them stand. 
long they hold public 
positions, Chertoff and 
Brown will the twin 
embodiments failure 
that can only called inhumane. 

bid for national unity, Bush spoke 
from the White House flanked former 
presidents Clinton and Bush, hoping that 
his somber dad and the prime leader the 
political opposition would give his bank- 


EVEN 
CONSER- 
VATIVES 
STOMACH 
THE SPEC- 
TACLE. 


régime patina legitimacy. His 
advice nation worried about new en- 
ergy crisis triggered the destruction 
oil refineries and drills? Drive less. The tra- 
ditional Republican paean self-reliance 
never sounded hollow, stupid. His 
promise that gritty, culturally rich New 
Orleans would rebuilt made insipid 
sop seem positively surreal. 

This politics usual recast crimi- 
nal contempt. Contempt for the intelli- 
gence nation that has finally recog- 
nized that Bush lied get 
embroiled Iraq; con- 
tempt for the lives those 
killed, displaced, stranded, 
and suffering result 
Katrina. this doesn’t 
meet the constitutional 
standard for high crimes 
and misdemeanors needed 
impeach president, 
what does? The only 
thought that more repug- 
nant than Bush continuing 
office the prospect that 
his even more loathsome 
vice-president, the aptly 
named Dick Cheney, would 
succeed him. those 
who dream Bush-free 
America have nothing more with which 
console ourselves than two more years 
continuing disgrace. 

Even conservatives can’t stomach the 
spectacle. The Manchester Union Leader, the 
Washington Times, public television’s John 
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McLaughlin, the paleo-conservative Pat 
Buchanan, and Louisiana’s own Repub- 
lican senator David Vitter have been crit- 
ical terms that range from disappoint- 
scathing. 

Time will undoubtedly demonstrate 
that the mayor New Orleans and the 
governor Louisiana have lot answer 
for. Precautions and preparation were 
clearly inadequate, Mexico, for example, 
keeps days food, water, and coffee 
available its convention centers and 
sports stadiums case those public facil- 
ities have turned into safe havens 
the event earthquakes hurricanes. 

But only the national government 
has the resources and the muscle re- 
spond disaster nature- terrorist- 
induced. many the military experts 
employed various networks have ex- 
plained repeatedly, the failure engage 
federal troops immediately inexplica- 
ble. America has the means; Bush lacks 
the imagination and leadership. 

all accounts, the devastation in- 
land just appalling that New 
Orleans. And Bush’s failure there just 
painful and shameful. But New Or- 
special case, not only because 
its concentrated population and its 
cultural and economic significance. 
has been rated the third-most-likely 
target terrorist attack. what we’ve 
seen failed see happen that 
city any indication, then the entire 
nation woefully unprepared for am- 
bitious terrorist assault. When three 
years ago the director the Army Corps 
Engineers testified Capitol Hill 
that Bush-mandated budget cuts would 
hamper the corps’s ability maintain 
that portion the nation’s infrastruc- 
ture its charge, was given min- 
utes resign fired. 

But Bush’s failure far graver than 
this example historic ineptitude. His 
feel-good vision America which 
least half the voters have more less ac- 
cepted you abide the questionable le- 
gitimacy both elections fraud. 
It’s mistake that those most seriously 
affected were poor, working-class, minor- 
ity, old. The Republican Party has 
abandoned citizens who aren’t affluent. 
Its policies have long done spirit, 
and the gap between the haves and the 
have-nots has grown accordingly. Now 
Bush has hammered the reality home 
fact. Although race, per se, played role 
the Bushies’ decision-making process, 
it’s clear that the only thing worse than 
being poor being poor and black. 

The bill indictments against Bush 
exhaustive. But worth noting that 
time when sorely need help, the 
Bush administration has done nothing 
accept the offers foreign help that 
have resulted even from such unlikely 
places France, Russia, China, Cuba, 
and Iran. Rather than demonstrate 
America’s self-confidence accepting 
help from those who oppose our mis- 
guided Iraq adventure even from Cu- 
ba, poverty-stricken nation still in- 
explicably consider threat, Bush 
demonstrates his narrow and ignorant 
vision doing nothing. 

Bush has impeached his own credibil- 
ity and legitimacy. His legacy dismal 
one. can only hope that his oppo- 
nents Washington will capitalize 
his now-naked position stopping him 
from doing any more damage. 


Stephen Mindich publisher and 
chairman the Phoenix Media/Communica- 
tions Group. Peter Kadzis editor the 
Boston Phoenix. 
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RIPS 
BUSH NEW ONE 


FORGET IRAQ, THE SUPREME COURT NOMINATIONS, 
AND SOCIAL SECURITY TOOK HURRICANE 
WAKE THE PRESS, RAISE THE ISSUE RACE AND 
CLASS, AND REDEFINE THE POLITICAL LANDSCAPE 


MARK JURKOWITZ 


HURRICANE KATRINA DID NOT SIMPLY DESTROY PHYSICAL INFRASTRUCTURE, 
SOCIAL FABRIC, AND COUNTLESS LIVES GULF COAST. BLEW 
AWAY THE GROUND RULES THAT HAD DEFINED AMERICAN POLITICS 


and protected the most polarizing adminis- 
tration recent history one that failed 
to articulate a coherent domestic agenda, 
tossed gasoline the smoldering culture 
wars, and dragged the country into divi- 
sive and very likely disastrous war Iraq. 
All the elements that George Bush 
and Karl Rove had exploited for political 
gain timid and kowtowing mainstream 
media, a deafening silence about America’s 
growing underclass, the fear that criticizing 
the White House the era Qaeda was 
tantamount to treason, and Bush’s can-do, 
cowboy image were shattered the 
same winds and rains that savaged casinos 
Biloxi and homes Jefferson Parish. 
What emerged from the rubble with 
the nation’s collective psyche now toxic 
stew shock, shame, fear, and anger 
were the hard truths about our society’s 
frightening inequities and our govern- 
ment’s horrifying incompetence. 
Rapper Kanye West, appearing during 
NBC concert/fundraiser, stared straight 
into the camera and declared that “George 
Bush doesn’t care about black people.” 
@ Jefferson Parish president Aaron Brous- 
sard openly sobbed during television in- 
terview which declared that the “bu- 
reaucracy has committed murder here 
the Greater New Orleans area.” 
grim-faced Tim Russert, appearing 
barely conceal his fury, opened Meet the 
Press interview with Homeland Security 


uston's Astrodome, whe 


secretary Michael Chertoff demanding: 
“Are you, anyone who reports you, 
contemplating resignation?” 

Reporting from New Orleans, Fox 
Geraldo Rivera stiff-armed bloviat- 
ing Bill O’Reilly’s efforts shift responsi- 
bility away from the White House de- 
claring: “This Dante’s Inferno, Bill. There 
way sugarcoat it. This the worst 
thing I’ve seen civilized nation.” 


THIS ABOUT RACE AND CLASS 
In an interview with Fox News, Chertoff 
warned that “we need prepare the coun- 
try for what’s coming. going 
about ugly scene you can imagine.” 
was referring the many rotting 
corpses that will unearthed when New 
Orleans drained floodwater. But 
could have also been speaking about the 
much deeper national trauma come. 

Yes, the cameras will be on hand for the 
grisly scenes when the dead are finally 
found. And survivors will eventually tell 
their wrenching tales death and delay 
the newsmagazines. But there will 
also shocks the economy. There will 
serious political implications for the 
White House. And there will what 
columnist David Brooks, quoting historian 
John Barry, called the “human storm,” a 
social backlash Katrina that will high- 
light the yawning chasms and simmering 
Continued on p 12 


THOUSAND 


Images such as this 

one, the body of a man 
outside the New Orleans 
Convention Center, will 
be ingrained in the 
consciousness of the 
world as a symbol of 
Bush's ineptness. 
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Continued from p 11 
resentments race and class. 

What happened New Orleans, when 
largely minority underclass was trapped 
in a drowning city to suffer, die, and, on 
occasion, engage in criminal violence, not 
only reinforced the notion that our society 
deeply divided color and money. sent 
the inescapable message that the third world 
exists right here 21st-century America. 

Jesse Jackson drove that point home with 
blunt-force trauma when assessed the 
scene New Orleans and declared that “it 
looks like Africans the hull slave ship.” 
Musician and New Orleans native Wynton 
Marsalis eloquently, albeit more subtly, 
raised the specter different treatment for 
different classes when “we hear 
a lot of words, but we don’t see a lot of action.” 

There were some smaller race-based 
brushfires that leapt from the ruins 
the storm the media. controversy 
erupted over two photographs, one that de- 
scribed black youth with groceries 
looter and another two lighter-skinned 
people described has having found gro- 
There was debate over the use 
the word “refugee” describe the dis- 
placed residents, with some arguing that 
the word connotes second-class status. But 
those battles only direct our attention 
the overriding issue, illustrated statis- 
tics from New story racial dis- 
parity New Orleans: percent the 
city’s black residents almost 110,000 
people lived poverty, according the 
2000 census. More than half the impov- 
erished black households that city did 
not have automobile and thus had lit- 
tle hope escape from Katrina. 

Surveying the displaced poor who have 
been shipped off the Houston Superdome, 
Fox News Channel’s Greta Van Susteren put 
succinctly. “The rich people are lucky,” she 


said. “These people aren’t.” 


THE MEDIA GETS ITS BARK BACK 
The nation’s mainstream media has had 
rough couple years. They had been bat- 
tered into near submission tight-lipped 
and contemptuous Bush administration 
that created its own phony news vehicles 
circumvent them. The press’s dismal failure 
scrutinize the White House’s faulty WMD 
rationale for going war Iraq has already 
elicited mea culpas from outlets such the 
New York Times and Washington Post. 

And yet, what appeared start out 
another overhyped story about extreme 
weather has turned into one journalism’s 
finest moments recent memory. Down 
the hell New Orleans where reporters 
risked life and limb and were literally 
shocked what they saw they finally 
found the courage believe their own eyes. 
CNN’s usually mild-mannered an- 
chor Soledad O’Brien roasted FEMA director 
Mike Brown, who claimed not know 
the despair New Orleans’s Morial Con- 
vention Center until heard news reports. 

“How possible we’re getting better 
intel than getting?” O’Brien snapped. 
don’t understand how FEMA cannot 
have this Banda Aceh 
Indonesia, they got food dropped two 
days after the tsunami struck.” 

During Bush’s photo-op visit the re- 
gion last week, ran into the kind ques- 
tioning that explains why rarely holds 
news conferences. “There are lot people 
wondering why you fixing the prob- 
lems yesterday the day before and why the 
country earth can’t get food and 
water those people that need it,” one ques- 
tioner asserted, leaving the president say 
that the one hand was “satisfied with 
the response,” but the other that was 
“not satisfied with all the results.” 

the days come, tougher questions 
will asked journalists switch from 


REUTERS 


SIGN THE TIMES The mood the convention center New Orleans. 


chronicling the scope the disaster 
piecing together how happened. (The 
new issue Newsweek describes “strange 
paralysis” that set the White House, 
which wasted time lengthy debates over 
“who was charge.”) Even more impor- 
tant than the answers they find the fact 
that journalists now smell blood the wa- 
ters Bush’s troubled second term. 

“This different” than 9/11, said 
day’s Susan Page the Fox News Sunday 
show. “People will more willing criti- 
cize him. think this [the Katrina fallout] 
takes over the rest the administration.” 


BUSH HIMSELF 

Now reportedly the hands Karl Rove, 
White House efforts damage control will 
likely take several forms. One will include 
compassion campaign, smoother ver- 
sion his father’s infamous “Message: 
care,” theme from the 1992 election. The 
other will feature surrogates, who will 
deflect blame onto other officials most 


likely local and regional ones. Any serious 
postmortem likely find fatal short- 
comings all levels government, in- 
cluding state and city. But Bush himself 
will have face several layers damning 
questions the aftermath Katrina. 

The first his belated and inap- 
propriate response the events unfolding 
every television screen last week. Bush’s 
ABC’s Good Morning America that 
don’t think anyone anticipated the breach 
the levees,” have already come back 
haunt him... . His first journey to the area, 
during which uttered the immortal 
words, you’re doing heck 
job,” about the largely clueless FEMA direc- 
tor, struck the wrong emotional chord and 
was viewed public-relations failure. 

The administration will asked ex- 
plain its failure heed dire warnings 
about New Orleans and its refusal allo- 
cate funds protect against the kind 
havoc wrought Katrina. That will trigger 
even larger debates about Bush’s priorities 


and heroism 


The moment hijacked jetliners slammed into the 
twin towers of the World Trade Center, September 
11 burned into the national psyche as myth. 
Olympian in scale, the catastrophe was impossible 
compass mere mortal terms, prompting 
near-desperate longing for heroes. We found 
them, too, in abundance: firefighters and police 
officers, local elected officials, ordinary people who 
faced certain death to avert further disaster, even 
the president himself (some would argue), once he 
found his feet. 

Hurricane Katrina, though it came as less of a 
shock and, literally, in waves, will most certainly 
turn out to be just as catastrophic, and has already 
been described over and over as a calamity “of 
biblical proportions.” But this hardly the stuff 
of myth. Rather, Katrina put Americans face-to- 
face with nothing more ennobling than George W. 
Bush's man-made free-market dystopia. An act of 
god or an evil enemy is humbling, even as it raises 
up heroes and sharpens courage and resolve. The 


encounter with Katrina was nothing short of 
humiliating. Even our will to see heroism in the 
carnage has been sapped, amid a spectacle of 
chaos that reduces everyone involved — including 
those of us helplessly looking on in horror — to 
either victims or villains. 

That's not to say that bravery and personal 
sacrifice, scrappy resourcefulness and basic 
human kindness have been in short supply. But 
how do we make sense of it? The old categories 
don't hold. Are looters improvisational aid work- 
ers lawless thugs? Are police officers who 
abandon their pests deserving of our respect as 
well as our compassion? Are emotional reporters 
acting as badly needed conduits for the besieged 
or abdicating their responsibilities as objective 
journalists? Are nearly hysterical Democratic local 
officials performing their public duty under the 
most dire conditions imaginable or taking advantage 
of partisan politics and time-worn tensions over 
federal-versus-local authority? 


and his decision pour human and finan- 
cial resources into war Iraq that los- 
ing the support the American people. 
And finally, Katrina raises legitimate ques- 
tions about the administration’s ability 
protect from and react terrorist at- 
tack, the linchpin the Bush presidency. 

“As test the homeland-security 
system, this was failure,” declared former 
House Speaker Newt Gingrich, one the 
many critics the government’s response 
Katrina have emerged from the right 
flank the political spectrum. 

Once the bodies are found and buried, 
expect some high-profile stagecraft 
Washington. Noisy congressional hearings 
seem very likely. Despite this White 
House’s preference for loyalty over compe- 
tence, someone’s head is likely to roll, 
with FEMA chief Brown’s the most obvious 
candidate. And Bush’s next decision 
how fill the new Supreme Court vacancy 
will have also take into account the 
post-Katrina political calculus. 

Even before the fallout from the 
storm, the American public was souring 
Bush’s stewardship. late-August 
Gallup survey found percent the re- 
spondents critical his handling for- 
eign affairs; 59 percent disapproving of 
the situation Iraq; percent saying 
doing bad job the economy; and 
percent upset with his handling rising 
gas prices. Until now, had somehow 
managed remain largely unaccountable 
for those problems. But Katrina may well 
prove the tipping point. 

think he’s really undermined his 
credibility this point, and really sad- 
dles him with the kind problems that 
Johnson and Nixon faced,” historian 
Robert Dallek, referring two presidents 
who suffered disastrous second terms, 
told the New 

Thanks the forces unleashed and ex- 
bipartisan criticism, newly emboldened 
media, and the ugly truth about race and 
class this country Bush will finally 
have pay the overdue bill for legacy 
failed policies and costly mistakes. 


access links related this story, read 
online BostonPhoenix.com. Mark jurkowitz 
can reached mjurkowitz@phx.com. 


In each case, there are probably shades of 
truth in both views. But how to frame these 
stories — individually and collectively? In Bush's 
free-market dystopia, it's all crony capitalism and 
Christian-conservative-base watch: clean-up 
projects go to Dick Cheney's pals over at Halliburton, 
oil executives are asked to “give,” but not to even 
think about cutting their profits for a few 
months, and when the White House initially 
posted a list of relief charities for a public frantic 
to help, its first instinct was to prioritize faith- 
based programs. Bush's ghastly insensitivity — 
flying out to San Diego to compare himself with 
FOR and yukking it up with reporters about looking 
forward to sitting on Trent Lott's reconstructed 
porch as poor black people were dying in the 
watery hell of New Orleans — combined with his 
transparently forced show of compassion were 
truly villainous, by any measure. Meanwhile, 
Mayor Nagin, who stayed with his people, holed 
up in a downtown hotel crying out for help, was 
ineffectual — a victim. 

No, we don’t hear much hero-talk this time 
around. Heroism arises out of disorder of mysterious 
origins; contending with human corruption of this 
scope and dimension merely humiliating. When 
a small, indecent man spits in your face, it hardly 
enlarges the spirit. 

_Catherine Tumber 
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ALSO COMING: BLACK LABEL SOCIETY OCTOBER 25, 
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THE MAINSTREAM MEDIA IGNORED THIS YEAR 
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JUST FOUR DAYS BEFORE THE 2004 PRESIDENTIAL ELECTION, PRESTIGIOUS 
BRITISH MEDICAL JOURNAL PUBLISHED THE RESULTS RIGOROUS STUDY 
DR. LES ROBERTS, WIDELY RESPECTED RESEARCHER. ROBERTS 


concluded that close 100,000 people had 
died the invasion and occupation Iraq. 
Most were noncombatant civilians. Many 
were 

But that news didn’t make the front 
pages the major newspapers. wasn’t 
the network news. most voters knew lit- 
tle nothing about the brutal civilian im- 
pact President George war 
when they went the polls. 

That’s just one the big stories the 
mainstream news media ignored, blacked 
out, underreported over the past year, ac- 
cording Project Censored, media watch- 
dog group based California’s Sonoma 
State University. 

Every year, project researchers scour the 
media looking for news that never really 
made the news, publishing the results ina 
book, this year titled Censored 2006. course, 
Project Censored staffers painstakingly 
explain every year, stories 
aren’t literally censored, per se. Most can 
found the Internet you know where 
look. And some have even received some ink 
the mainstream press. “Censorship,” 
explains project director Peter Phillips, “is 
any interference with the free flow infor- 
society.” The stories highlighted 
Project Censored simply haven’t received 
the kind attention they warrant, and 
therefore haven’t made into the greater 
public consciousness. 

“If there were real democratic press, 
these are the kind stories they would 
do,” says Sut Jhally, professor commu- 
nications the University Massachu- 
setts and executive director the Media 
Education Foundation. 

Can story really “censored” the 
Internet age, when information from 
millions sources whips around the world 
matter seconds? Absolutely, says Jhally. 

“The Internet great place you 
already know that the mainstream media 
heavily biased” and you actively search out 
sites the outer limits the Web, 
“The challenge for democratic socie- 
how get vital information not only 
the margins but the center our culture.” 

Not every article source Project Cen- 
sored has cited over the years completely 
credible; least one this year pretty 
shaky (see number four). But most the 
stories that made the project’s top were 
published reliable sources and included 
only verifiable information. 


BUSH ADMINISTRATION MOVES 
ELIMINATE OPEN GOVERNMENT 
While the Bush administration has expanded 
its ability keep tabs civilians, it’s been 
working make sure the public and even 
Congress can’t find out what the govern- 
ment doing. 

One year ago, Representative Henry 
Waxman (D-CA) released 81-page analy- 
sis how the administration has adminis- 
tered the country’s major open-government 
laws. His report found that the feds consis- 
tently “narrowed the scope and application” 
the Freedom Information Act, the 
Presidential Records Act, and other key 
public-information legislation, while 
expanding laws blocking access certain 
even creating new categories 
“protected” information and exempting 
entire departments from public scrutiny. 

When those methods haven’t been 
enough, the Bush administration has simply 
refused release records even when the 
Tequester was congressional subcommittee 
the Government Accountability Office, 
the study found. few the potentially 

incriminating documents Bush Co. have 
tefused hand over their colleagues 


Capitol Hill include records contacts 
between large energy companies and Vice- 
President Dick Cheney’s energy task force; 
White House memos pertaining Saddam 
Hussein’s, shall we say, “elusive” weapons 
mass destruction; and reports describing 
torture Abu 


REPORTING FROM NOWHERE 
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The military’s refusal keep 
Iraqi-death count has been mirrored the 
mainstream media, which systematically 
dodges the question how many Iraqi 
civilians have been killed. 

Les Roberts, investigator with the 
John Hopkins Bloomberg School of Public 
Health, conducted rigorous inquiry into 
pre- and post-invasion mortality Iraq, 
sneaking into Iraq lying flat the bed 
SUV and training observers the 


MEDIA COVERAGE FAILS 

IRAQ: FALLUJAH AND 

THE CIVILIAN DEATH TOLL 

Decades from now, the civilized world may 
well look back the assaults Fallujah 
April and November 2004 and point them 
examples the United States’ and 
Britain’s utter disregard for the most basic 
wartime rules engagement. 

Not long after the “coalition” had 
embarked its second offensive, High 
Commissioner for Human Rights Louise 
Arbour called for investigation into 
whether the Americans and their allies had 
engaged “the deliberate targeting civil- 
ians, indiscriminate and disproportionate 
attacks, the killing injured persons, and the 
use human shields,” among other possible 
considered war crimes” under federal law. 

More than percent Fallujah’s 
300,000 residents fled the city, Mary 
Trotochaud and Rick McDowell, staffers 
with the American Friends Service Commit- 
tee, reported AFSC’s Peacework magazine. 
Men between the ages and were 
safe passage, and all who remained 
— about 50,000 — were treated as enemy 
combatants, according the article. 

Numerous sources reported that coali- 
tion forces cut off water and electricity, 
seized the main hospital, shot anyone 
who ventured out into the open, executed 
families waving white flags while trying 
swim across the Euphrates otherwise flee 
the city, shot ambulances, raided homes 
and killed people who didn’t understand 
English, rolled over injured people with 
tanks, and allowed corpses rot the 
streets and eaten dogs. 

Medical staff and others reported seeing 
people, dead and alive, with melted faces 
and limbs, injuries consistent with the use 
phosphorous bombs. 


scene. The results were published the 
Lancet, prestigious peer-reviewed British 
medical journal, on October 29, 2004 — just 
four days before the presidential elec- 
tions. Roberts and his team (including 
researchers from Columbia University and 
from Al-Mustansiriya University Baghdad) 
concluded that “the death toll associated 
with the invasion and occupation Iraq 
probably about 100,000 people, and may 
much higher.” 

The vast majority those deaths resulted 
from violence — particularly, aerial bom- 
bardments and more than half the fa- 
talities were women children, they found. 


2000 2004 


Supreme 
Court 


Diebold 


ANOTHER YEAR DISTORTED 
ELECTION COVERAGE 

George Bush prevailed three million 
votes November 2004 despite exit 
polls that clearly projected Kerry winning 
margin five million. 

“Exit polls are highly accurate,” Steve 
Freeman, professor the University 
Pennsylvania’s Center for Organizational 
Dynamics, and Temple University statistician 
Josh Mitteldorf wrote “They 
Temove most the sources potential 
polling error identifying actual voters 
and asking them immediately afterward 
who they had voted for.” 
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The eight-million-vote discrepancy 
was well beyond the poll’s recognized, 
less-than-one-percent margin error. 
And when Freeman and Mitteldorf 
analyzed the data collected by the two 
companies that conducted the polls, they 
found concrete evidence potential 
fraud the official count. 

“Only precincts that used old- 
fashioned, hand-counted paper ballots 
did the official count and the exit polls 
fall within the normal sampling 
margin error,” they wrote. 
And “the discrepancy between 
the exit polls and the official 
count was considerably greater 
the critical swing states.” 

Inconsistencies were much 
more marked African-American 
communities renew calls for 
equity our voting system. 
“It now time make counting 
that vote right, not just casting it, 
before Jim Crow rides again the 
next election,” wrote the Reverend 
Jesse Jackson and Greg Palast in the 
Seattle 


SURVEILLANCE SOCIETY 
QUIETLY MOVES 

It’s well-known dirty trick the 
halls government: you want 
pass unpopular legislation that you 
know won’t stand up to scrutiny, 
just wait until the public isn’t 
looking. That’s precisely what the 
Bush administration did December 
13, 2003, the day American troops 
captured Saddam Hussein. 

Bush celebrated the occasion 
privately signing into law the Intel- 
ligence Authorization Act con- 
troversial expansion the PATRIOT 
Act that included items culled from 
the “Domestic Security Enhance- 
ment Act 2003,” draft proposal 
that had been shelved due public outcry 
after being leaked. 

Specifically, the allows the govern- 
ment obtain individual’s financial 
records without court order. The law also 
makes illegal for institutions inform 
anyone that the government has requested 
those records, that information has been 
shared with the authorities. 

“The law also broadens the definition 
‘financial institution’ include insur- 
ance companies, travel and real-estate 
agencies, stockbrokers, the Postal 
Service, jewelry stores, casinos, airlines, 
car dealerships, and any other business 
cash transactions have high 
degree usefulness criminal, tax, 
regulatory matters’” warned Nikki Swartz 
the Information Management Journal. According 
Swartz, the definition now broad 
that could plausibly used access 
even school transcripts medical records. 

(Note: Almost everything the Project 
Censored list is well-sourced and, at the very least, 
plausible. But one the sources for this story: 
“Where Big Brother Snoops Americans 
written Teresa Hampton and Doug Thompson, 
and published www.capitolhillblue.com, 
Virginia Web site that’s been around since 1994, 
seems shaky. 

Hampton and Thompson claim that the feds 
now monitor “virtually every financial transaction 
every American,” real time and the Pentagon 
uses the information launch investigations 
“persons interest” and basis for adding 
names the Transportation Security Administra- 
tion’s “no fly” lists. 

The principal sources Hampton and Thompson 
base their story seem anonymous 
security consultant who worked the project” 
and “Allen Banks” someone identified simply 
“security expert,” without any detail who 
Continued on p 18 
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Continued from p 17 

Thompson, who the site’s publisher, defended 
the accuracy the story, saying that spoken 
with “over 30 sources” — police, banks, credit-card 
agencies and that reached his conclusions 
based those sources well the fact that 
there were “too many coincidences.” 

“To some extent,” added, “it was conclu- 
sion me, looking the links.” Banks and other 
private industries had been instructed e-mail 
data the feds and they continued 
sending data the same places after TLA was 
killed because they never received orders to stop, 
Thompson said. His caveat: “If had into court 
and prove this, there’s way could prove it.”) 


USES TSUNAMI MILITARY 
ADVANTAGE SOUTHEAST ASIA 
President Bush initially offered 
embarrassingly low $15 million aid 
after the tsunami hit the Indian Ocean 
last December. But more important, 
Project Censored found that the 
government exploited the catastrophe 
its own strategic advantage. 

Establishing stronger military presence 
the area could help the United States 


keep closer tabs China. could also fortify 
important military launching ground 
and help consolidate control over potentially 
lucrative trade routes. 

the name relief, the re- 
vived the Utapao military base Thai- 
land had used during the Vietnam War 
{and] reactivated its military cooperation 
agreements with Thailand and the Visit- 
ing Forces Agreement with the Philip- 
pines,” veteran Indian journalist Rahul 
Bedi reported. 

Last February, the State Department 
mended broken ties with the notoriously 
vicious and corrupt Indonesian military 
although human-rights observers charged 
the military with withholding “food and 
other relief from civilians suspected 
supporting the secessionist insurgency, the 
Free Aceh Movement,” Jim Lobe reported for 
the Inter Press Service. 


THE REAL SCAM 
Last year, right-wingers Congress began 
kicking fuss about how the United 
Nations had allegedly allowed Saddam 
Hussein rake $10 billion illegal 
cash through the Oil for Food program. 
Headlines screamed scandal. New York Times 
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columnist William Safire referred the 
alleged con game “the richest rip-off 
world history.” 

But those who knew how the program 
had been set and run and under 
whose watch were not 

The initial accusations were based 
General Accounting Office report released 
April 2004 and were later bolstered more 
detailed report commissioned the CIA. 

According the GAO, Hussein smug- 
gled billion worth oil out 
most through the Persian Gulf. Yet 
the fleet charged with intercepting any 
such smugglers was under direct com- 
mand American officers, and consisted 
overwhelmingly Navy ships. Most 
the oil that left Iraq land did through 
Jordan and Turkey with the approval 
the United States. The first Bush adminis- 
tration informally exempted Jordan from 
the ban purchasing Iraqi oil 
arrangement that provided Hussein with 
$4.4 billion over years, according the 
CIA’s own findings. 

Scott Ritter, weapons inspector 
Iraq during the first six years economic 


sanctions against the country, unearthed 
yet another scam: The United States 
allegedly allowed oil company run 
Russian foreign minister Yevgeny Pri- 
makov’s sister purchase cheap oil from 
Iraq and resell companies mar- 
ket value purportedly earning Hussein 
hundreds millions” more. 

“It has been estimated that percent 
the oil illegally smuggled out Iraq under 
‘oil for food’ ended the United States,” 
Ritter wrote the Independent. 


FACE 
UNPRECEDENTED DANGERS 

LIFE AND LIVELIHOOD 

Last year was the deadliest year for re- 
porters since the International Federation 
Journalists began keeping tabs 1984. 
A total of 129 media workers lost their 
lives, and them more than third 
were killed Iraq. 

“As far anyone has yet proved, com- 
manding officer ever ordered subordinate 
fire journalists such,” wrote Weissman 
update for Censored 2006. But what can 
shown pattern tacit complicity, side 
side with heavy-handed campaign curb 
journalists’ right roam freely. 


TOWEL. 


NOW PLEASE CLEAR 
THE RUNWAY. 


The Pentagon has refused implement 
basic safeguards protect journalists who 
aren’t embedded with coalition forces, 
despite repeated requests Reuters and 
media-advocacy organizations. 

The military exonerated the army 
any wrongdoing its now-infamous attack 
the Palestine Hotel which, the Pen- 
tagon knew, functioned headquarters for 
about 100 media workers when coalition 
forces rolled into Baghdad April 2003. 

date, authorities have not disci- 
plined single officer soldier involved 
the killing journalist, according 
Project Censored. 


FARMERS THREATENED 
BREMER’S MANDATES 
Historians believe was the “fertile 
crescent” Mesopotamia, where Iraq 
now lies, that humans first learned 
“It here, around 8500 8000 
BC, that mankind first domesticated 
wheat, here that agriculture was born,” 
wrote Jeremy Smith the Ecologist. This 
entire time, “Iraqi farmers have been 
naturally selecting wheat varieties that 


work best with their climate ... and 
cross-pollinated them with others with 
different strengths. 

“The US, however, has decided that, 
despite 10,000 years practice, Iraqis 
don’t know what wheat works best 
their own 

Smith was referring Order 81, one 
100 directives penned Paul Bremer III, 
the administrator Iraq, and left 
legacy the American government when 
transferred operations interim Iraqi 
authorities. The regulation sets criteria for 
the patenting seeds that can met only 
multinational companies like Monsanto 
Syngenta, and grants the patent holder 
exclusive rights over every aspect all 
plant products yielded those seeds. 
Because naturally occurring cross-polli- 
nation, the new scheme effectively launches 
process whereby Iraqi farmers will soon 
have purchase their seeds rather than 
using seeds saved from their own crops 
bought the local market. 

Native varieties will replaced 
foreign and genetically engineered 
seeds, and Iraqi agriculture will become 
more vulnerable disease biological 
diversity lost. 


Texas A&M University, which brags that 
its agriculture program “world leader” 
the use biotechnology, has already 
embarked $107 million project “re- 
educate” Iraqi farmers grow industrial-size 
harvests, for export, using American seeds. 

And anyone who’s ever paid attention 
how this has worked elsewhere the global 
South knows what comes next: farmers will 
lose their land, and the country will lose its 
ability feed itself, engendering poverty 
and dependency. 


IRAN’S NEW OIL-TRADE SYSTEM 
CHALLENGES CURRENCY 

The Bush administration has been paying 

lot more attention Iran recently. Part 
that interest clearly Iran’s nuclear 
program but there may more the 
story. One bit news that hasn’t received 
the public vetting merits Iran’s declared 
intent open international oil-exchange 
market, 

Not only would the new entity compete 
against the New York Mercantile Exchange 
and London’s International Petroleum Ex- 
change (both owned American corpora- 
tions), but would also ignite international 
oil trading euros. 

shift away from dollars euros 
the oil market would cause the demand for 
petrodollars drop, perhaps causing the 
value the dollar plummet,” Brian Miller 
and Celeste Vogler Project Censored wrote 
Censored 2006. 

“Russia, Venezuela, and some mem- 
bers OPEC have expressed interest 
moving towards petroeuro system,” 
said. And isn’t entirely implausible that 
China, which “the world’s second 
largest holder currency reserves,” 
might eventually follow suit. 

Although China, major exporter 
goods the US, has vested interest 
helping shore the American 
economy and has even linked its own 
currency, the yuan, the dollar, has 
also become increasingly dependent 
Iranian oil and gas. 

“Barring attack, appears imminent 
that Iran’s euro-dominated oil bourse will 
open March, 2006,” Miller and Vogler 
continued. “Logically, the most appropriate 
strategy compromise with the and 
OPEC towards dual-currency system for 
international oil trades.” 

But you won’t hear any discussion 
that alternative the six o’clock 
evening news. 


10) MOUNTAINTOP 

REMOVAL THREATENS 

ECOSYSTEM AND ECONOMY 

August 15, environmental activists 
created human blockade locking them- 
selves drilling equipment, obstructing 
the National Coal Corp.’s access strip 
mine the Appalachian mountains 
miles north Knoxville. 

Under contention technique wherein 
entire mountaintops are removed using 
explosives access the coal underneath 
practice that nothing short devas- 
tating for the local ecosystem, but which 
could become much more widespread. 

stands, new coal plants are 
the works nationwide, according Project 
Censored’s findings. “Areas incredibly rich 
biodiversity are being turned into the 
biological equivalent parking lots,” wrote 
John Conner the branch Earth 
First! which has been throwing all its ener- 
into direct-action campaigns block the 
project Censored 2006. “It the final solu- 
tion for 200-million-year-old mountains.” 


Camille Taiara staff reporter for the 
San Francisco Bay Guardian. read the 
11-25 most-censored stories the year, 
BostonPhoenix.com. 
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September code can only be used once. 
Promotion ends 12/31/05. 


SURGEON WARNING: Smoking 
Causes Lung Cancer, Heart Disease, 
Emphysema, And May Complicate Pregnancy. 


MIDWEEK 
GETAWAY 


per person, double occupancy | 


Weekday 
Wonders. 


Cool. 


Sunday, Monday and Tuesday Departures. 
Includes transatlantic air, two nights hotel in 
Reykjavik, Iceland and airport/hotel transfers. 


To book, contact your travel agent, call (800) 779-2899, or visit www.icelandairholidays.com/airwaves. 
For more information on the festival, visit www. icelandairwaves.com. 


HOT AIRFARES EXCITING EUROPEAN DESTINATIONS 


To book, contact your travel agent or call (800) 223-5500. 


*Departing BOS. Airfares valid for new purchases only, are determined by departure date and are round trip per person. No adv. purchase; 
must be ticketed within 48 hours; requires membership in Icelandair Customer Club - sign up possible at airport; Saturday min stay; 30 days 
max stay; valid for outbound travel | CTOS and |6-22DECOS; HEL valid | 1SEP-23OCTOS; HEL last return date is 31 OCTOS; last ticket 
date | SSEPOS. Tickets are nonrefundable; c fee of $1 50pp within validity of fare. Additional $30 per person for travel Fri-Sun in each direc- | 
tion. Take-A-Break in Iceland for up to 7 nights in either direction. Midweek Getaway Package subject to availability and price change. Not avail- | 
able | SDECOS5-O5|ANO06. $379 price valid 0l NOVO5-28MAR06, Also available from $455 per person double occupancy 03-3!OCTOS and 
O2APR-O9MAY06. Max stay 3 nights. All nights must be booked in hotels through Icelandair Holidays. Cancellations/changes subject to $400 
penalty 30-60 days prior to departure; nonrefundable/nonchangeable 29 days or less pnor to departure. Personal travel insurance not included. 
Lower priced packages may be available on icelandairholidays.com. Other restnctions apply. Seats are limited. Prices quoted are exciusive of appli- 
cable taxes and official charges by destination of approx. $|00-$185, including the September | |th Security Fee. 
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BROOKLINE FESTIVAL 


TIRED GAS PRICES? CAN'T FIND PARKING? 


SCOOTERS, ATV'S, DIRT BIKES 
HIGHEST QUALITY FRACTION THE PRICE 


SALES, SERVICE, PARTS, ACCESSORIES 
SERVICE ALL BRANDS POWER SPORTS 


CAN DELIVER RIGHT YOUR DOOR! 


MILES PER GALLON 
STARTING $1,199 


BROAD STREET 
HUDSON, 01748 
978.568.1415 
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Coolidge Corner Harvard Street 


BETWEEN BEACON AND FULLER STREETS 


Two stages multicultural entertainment featuring alternative artist KAY HANLEY and rock group BUFFALO TOM. 
250 Vendors * Food * Kid Zone * Artists * Punch Bowl Tavern « FREE Parking Shuttle 


Patty Griffin, 
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YOUR STORE FOR WICKED GOOD 
INDEPENDENT MUSIC! 


The Drive-in Wilhelm Scream 


$13.88 
Jim Jones (Diplomats) 


anticipated 
album from 

New England's 

hottest band. 


World, put your 
helmet on and 
get ready for 
the weekend! 


The Bled Turbonegro 


John Vanderslice 


Adve 


Festival 


SEPTEMBER 23rd 


wek Loeb, Micholes Payton, Miguel Zenon, 
Mango Blue, Hokim Low, plus 
Aris Crafts 
Family Entertainment 


Restaurants 
Call 617-747-2261 Food Vendors 


Center Boston’s South End 


YALE 


FREE to the pubic eithough donations of $5.00 or more are welcome to support Prostate Cancer Awareness & Research organizations. 
Beantown O'Ventures Uniimited Foundation production. 


Join The Phoenix celebrate the launch 
our brand new VIP club Watch the Red 
beat the Yankees the Big 
and win prizes! For entrance this party, free 
movie and discounts bars like Bills, 
Porters, Bobs Bistro and many more sign for 
your now www.thephoenix.com/VIP/ 


Sound 


ites 


THE WEEK MUSIC AND OTHER AUDIBLE TREATS 


COMPILED CARLY 


FREE STUFF 


TADD ALLMAN-MORTON JEFF VON WALD THE WILLIE SORDILLO TRIO September 
Old South Church, Boston 617.536.1970 MARY LOU LORD September 

First Act Guitar Studio, Boston noon 617.226.7899 MARIANNE SOLIVAN CHUCK 
GABRIEL ISS! ROZEN ANDREAS BRADE September Boston Center for the 

Lizard Lounge 617.547.0759 “THE GOOD MAP” Folk Psych Electric with 
Ned Zeus September River Gods, Cambridge 617.576.1881 LARRY LEE 
LEWIS COMEDY BLUES JAM FEST September the Charles Playhouse, Boston 
10:30 


THURSDAY 


SKATEFEST 


Jazz-rock pioneer LARRY 
CORYELL joins forces with 
like-minded electric-bassist 

Victor Bailey and drummer , 
Lenny White for supertrio 
the Charles Hotel, 1 Bennett 
Street, Cambridge | Septem- 
ber 8-9 617.395.7757. 


METAL 

If Target made screamo com- 
mercials, Long Island’s 
FROM AUTUMN TO ASHES 
would be in them: of all the 
bands to marshal half-stacks 
and metal licks in the service 
of well-scrubbed melody, FA- 
TA have the cleanest lines 
and the most digestible sing- 
alongs all which helped 
them sell more than 150,000 
copies of their last album, 
The Fiction We Live. They cele- 
brate the release of their new 
Abandon Your Friends (Vagrant) 
at Club Lido, 1290 North 
Shore Rd, Revere | 7 pm, all 
ages | 781.289.3080. 


Every Time Die 


FRIDAY SATURDAY Because sometimes 
one Warped Tour per just isn’t 
enough, Worcester’s annual Skatefest gath- 
ers the punk rock tribes for two-night, 50- 
band blowout the Palladium. Friday- 
night co-headliners Every Time Die aren’t 
just metal brahs who look good cars: 
their new Gutter Phenomenon teaching 
hardcore kids how clap their hands and 
say yeah. The first-night bill also includes 
CKY, High Fire, Red Chord, Bane, and 
Daughters. Night two brings Big the 
Kids Table, Piebald, Juliana Theory, Lost 
City Angels, Ducky Boys, and Stretch Arm 
Strong. The Palladium’s 261 Main St, 
Worcester $25 each day 800.477.6849. 


FRIDAY 


NOISE 

BLACK DICE are the most 
popular noise band of all 
time, might because 
as is not the case with most ’ 
their contemporaries 
you can make out 
identifiable forms behind 
their sonic abstractions. 
That’s especially true the 
new Broken Ear Record (DFA/As- 
tralwerks): “Smiling Off,” 
static-age pulses throb and 
loop and circle the ghosts 
electro-funk past, least 


rive. And under the right cir- 
cumstances, the hiccupping 


ying in the next room. 
re at the Museum of 


Ling Art 
rine Arts 


, 465 Hur 


Ave, Boston | 7:30 p 
617.369.3306. 


LOCAL ROCK 

With DEAR LEADER kicking 
off a two-night stand at T.T.’s 
and APOLLO SUNSHINE 
playing a CD-release in the 
Middle East’s downstairs 
room, we hope there’s 
enough fans left over for an 
EP-release party by a star- 
tlingly good new power-pop 
band. For the SHARKING, 
former Drexel co-leader Marc 
Flynn in acoustic/electric 
mode teams with former 
Slater frontman Ted Billings, 
Sterns bassist Emeen Za- 
rookian, and former Kicked 
in the Head drummer An- 
thony Modano, and Flynn’s 
songs are as McCartney-ite 
and hook-heavy as ever. 
They’re with post-hardcore 
buzzkids LOCK AND KEY 
and drunk-and-disorderly 
punks the CALL up- 
Stairs the Middle East, 
472 Mass Ave, Cambridge | 
617.864.EAST. 


SATURDAY 


ROCK 

“The Distance” had one-hit- 
blunder written all over it 
back when CAKE emerged 
a seemingly calculated cross 
of Chili Pepper funk and 
Beck-ish irony. But the song 
proved as prescient as it was 
catchy, and 1998's Prolonging 
the Magic found the band do- 
ing just what the title said — 
by landing gainful employ- 
ment as modern rock’s 
official Witty Indie Boys 
With A Penchant For Setting 
Soul Coughing Poetics To 
Electro-Organic Grooves. 
Earlier this year, their cover 
of Bread’s “Guitar Man” (on 
Badman’s Friends and Lovers 
comp) became a hip under- 
ground radio hit. And as if 
that weren’t enough crowd 
pleasing, they’ve been 
known cover Gloria 
Gaynor’s “I Will Survive,” 


WORLD 


amiliar with Cape 
les from ap- 
pearances by the grande 
dame of morna, Cesaria Evo- 
ra. But now comes the 
Boston debut LURA, 
young singer from Santiago 
“the most African” of the 
Verdean isles) who has aan 
R&B-tinged take on folkloric 
rhythmic styles like batuka 
and funana. She's at the 
Berklee Performance Center, 
136 Mass Ave, Boston | 8 pm 
$22 + $28 | 617.876.4275. 


RAP 

KOOL KEITH a/k/a Dr. 
Dooom a/k/a Dr. Octagon 
a/k/a That Retarded Funk 
Maker a/k/a Black Elvis is 
back to get everyone handi- 
capped. Lately he’s been call 
ing himself the “piss man” 
and declaring his intention 
to “work on some old crazy 
dust-type shit. Shit about 
me having a shootout with a 
nigga in space.” Whether 
he’ll even show up on any 
given night is another ques- 
tion. But he’s scheduled for 
downstairs at the Middle 
East, 480 Mass Ave, Cam- 
bridge | 617.864.EAST. 


SUNDAY 


INDIE 
Until the HOLD STEADY 

came along, anyone wanting 

to rant over bar-band back- 

ing for a living had to pry the 

general concept from the 

cold dead hands of King Mis- 

sile and M. Doughty. But : 
frontman Craig Finn has 
proved you can get people (at 
least the ones who put bands 
on the cover of the Village 
Voice once every 15 years) to 
geek out over Lou Reed-ish 
sing-speak street poetry 
about smacked-out Catholic 
schoolgirls, and journey- 
man-like whammy-bar rock. 
No matter what you heard, 
the Hold Steady have never 
Continued on p 4 
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Continued from p 3 
slept with your little hoodrat 
friend, but front-rowers be- 
ware: Finn talks with his 
hands. They’re at T.T. the 
Bear’s Place, 10 Brookline St, 
Cambridge | 617.492.BEAR. 


CIRCUITS 

THEO PARRISH slo-mo 
Chicago-to-Detroit dance 
producer who gets love 
everywhere from the BBC to 
Tokyo. His disco re-edits 
are coveted by house DJs 
worldwide, and his origi- 
nal productions — lengthy, 
lapping waves of soul-driv- 
grooves have worn 
down more heels than 
Imelda Marcos. Thanks to 
the Boston/NYC promotion 
crew Slow To Speak, Parrish 
makes his Boston debut at 
An Tua Nua, with residents 
FRANCIS ENGLEHARDT, 
PAUL NICKERSON, and 
CHRISTIAN DIBBLE round- 
ing out eight-hour 
odyssey. Yes, it’s on Sep- 
tember 11, and the gig also 
includes a screening of a 
documentary on The Weather 
Underground, but the Slow To 
Speak crew (www. slowtos- 
peak.net) know that poli- 
tics begins in the hips | 835 
Beacon St, Boston | 4 
pm-midnight | 617.262.2121 


MONDAY 


POP 

Now that megapop songwrit- 
ers like Max Martin are writ- 
ing alt-rock songs, there’s no 
reason a Club diva has to stay 
chained the dance floor. 
JULIET had a melancholy, 
chart-topping techno hit 
with “Avalon,” but V2 is send- 
ing her to play residencies in 
rock clubs to set up her Ran- 
dom Order, which was pro- 
duced by Stuart Price (better 
known as the ridiculously 
hot dance-music producer 
Jacques Lu Cont of Les 
Rhythmes Digitales). She 
plays the Paradise Lounge 
every Monday this month | 
969 Comm Ave, Boston | 7 pm 
| free | 617.562.8814. 


BRITPOP 

Manchester’s DOVES were 
all about tone and texture 
when they hit these shores 


MUSIC + CLUBS | THE BOSTON PHOENIX 


back in 2000 with Lost Souls 
(Astralwerks), a melan- 
choly mix of New Ordered 
electrogrooves and the sort 
of swirling guitars that 
Britpop’s always had the 
best handle on. It was 
enough inspire bris- 


tling little space-pop re- 
vival the and that’s 
where Brooklyn’s LONG- 
WAVE come into the pic- 
ture. After their RCA de- 
but, There’s a Fire, they can 
hold down Doves’ opening 
slot as long as they want. 


Nine Inch 
Nails 


And Doves’ new Some Cities 
(Capitol) injects a little so- 
cial criticism into the mix, 
but not at the expense of 
epic soundscapes and sleek 
club beats. Both at Avalon, 
15 Lansdowne St, Boston | 7 
pm | $17 | 617.931.2000. 


GUILTY PLEASURES 


way 


MONDAY Sleazy French producers enlist 
pulchritudinous Euro and Brazilian sirens 
rehash new-wave chestnuts the likes 
XTC and the Cure, with one reality- 
show-like twist: the singers girls with 
names like Eloisia and Marina Celeste 
have never heard the songs before they 
record them. What could wrong? 
Everything, which what makes Nouvelle 
Vague such beaut: “Love Will Tear 
Apart” recast breezy bossa, “Guns 
Brighton” meowing cabaret chanson, 
“Melt with You” twinkling 
lullaby. Gimmicky? Oui. But also fetching. 
And touring! The girls are the Paradise, 
967 Ave, Boston 617.423. NEXT. 


HOT TIX 


BRUCE SPRINGSTEEN | October 20 at the DCU Center, Worcester | October 28 at the 
Banknorth Garden, Boston Tickets $55 and $85 sale Friday 
617.931.2000 | BLOODHOUND GANG | October 28 at Axis, Boston | $15 | on sale Friday 
| $27 | on sale Friday at noon | 617.931.2000 | NINE INCH NAILS + QUEENS OF THE 
STONE AGE + DEATH FROM ABOVE 1979 | November 8 at the TD Banknorth Garden, 
Boston | on sale Saturday at 10 am | 617.931.2000 | GALACTIC | November 10 at the 
Paradise, Boston | $20 | on sale Saturday at noon | 617.562.8800 | ANDREW BIRD + 
HEAD FEMUR November the Middle East, Cambridge $13 sale Tuesday 
at 10 am | 617.931.2000 | ROYCE THE 5-9 + DEVIN THE DUDE | Audible Mainframe + 
Slaine | November 3 at the Middle East, Cambridge | $20 | 617.931.2000. 


TUESDAY 


METAL 

Before Metallica became su- 
perstars and every band in 
California began following 
their lead, how Bay Area 
thrash sounded is how the 
MASS sound their new 
Perfect Picture of Widsom and 
Boldness (Crucial Blast, out to- 
day): corrosive, fast, choppy 
speed metal by guys who still 
haven't shaken off their 
punk-rock (lack of) chops. 
Now as then, it’s a form that 
can admit surprising twists 
and turns: the Oakland 
quartet’s neck-snapping 
tantrums can make way fora 
memorable chorus when 
necessary, meandering 
instrumental passage, ora 
prolonged free-jazz sax solo. 
They’re at O’Brien’s, 3 Har- 
vard Ave, Allston | 
617.782.6245. 


WEDNESDAY 


WORLD 

The dude who keeps popping 
acoustic samba ren- 
ditions David Bowie songs 
like “Life on Mars” and 
“Queen Bitch” in The Life 
Aquatic with Steve Zissou? Yes, 
that was SEU JORGE. And 
no, he doesn’t do Bowie cov- 
ers for a living. On his new 
Cru (Wrasse), Jorge covers 
Elvis’s “Don’t” (slow and 
mournful) and Serge Gains- 
bourg’s peppy suicide ballad 
“Chatterton” (with a touch 
of electronica), but the high- 
lights are the originals 
driving dance numbers and 
gorgeous ballads — born of 
his roots Rio’s favela 
slums. He’s at the Museum 
of Fine Arts, 465 Huntington 
Ave | Boston | 7:30 pm | $25 | 
617.369.3306. 


A jazz virtuoso at an early 
age, MIKE STERN was part 
of Miles Davis’s 1981 “come- 
back” band the night 
when the Master, or so leg- 
end has it, whispered his 
ear, “Play rock and roll!” 
Stern has been 
faceted monster ever since. 
brings his current band 
the Regattabar the 


Charles Hotel, 1 Bennett 
Street, Cambridge | Septem- 
ber 14-15 | 617.395.7757. 


INDIE 

Back when Merge was just a 
way for Superchunk re- 
lease their own albums, 
PORTASTATIC was 
way for frontman Mac Mc- 
Caughan to release four- 
track demos that didn’t fit 
the Superchunk format. And 
now that Merge has turned 
into a heavy-hitting indie la- 
bel with the Arcade Fire and 
M. Ward, Portastatic are 
starting to sound like a real 
band. Sorta like a bright- 
eyed Superchunk, actually, 
on their new Bright Ideas. 
They’re downstairs at the 
Middle East with MARY TI- 
MONY and TENEMENT 
HALLS | 480 Mass Ave, Cam- 
bridge | $10 | 617.864.EAST. 


GARAGE 

The MAKERS remain the 
Tiffany brand in Northwest- 
ern Sonics-style garage may- 
hem, though they’ve cycled 
through phases funk, prog 
rock, glam punk, and psyche- 
delia. They’re at “Black Out 
Bar” at Great Scott, 1222 
Comm Ave, Allston | 566.9014. 


WEIRD 

There oughta be a prize for 
the person who makes it 
through the entire night of 
DEERHOOF, WHY?, NUM- 
BERS, and LIMITED EX- 
PRESS the Middle East 
anyone who can survive 
crazy infantile Japanese-girl 
yelling, awful pseudo-hippie 
Canadian hip-hop, noisy ro- 
bots, and, uh, whatever Lim- 
ited Express deserves 
least a free T-shirt when the 
smoke clears at 472 Mass Ave, 
Cambridge | 617.864.EAST. 


THURSDAY 


BENEFIT 

With Bourbon Street reduced 
to a cruel memory, there’s a 
certain poetry donating 
proceeds from burlesque 
show to the New Orleans re- 
lief effort. Tonight the 
BOSTON BABYDOLLS, 
new striptease troupe, kick 
off monthly night Axis, 
13 Lansdowne St, Boston | 
617.262.2437. 
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For The Best NEW Music 


Look For The 


FNX Marks The Spot! 


Display Best Buy For Exclusive 
Discounts When You Show Your FNX Card! 
Flash Your Card For This Month’s Titles. 


Waltham 
Waltham 


Featuring the singles "Hopeless" and "Cheryl (Come and Take a Ride)" 
as heard on WFNX. lann Robinson of MTV says Waltham Rocks. 
"12 slices of three minute hook hedonism, fashioned after the 
likes of Van Halen and Cheap Trick" - Boston Metro 
"Five stars...this could go through the roof, this will go through 
the roof...this is one great ... great driving album" 

- Zero Magazine (UK) www.walthamtheband.com 


$13.99 


Orgy 
Trans Global Spectacle 


The wait is over! The first ever DVD from ORGY. “TRANS GLOBAL 
SPECTACLE” delivers 3 hours of behind the scenes antics, live per- 
formance clips, tour footage from all 3 albums & their entire music 
video collection all in one package 


$17.99 DVD 
Scream 


Ruiner 

Massachusetts’ own, A WILHELM SCREAM hit hard with 14 
unorthodox tracks of punk, melody, and metal. Alternative 
Press.com says "A Wilhelm Scream is better than your favorite 
band, unless your favorite band is Van Halen." 


$11.99 


CALLS AND WEBSITE RESTRICTED TO LEGAL AGE SMOKERS 


dare 
d 


SURGEON WARNING: Smoking 
Causes Lung Cancer, Heart Disease, 
Emphysema, And May Complicate Pregnancy. 


i) Rise Against... one of the hardest working bands in America 

q aie Their do it yourself attitude and grass roots approach has granted 
if ei them a vigorous and dedicated following. In stores now, "Siren 


Song of the Counter Culture" features the singles "Swing Life 
Away". & "Give It All" 


$9.99 
Motion City Soundtrack 
Memory 


DVD 


Commit This 

The highly charged second fulHength album, “Commit This To Memory” 
is a lurid audile blitz of rock, pop and punk. Most Anticipated Of 
2005 ... "There are anticipated albums, and there are really antici- 
pated albums, and above that there is the sophomore fulHength from 
Motion City Soundtrack." - Alternative Press 


$12.99 
Shinedown 


Live From The Inside 

Recorded live at the House Of Blues in North Myrtle Beach, SC. This 

DVD captures the final show of their last tour. Directed by Chris Sims, 
the DVD captures the intensity, spirit and magic of a Shinedown per- 

formance like never before! Includes behind the scenes footage. New 
CD coming on 10/4. 


$14.99 DVD 


Exclusive discounts these participating Best Buy stores. 
ss For a complete listing of stores, visit www. 


The official DVD from the band everyone loves hate! 
Over one hour music videos, tour and backstage footage 
from the "XX" and world tours. Includes unreleased videos! 


For killer selection and hard-to-find titles come Best Buy.™ 
Chances are we'll have it. 


GET YOURS 
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Mix monsters 


DOES THE RIAA WANT PUT SKIPPY WHITE AWAY? 


This past June, when RIAA investigators ac- 

companied police raid the NYC record 
shop Mondo Kim’s, the hip-hop mix-CD bust 
made national news. What’s been overlooked 
that similar bust went down two months earlier 
Boston. one small but legendary independ- 
ent chain, it’s become known as 


Black Thursday: April 2pm, With trial pending, White would- 
all three locations Skippy White’s speak for the record. But Massive 
(538 Mass Ave in Central Square, 1971 Cl RC U ITS sums up retailers’ sentiments: “They 
Columbus Ave Egelston Square, DAVID DAY RIAA] never after the people 


and a branch in Pawtucket) were 
Local treasure and shop 
namesake SKIPPY WHITE, who opened 
his first store in 1961 and has been an important 
figure Boston soul, gospel, R&B, and hip-hop 
for four decades, was arrested at home. Police 
contiscated rap mix CDs and the Cambridge lo- 
cation also removed the lone checkout computer 

September after the Phoenix went press, 
White and his lawyers were due back front 
the Massachusetts assistant district attorney. 
White being charged under state law that re- 
quires all CDs sold the Commonwealth dis- 
play the recording label and contact address 
the back rule that was quietly shepherded 
through number state legislatures the RI- 
AA. enforced uniformly, that law could have 
unintended consequences like the arrest any 
unsigned band Boston who fail put their ad- 
dress their demo CD. could even impact rock- 
ists who don’t know mixtapes from Mix 98.5. 

As almost everyone else realizes by now, mix 
CDs were for long time promotional vehicles for 
But they also became way for artists gen- 
erate street cred and build buzz. Even the 
RIAA helps police stamp out mixtape sales, its 
clients the labels sanction mixtapes 
crucial component the marketing plan for 
their artists. “The major labels love it,” says STATIK 
SELEKTAH, syndicated mix-show originally 
from Boston. “They want their songs the mix- 
tapes, it’s wack when they target people like 
Skippy.” way, adds, the RIAA’s interference 
self-defeating: just adds the outlaw glamor 
street mixes. “It’s like drugs. The more you bust 
it, the more gets known.” 

The RIAA may have got its point across, but 
it’s also scared the shit out the very people 
charged with selling its clients’ products. Jessie 
Massive is the manager of MASSIVE RECORDS, a 
year-old hip-hop and shop 1105 
Mass Ave Cambridge. “Major labels have never 
been about making music, it’s about making 
money,” says. He’s angry but not stupid: he’s 
gone far put masking tape over the word 
“mixtapes” the store’s outdoor signage, and 
says he’s given selling mix CDs altogether. 

“Mix CDs will never away,” says Adam 
Walder, founder the on-line store UNDER- 
GROUNDHIPHOP.COM and proprietor the newly 


opened UGHH retail shop 234 Huntington Ave 
Boston. “They are functional. does some work for 
the consumer: the filters new music for them.” 
Mix CDs are also more immediate. “There’s stuff 
the radio that people want hear and they can’t 
buy it,” Marc Siegel, who manages Skippy’s Pawtuck- 
et store, told the Village Voice back in June. 


who are making the mix CDs, they 
after the stores that are selling them. 
getting screwed for trying 
support [artists and] DJs.” 

COMING THEO PARRISH makes his Boston 
debut Sunday at An Tua Nua (see “SoundBites,” on 
page 3). . . Satellite Records’ RECYCLE WEDNESDAYS 
gets boost this week from the brilliant techno 
STEVE BARNES, who comes courtesy Cologne’s 
labels and will rock chunky, 
minimal disco beats produced live for your pleasure. 
may need revival, but LT] BUKEM’s flower- 
ing, deliberate dance sound never gets old. makes 
local appearance Tuesday Bill’s Bar. 


You can find David Day behind the decks Thursdays 
Middlesex Lounge and Fridays Enormous Room 
circuits@squar3.com. 


Too many DJs 


FOR THE WEEK 
OF SEPTEMBER 4 


COMPILED FROM 
NEWBURY COMICS 


WAYNE WAX, “COMPACT,” AND CHLOE BROTHER 


You'd expect an ethnomusicologist/Dj to 

draw a crowd cut along funny demographic 
lines, and Wayne Marshall does. On a Monday 
night at Enormous Room, you had crunchy bicycle 
hippies, ladies in fedoras, and 
— blame it on proximity to 
MIT — stunning-looking 
women dogging less-stun- 
ning men. Meanwhile 
shall, a/k/a Wayne and 
Wax, managed to be more 
fun and educational than an 
episode of Sesame Street. 
Wayne's wax for the 
evening: an abridged history 
of reggae's Mad Mad riddim, 
a single pattern running wild 
across decades and genres. Bobbing his head in 
Enorm's tiny booth, hovering over Abelton Live 
software, he mixed on his computer in real time. 
Starting with the riddim's Jamaican origins (Alton 
Ellis's 1967 “Mad Mad Mad"), he moved from ska 
horns into drum machines, Boogie Down Produc- 


tions’ “Remix for P Is Free” segueing into Black 
Star's “Definition.” In 75 minutes, Marshall's Mad 
Mad trip hit on 46 examples — and at that he bare- 
ly scratched the tip of the iceberg. 

On Tuesday, taking a cue 
from rock-band marathons, 
Honeypump’s Ben Sisto 
smashed 10 Djs into one 
night at Great Scott, cour- 
tesy of a vodka company 
whose summer saturation of 
the party scene is getting a 
bit surreal. “COMPACT” wasn't 
the slickest of set-ups, but 
the diversity was super-fun, 
with each Dj breaking off a 
half-hour of satisfaction. 
Men and women hit the decks: Julie Hammers got 
the still-sober crowd (to consider) dancing to the 
Raincoats and Sheila E; and several free drinks lat- 
er, scenesters buzzed to Joe P's set of Daft Punk 
and OutKast. Kevin Driscoll, who'd been at 
Wayne's thing for “nerdy reasons,” spun a crate of 


M.LT. REVELERS, September after 
leaving Dick’s Last 


1_ DANE COOK, RETALIATION )\ 
[Comedy Central] 
3_THE CLICK FIVE, GREETINGS FROM ‘a 
IMRIE HOUSE 
4_BRONSON ARROYO, 
COVERING THE BASES [Asylum] 
5_DROPKICK MURPHYS, 
WARRIOR'S CODE [Hellcat] 
6_DANE COOK, HARMFUL IF 
SWALLOWED [Comedy Central] 
7_A WILHELM SCREAM, RUINER [Nitro] 
8_WALTHAM [Rykodisc] 
3_JULIANA HATFIELD, MADE IN CHINA 
[Ve Olde Records] 
10_DOOMRIDERS, BLACK THUNDER | i 
[Deathwish, Inc.] 


reggaeton. And “Soul-le-lujah” bon vivant Nick 
Marcantonio, a former member of the Cignal, 
played one of his last ass-busting soul sets before 
he moves to San Francisco. 
Contrast that to Wednesday, when Paul Sevi- 
gny, brother of Chloé, got paid about five grand 
to Dj obvious indie songs — Strokes, Jam, Le Tigre 
— at the opening of the Club Monaco boutique in 
the Pru. Sevigny was rolling with his mates in the 
Suicide-y NYC band A.R.E. Weapons, and as people 
got drunker he snuck a little Dipset — “Hey Ma” 
and Juelz Santana's “There It Go (The Whistle Song)” 
— in between Pulp and Iggy. But getting men-in- 
suits-with-trophy-girlfriends to dance, despite 
abundant free drinks, was a losing battle. Sup- 
posedly “famous Boston socialites” were there. (I 
was like, uh, “Boston famous, right? As in, no one 
would really care?”) But | spent most of the time 
chatting with Weapons bros Brain and Matt Mc- 
Cauley — Matt was wearing Dipset's “What's Re- 
ally Good” shirt, so it was an easy in, and | guess 
they're skater boys from Brockton or something. 
Everyone else had shiny hair and looked vaguely 
“important,” probably in “marketing,” and chatted 
in closed-off circles like it was fucking high 
school. Oh, and Club Monaco — not an actual club! 
— wouldn't know What's Really Good if it was a 
$19 tank top with no boob coverage. © 


Elisabeth Donnelly elisabeth.donnelly@gmail.com 
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Heavy rotations 


Apollo new takes 


tiny (pop. 2000) 

Western Massachu- 

setts hill town 
Leverett bucolic en- 
clave marked rolling 
meadows, ancient lum- 
ber mills, humble farm- 
houses, and such Thorn- 
ton Burgess-esque street 
names Rattlesnake 
Cutter, Teawaddle Hill, 
and Rat Hollow. This pas- 
toral hamlet, which lies 
just north Amherst, 
boasts its modest Web 
page that it’s “the only 
town the United States 
that name!” 

But keeping with 
its post-hippie past 
back-to-the-land com- 
munes, Leverett is also 
home the first Bud- 
dhist Peace Pagoda the 
United States tran- 
quil symbol the 
town now, the decidedly less 
still, Berklee-bred avant-pop outfit Apollo 
Sunshine. The low-profile locale may seem 
self-sabotaging for band riding crest 
commercial and critical momentum, band 
opened for the Walkmen and Hot Hot 
Heat, pulled house-band duty for Last Call with 


APE SHIT 


SCHOLARSHIP Apollo Sunshine’s new joint project with their alma mater. 


jazz-rock instrumentals (the King 
Crimson-ish “The Hotter, the Wetter, the 
Better”) nuzzle Apples Stereo candy- 
coated party favors (“Eyes”) and pastoral 
country pop (“Phone Sex”). The faux road- 
house shitkicker “Magnolia” all sour-mash 
stomp, indie update “Sweet Virginia” 


Carson Daly, and read the mail- torn from the Stones’ play- 
bag Fox Morning News. Then book that saunters into the 
again, Apollo Sunshine rarely fuzz-and-scuzz jam-heavy 

‘ohen, who foun entire album was 
several years ago with fellow completed mere three 
music-school students Jesse weeks variety locales 
Gallagher and Jeremy Black. Philadelphia, Hoboken, 


“We don’t have much money, but were able 

get this big five-bedroom farmhouse, and 
can play our music, day night, loud 
want and nobody hears us.” 

Gallagher, Black, and their band return 
these parts this Friday headline CD-re- 
lease show downstairs the Middle East. 
Apollo Sunshine (spinArt/Heavy Rotation) fol- 
lows left-field Katonah (spinArt) 
and expanding the 
sharply skewed melodies, shape-shifting 
arrangements, and fierce precision. (Since 
their debut, the one-time trio have added 
second guitarist Sean Aylward the line- 
up.) The new album is all mutating sound- 
scapes topsy-turvy splendor, where sinewy 


Boston, and Leverett. After more than year 
spent the road playing some 300 shows, 
the band followed their own rule thumb. 
“Once get the point where sick 
the songs, that’s where like, okay, it’s 
time stop and write and record some new 
stuff,” Cohen says. “But live, play with 
the arrangements lot, and there’s definite- 
room express ourselves new ways. 
Tarely walk off stage feeling like didn’t 
add something song.” 

Expect see and hear something 
different when the band tour this time 
around. addition having Aylward, Apol- 
will some dates perform with two 
drummers. This Allman Brothers-esque ap- 


Ninja Girls, Monsters, and Drunk Monkeys," 
paintings JENNIFER SWANSON, opens this Thursday, 
September Paradise Lounge, 969 Comm Ave, 
Boston Reception 6-8 617.562.8814. 


them back Berklee 


proach took hold earlier this 
year, during seven-month club 
residency Amherst. “That has 
shaped more than any- 
thing else over the past year,” 
Cohen says. “One the goals for 
this new record was lay down 
grooves than had 
Katonah and make something 
truly danceable. Having two 
drummers stage will rein- 
force that element for us.” 

Apollo Sunshine being re- 
leased the NYC indie spinArt 
conjunction with Heavy Rota- 
tion, student-run Berklee label 
overseen Berklee teacher Jeff 
Dorenfeld, who once tour-man- 
aged Ozzy Osbourne and Sammy 
Hagar and now co-manages 
Apollo Sunshine. “We kind 
out money from spinArt 
and needed some extra help, 
and they were interested do- 
ing this project,” says Cohen. 
“It’s added whole new bag 
resources, which is cool. For them, the ad- 
vantage working this album that it’s 
CD, not imaginary thing. And for 


ERIC LEVIN/ELEVIN.NET 
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us, it’s like getting a scholarship. From our 
perspective, was like, ‘How can get this 
made so we can go on tour and get paid?’ ” 

“The label launching pad,” Dorenfeld 
says. “The idea behind the label was that stu- 
dents listen music and buy music this 
music school, why not give them shot 
finding music too? There are other stu- 
dent-run labels, but I don’t think anyone’s 
doing this scale. And it’s something 
that all the students believe in. Apollo 
very special band.” 

The label is set up, he continues, as a 
practicum course where the students pro- 
mote shows, organize street teams get the 
word out, and work marketing projects 
aimed at press, radio, and retail. Co-releasing 
Apollo Sunshine stemmed from a conversation 
had with spinArt founder Jeff Price. in- 
vited Jeff to come talk at the college —- we 
were doing panel independent record la- 
bels — and when he was here we talked about 
Apollo Sunshine, and said, ‘Why don’t 
co-release this record? really like get 
involved.’ That’s how started.” Heavy Rota- 
tion will receive return percentage based 
sales the album from spinArt. But the proj- 
ect not financially driven. 

“Apollo have done so much with us,” 
Dorenfeld says. “They’ve performed 
Berklee for the label four times over the 
last couple years. They like play, and 
they work well with the students. It’s 


APOLLO SUNSHINE + MAZARIN + SELF RIGHT- 
EOUS BROTHERS Middle East downstairs, 480 
Mass Ave, Cambridge Sept 617.864.EAST 


Notes SARAH TOMLINSON 


The lads formerly known as OFFICER MAY have 

gotten a fresh dose of inspiration since rechris- 
tening themselves DIRTY HOLIDAY this spring. The 
line-up hasn't changed, but the sound has: though 
they're not the psychedelic Christian rap group their My- 
Space page promises, they are gentler and more melod- 
ic. “At this point, we're like a whole new band,” says 
drummer Jared Croteau. “It's more rooty, | guess, but it's 
not like [we're] a folk band or anything.” Fifteen new 
songs are in the can, recorded in two sessions this sum- 
mer at the Small Church with KEVIN MICKA, who also 
recorded Officer May's seething guitar fest Smoking in 
A Minor (Ace Fu). Two tracks are up at www.myspace/ 
officermay . . . It will be a homecoming of sorts for the 
latest buzz-building Pitchfork-hyped phenomenon 
CLAP YOUR HANDS SAY YEAH when they bring their 
quirkily angular, Talking Headsy pop to an already sold- 
out TT. the Bear's Place this Wednesday. Although 
they're invariably described as a Brooklyn band, four of 
the five band members hail from the Boston area... 
DYLAN BLACK, formerly a bartender at the B-Side 
Lounge and Enormous Room, has purchased the Green 
Street Grill, along with several partners, including Kim- 


chee Records’ ANDY HONG. Black expects to close 
briefly this fall for minor renovations before reopening 
as Green Street in November. He plans occasional music 
shows, plus an updated cocktail list and menu... AL 
BARR isn't giving away any of the surprises the BRUIS- 
ERS have planned for their reunion show Wednesday at 
the Roxy, but he promises songs fram throughout their 
entire run. “[| was] feeling a little nostalgic,” he writes 
from Europe, where he's on tour with his other band, 
DROPKICK MURPHYS. “That band made up 10 years of 
my life, and I'm hoping to finally shut people up about 
us doing a reunion.” . . . Indie-pop faves TIGER SAW cel- 
ebrate the release of their new Sing! (Kimchee) Tuesday 
at the Middle East. Expect a (gentle) cacophony of voic- 
es: the band tapped an abundance of friends to help out 
on the album's pretty choral harmonies . .. And born- 
for-the-radio rock strutters WALTHAM just landed 
some global airtime: “Cheryl (Come and Take a Ride).” 
the lead track from their Ryko debut, Waltharn, can be 
heard all month on promos for the CBS reality show The 
Amazing Race. 


Sarah Tomlinson stomlins@mindspring.com 
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Redemption son 


you get older, you 


Black Rebel Motorcycle Club renew their faith rock and 


MAC RANDALL 


careful, pop pigeonholers. band 
who first seem easy peg can 
turn out slippery fish. That’s 
one lesson to be learned from Black 
Rebel Motorcycle Club. When 
B.R.M.C. (Virgin) appeared in 2001, the San 
Francisco-based trio were quickly lumped in 
with a number of other guitar-driven bands — 
the Strokes and the White Stripes, to name 
two — spearheading a “return to rock” move- 
ment. On the surface, it made sense. The band 
took their name from Marlon Brando’s iconic 
motorcycle gang in The Wild One, dressed in 
black, and wrote gritty anthems like “Whatev- 
er Happened to My Rock ’n’ Roll.” But on closer 
listen, B.R.M.C. and 2003's like-minded Take 
Thern On, on Your Own (Virgin) reveal Black 
Rebel’s rock-and-roll ideal to be quite different 
from that of the Strokes and the Stripes. Here 
was a band whose mix of punk attitude, goth 
locks, and riffs as drony as they were dirty was 
rooted the Brit post-punk Love and 
Rockets and the Jesus and Mary Chain. 

That was act one for BRMC. Their new 
Howl (RCA), which they’re supporting with 
tour hit the Paradise September 27, 
shelves fuzzboxes favor acoustic gui- 
tars, piano, harmonica, and even a trom- 
bone two. The melodies and chords are 
steeped in folk, blues, and gospel, the lyrics 
sense fatalism with religious over- 
tones. It may be rock, but it feels older and 
more lived-in than that. 

Black Rebel guitarist Peter Hayes ad- 
mits that Howl was born out frustration 
with the way the band had been per- 
ceived. “With us, the songwriting wasn’t 
talked about that much,” he says over the 
phone from BRMC’s current home base 
LA. “And sound only goes far you 
ain’t got song back up. were try- 
ing prove ourselves that didn’t 
have rely the fashion statement 
the band, because fashionability comes 
and goes.” adds with chuckle, “It 
came and went, actually.” 

Yet according Hayes, this kind al- 
bum had been the works ever since the 
band formed. lot these songs were 
written for our first album. One of them, 
‘Shuffle Your Feet,’ was from before 
were band even. didn’t want put 
them out B-sides because they were 
stronger than that, but we didn’t have 
enough songs like them make album, 
just held them. They show 
side the band that’s been big element 
right from the beginning.” 

Once the initial shock wears off, connec- 
tions between Howl and the earlier releases 
emerge. Hayes and bassist Robert Levon 
Been still sing the same rough, reedy, al- 
most-but-not-quite-identical voices. The 
stomping, infectious guitar riff “Ain’t 


ROUGH AND REEDY BRMC's new (RCA) shelves fuzzboxes favor guitars, 


piano, harmonica, and even trombone two. 


Easy Way” bluesier than anything they’ve 
recorded before, but only just bit. And 
with minor changes instrumentation, 
“Still Suspicion Holds You Tight” and 
“Weight the World” could’ve fit either 
the first two Black Rebel albums. “It’s all 
coming from the same spirit,” Hayes 
agrees. “The change not big deal 
can made out be. It’s not like didn’t 
have acoustic guitars the other records.” 
The actual recording of the album, 
however, was tumultuous. Burnt out 
from touring and the music-biz promo 
circus, the band parted ways with Virgin 
last year, and they were inching ever clos- 
break-up 2004 went on. “We 
stopped talking each other and let 
things build up,” Hayes says. “We needed 
a fuckin’ break, basically.” An August Eu- 
ropean festival tour climaxed with the 
angry departure mercurial British 
drummer Nick Jago. Reconvening LA, 
Hayes and Been decided press with 
what they dubbed “The Americana LP,” 


paying the studio costs out their own 
pockets. They took the drums 
and handled most the other instru- 
ments well, with occasional help from 
brothers Ryan and Paul Cobb the 
Philadelphia band Mad Action. 

Even though most the new material 
had been around for while, seemed 
fit BRMC’s uncertain future, the road- 
house blues opener, “Shuffle Your Feet,” 
Hayes sings, “Who knows see you 
again” “Open Invitation,” the hymnlike 
hidden closing track, has the may 
never here again.” Hayes concedes that 
“the lyrical content serious. The way 
look is, yes, may never here 
again, so let’s do the best we can to make a 
positive change right now.” 

The message several Howl songs seems 
that faith the key making positive 
change: “Devil’s Waitin’,” “Restless Sinner,” 
“Gospel Song.” will stay with Jesus 
can’t another mile,” Been sings 
“Gospel Song.” Sin, salvation, and Biblical 


aren’t new terrain for BRMC 
“Salvation” the last song B.R.M.C. But 
there bigger concern with religion here, 
both the gospel stylings several songs 
Minnesota and went church every Sun- 
day,” Hayes says. “And every Wednesday. 
And Mondays, too, That was a real strong 
influence me. You’d pray that the crops 
would get rain for the snow away. 
you get older, you feel your soul’s 
stake. And like believe there such 
Maybe it’s just dream, but that’s 
okay with me. Anyway, we’re not Jesus 
freaks, and not trying preach.” 

Toward the end the sessions, 
Nick Jago returned. “He’d been England, 
his ‘vision quest,’ says,” Hayes re- 
counts with laugh. think involved 
looking the bottom bottle two. Fi- 
nally figured out he’d rather this 
band than somewhere else, and we’d rather 
have him this band.” 

Jago plays one the last songs record- 
for the album, “Promise,” which also 
one Howl’s biggest stylistic departures. 
Taken slow, stately tempo, with Been 
and Hayes wheezily employing their high- 
school trombone training over piano line 
straight out Southern Baptist church, 
sounds uncannily like the Band. “The re- 
semblance spooky,” Hayes admits. “It’s 
bizarrely grown-up-sounding but playful 
the same time. That’s one Robert’s. He’s 
loved the Band for long time.” Recent pho- 
tos confirm Hayes’s explanation: sporting 
beard, Been now dead ringer for the late 
Band keyboardist/singer Richard Manuel. 

Another change BRMC fans will notice 
that the first two albums Been called 
himself Robert That was at- 
tempt play down his being the son 
Michael Been, the singer-guitarist who led 
the ’80s band the Call. Early on, Michael 
had helped BRMC, particularly the pro- 
duction side, but his son didn’t want to 
publicize the relationship. appears that’s 
longer concern. 

One does have wonder how tour 
BRMC will manage integrate songs from 
the first two albums into set meant 
support the new disc. “The new songs really 
blend well with the old ones,” Hayes’s an- 
“The idea with this record was not 
take out the road with choir anda 
hired mandolin player. wanted 
all ourselves the way always done it. 
may playing acoustic guitar live, 
still have four amplifiers, and turn them 


BLACK REBEL MOTORCYCLE CLUB 
MARK GARDNER Paradise Rock Club, 


Comm Ave, Boston Sept 617.228.6000. 
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EAT CHEAP EVERY DAY FROM 5-8 


MENU ITEMS ONLY $4.95! KITCHEN SERVES UNTIL 1AM. 


ART OPENING RECEPTION MASH 

JENNIFER SWANSON PARTY HITS AND WILD BLENDS 

WERS, WEEKLY DIG RED STRIPE PRESENT STARBUCKS/NEMO SONGWRITING 
REGGAE PARADISE COMPETITION FINALS 

HOTEL CAFE EVENING WITH JORANE 

FEATURING CARY BROTHERS THEN 9PM: 


MCRAE, AND MORE 


FEATURING CARY BROTHERS 
MCRAE, AND MORE 


CELSO FONSECA 


WEEKLY DIG AND RED STRIPE PRESENT 
REGGAE PARADISE 


THE SHILLS 


Funny business 


The Boston Comedy Festival comes age 


_BY TED 


To hell with NYC and LA —at least for a 
week. Boston is often perceived as a lit- 
. tle brother to those media-saturated cities. 
But from now through September 17, the 
Hub where the heart contemporary 
American comedy will be beating. 

The sixth annual Boston Internation- 
Comedy Movie Festival has cor- 
ralled more than 100 comics, from ris- 
ing locals national heavyweights, 
along with clutch movies. The 
highlights (for the whole story, visit 
www. bostoncomedyfestival.com) in- 
clude social satirist Lewis Black the 
Cutler Majestic Theatre this Friday and 
Saturday, short films the Coolidge 
Corner Theatre on the 1sth, the free- 
wheeling humor Charlestown’s 


Walsh Brothers the 16th, the pot-ty 
humor “Marijuana-Logues” the 
17th, and week-long stand-up contest 
with $10,000 prize. 

Struggling locals were part the in- 
spiration for the festival. Lanky Boston- 
based improv/stand-up guy Jim McCue, 
one of the founders, explains, “About 
nine years ago, tried getting folks from 
the Montreal Comedy Festival to come 
They wouldn’t, went during 
the Montreal festival and produced ‘The 
Boston Tea Party,’ where I got Tony V and 
other comedians from here perform. 
Unfortunately, 
instead inviting their festival, the 
Montreal producers got mad Sol 
went ahead and did here. Now get 
talent bookers and agents from LA and 
NYC coming to Boston every year, and co- 
medians from all around the country. It 


HOT Walsh Brothers are highlight week 
that also includes appearances Lewis Black. 


grew from fairly straight-ahead stand-up 
and improv having gay comedy and all 
sorts ethnicities included. few years 
ago, Dane Cook called me saying, ‘I havea 
funny movie I'd like to show,’ so we added 
films, too.” McCue isn’t exactly house- 
hold name, but has opened for major 
comedians including Black, played are- 
nas, worked in TV, and toured entertain- 
ing troops abroad. 

For local artists like Chris and David 
Walsh, the Boston Comedy Festival offers 
chance break out the city’s comedy cir- 
cle. staging their own irreverent per- 
formances Cambridge’s Improv Asylum, 
which midnight next Friday for 
the festival, they’ve built reputation for 
free-ranging humor that’s rooted their 
brotherly rapport and 
encompasses scripted 
plot lines, skits, im- 
provisation, 
audience participation, 
jokes, and music. 
“What’s been great 
about working the 
Improv Asylum for the 
last months so,” 
says David, “is that 
assembled our 
own little crew who are 
the shows and 
been able try out 
new things and hone 
our writing. some- 
body else hires you 
do a show ata club, 
they’re counting the 
laughs per minute.” 

had the 
freedom bomb, 
which what you 
need learn how not 
to bomb,” Chris adds. 

“Another thing 
learned that 
the other major festi- 
vals, like Montreal and Aspen, are intensely 
political,” David goes on. seen guys 
from Boston who are hilarious try get in- 
those festivals and completely passed 
over for people who aren’t even funny.” 

But the Walshes now have leg up. Their 
reputation two Boston’s hottest comics 
has attracted LA-based management 
company that’ll have representatives the 
Asylum coach them how tweak their 
act for the Aspen festival’s admissions com- 
mittee. “We really want this for liv- 
ing, but our comedy over the Elks 
Lodge Athol,” David acknowledges. “So 
welcome the help in getting our Improv Asy- 
lum show ready take other places like 
Boston where people will 


BOSTON INTERNATIONAL COMEDY 
MOVIE FESTIVAL Sept 9-17 617.782.8100 


CHAPTER VERSE 


7PM 18+ MIKE RIV 
JULIET 
10PM: THE CHAINLETTER 
MOUSETRAP 8PM 18+ NEARLY DEPARTED, 8MM FUZZ 


WITH DJ MINT CHIP AND DJ TANNER WITH GUEST DJ PAUL DRISCOLL OF WFNX 
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THE ARTS AND ENTERTAINMENT AUTHORITY 3 : 


ALL NEW REMIXED MATERIAL FROM THE MULTI-PLATINUM, 
AWARD WINNING SUPERSTAR! 


Sarah McLachlan 


Remix Album 


HER GREATEST HITS REMIXED HOTTEST 
THIEVERY CORPORATION JUNKIE 
TALVIN SINGH SLY ROBBIE TOM MIDDLETON 

will.i.am Black Eyed Peas AND MORE! 
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www.sarahmciachian.com / www.arista.com 
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LOWELL SUMMER MUSIC SERIES 


BOARDING HOUSE PARK 
FRENCH JOHN STREET, DOWNTOWN LOWELL 


FRI, 9/9 RICHIE HAVENS TRIO $10 


SAT, 9/10 26'" ANNUAL BANJO FIDDLE CONTESTS 
BLUEGRASS OLDTIME MOUNTAIN ETHNIC MORE 
FREE NOON 6PM 


RAIN LOCATION: LHS AUDITORIUM across from the Park 


GOOD PEOPLE 


EVERY TIME DIE’s PHENOMENON’ 


THE 
(METAL STORES NOW 


APPEARING LIVE 


Good Thru 9/14/05 


slump? 


Sophomore 


Kanye class-y return 
the top the charts 


_BY FRANKLIN SOULTS 


everyone knows, whether 
good bad, one loves you like 

your mama. maybe it’s surprise 
that Kanye West’s mother has offered the 
ultimate defense her son’s hugely am- 
bitious August release Late Registration 
(Roc-A-Fella). Quoted in a Time cover sto- 
this recently retired chair the Eng- 
lish Department Chicago State Univer- 
sity compared her notoriously egotistical 
son the ur-egoist American art: “It’s 
like Walt Whitman said, contradict 
myself? Very well then, contradict my- 

West’s multitudinous contradictions 
were first laid out early 2004 The Col- 
lege Dropout, which ended 2004’s 
biggest critical success and its most sur- 
prising commercial hit, 
selling nearly three million 
copies the US. Released 
thug-hugging 
personal imprint Roc-A-Fel- 
la, the disc opened with a 
sing-song defense drug 
kids” (“We wasn’t supposed 
make past 25/The joke’s 
you, still alive”) and 


the higher education that 
West had failed achieve. 
Yet through the party- 
ing, the 27-year-old pro- 
ducer and rapper also 
painted rich and poignant 
portrait young African-American 
life popular music has created. His 
songs touched funk, gospel, blues, 
“Slow Jamz,” and broad sample hip- 
hop past and present, worthy accom- 
paniment raps that honored the black 
struggle for success search for re- 
demption. On the one hand, this 
achievement revived the art sampling 
commercial rap (it had come rely 
largely simple keyboard riffs avoid 
the hassle licensing); the other, 
proved that new rappers don’t have 
gangbangers reach the top. fact, 
several points West went far 
question the rampant materialism that 
fuels hip-hop culture, not excluding his 
own burning drive live larger than 
life. (“I got problem with spending be- 
fore get it/We all self-conscious, I’m 
just the first to admit it.”) If the disc’s 
audacity hinted Kanye’s supersized 
ego ego that he’s vented numer- 


KANYE’S 
ONE- 
LINERS 
ARE 


flashed plenty bling, copies its first week out, 
blunts, and breasts from amount topped this year only 
there while also taking BO RS C HT by 50 Cent’s The Massacre. 
every opportunity mock you can step back far 
COMIC’S 


ous public displays pouting since The 
College Dropout’s release its moral core 
expressed the same self-mocking equivo- 
cation that bedevils average mortals. 

Which why everyone also knows 
least everyone who cares about American 
art living force Kanye West’s follow- 
has been the most anticipated album 
the year. Time was inspired his 
achievements that put the question 
“race and class” the headline its cover 
story and included double-fold flow chart 
hip-hop history, with West’s photo 
the corner looming larger than any other 
The New Yorker tried limit the 
hype, running two-page review that char- 
acterized his music odd.” 
And yet even this piece, Sasha Frere- 
Jones, called Late Registration 
“thrilling” (as well as “frus- 
trating”) and admitted was 
full “terrific music,” con- 
clusion that over the past 
week has been echoed re- 
views published from Atlanta 
Australia. week’s end 
the Washington Post was project- 
ing that Late Registration might 
sell many 800,000 


enough, they make fitting 
pair. matter how many sov- 
ereign nations the invades, 
our military will never match 
the global conquests made 
our popular culture, and 
this moment that culture’s most awesome 
fighting machine, metaphorically lethal 
and technologically sleek B-1 bomber, 
the kind hip-hop made Kanye West 
and 50 Cent. At one level, the two perform- 
ers operate opposite ends commercial 
Tap’s spectrum, with 50’s thug persona in- 
habiting area bigger than 38-caliber 
shell casing and Kanye West swallowing 
50’s posture along with the rest African- 
American popular culture. And yet has 
dominated the radio and clubs with simple, 
smooth, half-mumbled raps and ornate, 
haunting, instantly catchy electro-funk, 
combo that’s close cousin West’s sim- 
ple, mid-tempo, nasal flow and 
soulful, instantly catchy samples. What 
they both prove that commercial hip-hop 
longer primarily about masterful 
thyming and powerful flow (if ever was) 
but about persona and production. 

The shortcomings West’s rapping are 
more noticeable Late Registration than 
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STREET LIFE raps have honored the black struggle for success search for redemption. 


they were The College probably 
because the disc strains the persona that 
was arresting his debut. before, 
his style characterized conversation- 
al, slightly pleading one-liners whose de- 
livery dry aging Borscht Belt co- 
one point the album’s first 
single, sarcastically informs 
Digger” about her competition, “They 
gonna keep callin’ and tryin’, but you stay 
bright girl/And when you get on” and 
here the music drops out leave your 
ass for white girl.” 

Funny? Yes. But gold diggers are the 
hip-hop equivalent “take wife, 
please.” Before, Kanye was able connect 
his own rise the struggles his peers, 
and extension African-Americans 
general. But that’s connection that can 
work only once. indicated its 
“groan-inducing title” (Entertainment 
Weekly), Late Registration follows hip-hop 
fashion offering thematic sequel that 
mostly goes nowhere. Instead, the main 
moral quandary for Kanye this point 
“why everything that’s supposed 
bad make feel good?” It’s genuine 
issue our hedonistic culture, but not 
half compelling (or, you prefer, 
“diverting”) the struggle for recognition 
and respect that has many powerful 
overtones. Kanye may 
the son college professor (and 
black single mom), but in mainstream 
hip-hop, that makes him double outsider, 
like the Fugees and Eminem, the last 
great rap acts approximate his position 
and achievement. 

instead, Late Registration maintains its 
command upping the ante the other 
avenue that West’s outsider status allows 


him exploit his production. If“Gold 
Digger” works tired theme, it’s revital- 
ized the loop Ray Charles’s 
Woman,” whose captivating groove proves 
how narrow most other rappers’ sonic 
choices are. Like most songs here, 
Digger” was co-produced Jon Brion, 
orchestral-pop maestro who has helped 
everyone from Fiona Apple the producers 
Magnolia realize their melancholy 
visions with plangent strings and horns. 

The partnership unparalleled 
hip-hop history, and proved daring 
that West even withdrew four tracks 
when some fans complained that the al- 
bum was sounding too white. Some crit- 
ics have rued that change, but it’s symp- 
tomatic the creative tension that fuels 
West’s career, forcing him address his 
base with daring numbers like “Crack 
Music,” which not just exposé 
the drug trade but complex celebration 
hip-hop’s ghetto payback: “Now the 
former slaves trade hooks for Grammys/ 
Now this dark diction has become Ameri- 
ca’s addiction.” all comes home the 
loaded single “Diamonds from Sierra 
Bassey’s James Bond theme “Diamonds 
Are Forever,” the number was gripping 
enough when was simply track about 
the problems egotism, but then, after 
learning about the bloody diamond wars 
Africa, Kanye remixed with lines 
like “Over here it’s the drug trade; die 
from drugs/Over there, they die from 
what buy from drugs.” 

going give his chain back? 
the day the same day give 
the game back.” other words, Mama 
said knock you out. 


Sara gazarek 
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8:00 Show $15 
10:00 Show $15 
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Con Cas shouldn’t one them. 


Getting cable and high-speed Internet easy! Use your cell 
text the word “Comcast” 22122 and Comcast 
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you need. fees apply. 


WATER MUSIC Veirs’s manicured pop takes world beyond love and angst. 


Between the lines 


comcast.com 


Restrictions apply. Please call 1-800-COMCAST for restrictions and complete details about service, 
prices and equipment. A28P-082905-A1V1-NE 
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DISORIENTATION SHOW 


The unorthodox beauty Laura Veirs 


_BY MIKAEL WOOD 


Laura Veirs has nothing against love 

songs; she just digs other kinds 
well. feel like there’s infinite number 
things write about other than the 
standard fare,” the Seattle-based singer- 
says over the phone two weeks 
before beginning tour with indie-folk 
balladeer Sufjan Stevens that will bring 
her the Somerville Theatre for sold- 
out show this Thursday, September 
“And want get into something else. 
Also, I feel my work often comes from a 
dream world it’s not very analytical 
intellectual literary It’s 
just that it’s coming from this 
bizarre place. love that.” 

sense does pervade Veirs’s 
fifth album, Year of Meteors (Nonesuch). 
Recorded with producer Tucker Martine 
and Veirs’s band, the Tortured Souls, it’s 
lush tapestry manicured folk pop 
thoughtful meditations nature and space 
and, relationship two. “There’s 
more the new album than I’ve ever 
written,” Veirs admits the album’s odes 
romance, mean, don’t think they’re 
that typical but they are love songs.” 

her writing, Veirs pairs the precision 


takes the lyrical cue and surrounds her dry- 
yet-supple voice with layers treated per- 
cussion and eerie keyboard trills. Togeth- 
they get close the tranquil, watery 
experience sound likely can. 

“They’re not pointless,” Veirs says 
the inspirations she pulls from the natural 
feel they have place per- 
sonal experience. Like, ‘Lake Swimming’ 
the second verse that song. It’s 
just this dream world about swimming 
a lake, but everyone swims in a lake. 
Everyone knows what that’s like.” 

Colorado native, Veirs moved Seat- 
tle after graduating from college Min- 
nesota 1997. She knew the West Coast 
was her destination, and most likely San 
Francisco, but after visit with her brother 
Seattle she decided stay, seduced 
the landscape and the DIY musical spir- 
that flourished nearby Olympia. lot 
things have changed writing over 
the years,” she says, shrugging off her 1999 
Laura Veirs debut hasty live recording. 
“The main thing existing the North- 
west and being around other songwriters 
here and seeing their approach just sort 
taking the Northwest energy and the 


Soturday, September City Hall Plaza her singing and guitar playing witha way that people play. People like Built 
looser instrumental vibe. She attributes have been very influential.” 
rt that in part to Martine, a member of the You can hear that on Year of Meteors: Built 
Seattle jazz-funk outfit Mylab Spill frontman Doug Martsch shares 
Bill Frisell. The renowned jazz guitarist places the new album she 
appeared Troubled the Fire, Veirs’s her inner guitar goddess. “Why 
album Bella Union; aren’t people expanding what writing 
her Nonesuch senior David Bither, she asks about her songwriting peers. 
year after British release Bella angsty life? Why can’t think about 
one the First 100 Peop Union, the label run Cocteau Twins more creative ways describing the infinite 


Bring this the Steaz/FNX Booth for 
Free Steaz T-Shirt! 


Robin Guthrie and Simon Raymonde. 
“Lake Swimming,” from Meteors, Veirs 
describes flowery, colorful language 
exactly what the title implies; Martine 


LAURA VEIRS SUFJAN STEVENS 
Somerville Theatre Sept Sold out 


- 
FIE 
if 
_BY 
Tea Soda Tastes Bett 
cont 
amo 
i OM 
the 
Bar, 
steaz.com 
& 


FIENDISH Kevin Barnes (right) veers between the plainspoken and the surreal. 


Fast-forward 


Montreal trip into the future 


SIMON VOZICK-LEVINSON 


Shortly after forming 1997, 

Montreal staked out position the 
fringes the Elephant psych-pop camp. 
They were the scene’s merry fools, push- 
ing their retro routine toward twee vaude- 
ville shtick. In 2004, the last of several 
line-up shuffles left chief jester Kevin 
Barnes write and record Satanic Panic 
the Attic (Polyvinyl) mostly himself. The 
disc was hyped great reinvention, but 
Barnes’s remained pretty much the 
same. the full-on synth-and-glitter 
wonderland OM’s seventh full-length 
again all-but-solo effort Barnes 
came surprise. Behind the curtain 
cheery wordplay and character sketches 
The Sunlandic Twins, a jittery, glammed-out 
dance-floor fiend had emerged. 

Barnes chalks his sudden case 
Saturday-night fever boredom, “I’ve 
done the thing much that I’ve 
burned out on it,” he tells me over the 
phone from his home Athens couple 
days before setting out tour that’ll 
reach the Middle East this Sunday. “Fora 
while, wanted make records that sound- 
ed like they were made in 1967. I wanted 
this to sound like it was made in 2015.” 

It’s disco future. thought would 
fun could write song that, when 
came on, people would start dancing and 
crazy.” And least half The Sunlandic 
Twins’ tracks make that grade par- 
ticular “Wraith Pinned the Mist and 
Other Games,” “So Begins Our Alabee,” 
and “Oslo the Summertime.” But Barnes 
contends there are personal messages 
among the drum-machine clatter. Previous 
albums featured quirky personae, like 
the fictional small-town residents (“The 
Autobiographical Grandpa,” “Fun Loving 
Nun”) who peopled 1999’s The Gay Parade 
(Bar/None). was sort guarded,” says 
those songs. was impacted some 


negative reviews read the band 
thought, writing these songs that 
aren’t about me, then offended 
people don’t like it. But then realized 
that was just defense mechanism. was 
feeling like wanted reach out more and 
share more with people.” 

The Sunlandic Twins peppered with 
dear-diary lyrics. “You freed from the 
past/You fucked the suburbs out me,” 
crows “The Party’s Crashing 
Now.” Barnes got married in 2003, and an 
unswerving belief the healing power 
love runs through the album. closes 
with some the least complicated lines 
he’s written: “Don’t feel sad, ’cause it’s 
violent world/But there’s still 
take care you you take care me.” 

Yet the album also includes “Forecast 
Fascist Future,” patchwork squealing 
guitar lines and surreal imagery. The lean- 
est rocker the album, it’s almost inde- 
cipherable. When ask about that title, 
though, begins chattering about 
Orwell-in-the-sky-with-diamonds back 
story where hero “taking his lover 
from the Earth and escaping with her, but 
their future’s really uncertain. All they 
know has better than what they 
were forced live with before.” 

the music side, effects risky 
escape from Elephant retro fetishism. Did 
have some overarching plot arc mind 
pieced together the synthetic beats? 
funny, because brother when 
was finished with the record, sat out- 
side and were talking about it. creat- 
concept about it. head existed 
for about five minutes. But then somehow 
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EARTBREAK 


Septmeber 10 “15 7:30 pm 


ULTIMATE 
PINK FLOYD TRIBUTE 


Monday, Septmeber 26 * *17.50 Adv. * *25 Reserved 


KINGS LEON 


Tuesday, Septmeber 27 ‘22.50 Adv. ‘35 Reserved 


Dar Williams 


Thursday, Septmeber 29 « ‘20 


GANG FOUR 


Saturday, October 1 ‘17.50 


THE 


Tuesday, October 18 + ‘25 * ‘35 Reserved 
BLACKEST OF THE BLACK 


Culture club clash 


The infectious Bambara périphique Amadou Mariam 


DAMON 


Joe’s Pub New York City, the 


Jonathan Richman taught 
“Roadrunner.”) The symbolism the an- 


Malian duo Amadou Mariam stand ecdote clear: the périphique cuts DANZI WITH DOYLE 
largely still, and unusually close. Which through many the poorer, immigrant, 

seems natural: they are married, after all, M AK and African neighborhoods of Greater ASTER  Ticketmaster.com * 617.931.2000 

| and they’re both blind. At times Mariam, Paris; and Chao — the French child of 

who sings without instrument, rests Spanish artists has himself always 


hand gently Amadou’s shoulder. stood liminal ground. His first band, 
Amadou, who has his hands full with Mano Negra, blended punk rock, Gypsy 
electric guitar, leans even closer toward music, French chanson, and a half-dozen e np a3 e 1 iX 
Mariam, brushing against her. other influences into idiosyncratic 

Around this still and tender tableau, that defines “worldbeat.” Despite the 
the world swirling; fact, much success that band (and his subsequent 


dancing. Amadou Mariam’s new Di- solo career) his native France, Chao 
manche Bamako has gone gold France has chosen live Basque country. 

the back the hit track “La réalité.” the For all his outsider status and persona 

beginning August, the album was re- (or because them), Chao knows how 

leased the Nonesuch. “La réalité” quicken French pulse, and thanks his 

the type song that might greeted input, Dimanche Bamako Europe 
shrieks high-school parties, perhaps crossover hit that has drawn comparisons 

Riviera discothéques. It’s like a disco-era to Ry Cooder’s Buena Vista Social Club. Like 


standard: simple but propulsive intro ARE Cooder, makes artists sound both more 
beat kicked into higher orbit with the less exotic than they are. More, 
unexpected entrance of a police siren, and 


the way anchors every song Di- 
the time you hear the sweetly gentle manche Bamako snaky West 


voices Amadou and Mariam, people are African guitar lines. Less, the clever, 
already making silly dancing faces and computer-driven mix that demands your 
spilling their drinks. The lyrics bewail the constant attention through a very First TH rE #H OsSTO h & 
sadness life while urging dance: World phenomenon: overstimulation. 
“While some are being born others are dy- Pub last month, heard few 
ing/And while some are laughing others indie grumbles about the authenticity 
are crying/Ups and life this Dimanche Bamako vis-a-vis Amadou 
dance together.” What more could you ROADRUNNERS Producer produced Chao. The backing 
ask for from hit? Manu Chao first heard band didn’t help, unfortunately dressed 
That melancholic sentiment, and the Amadou music and grimacing collection French mu- 
luesy electric-guitar riff that animates it, on Paris’s Route 128. sicians who threatened to drain Amadou 
are pure Amadou Mariam. But the Mariam’s considerable charisma and 


siren, the tempo somewhere be- 
tween punk rock and disco, and 
the sais quoi fairy dust that 
turned this West African 
song into French gold come 
courtesy Manu Chao, the 


charm. Not so with the album: it’s as 
infectious as advertised. As for its au- 
musical background than the tradi- pli 
tional sounds of Mali. When I ask , 
u Amadou about that, he lists 


skinny, frenetic French/ what and Mariam heard 
and who wrote music, French songs, 


co-wrote few 


“Pink Floyd,” interjects POOL TABLES 


its tracks. 

Chao says Age, Mariam. “Led Zeppelin. 
first heard Bad Company.” 
Amadou Mari- “Jimi Hendrix, Eric 
while driving the Amadou. 
périphique, ring “Beatles,” says Mariam. 
road around Paris Here Amadou starts 
that divides the singing, “Don’t Let 
city from its sub- Down.” EX: fetish, rubber/latex, vinyl, goth = 
urbs. (The pé- Yet when asked to glam, leather, cyber_industrial, kink > 
riphique name the type music uniform, school girl, drag, ultra_formal 
Paris’s Route they play, they both an- NO: BLUE JEANS, SNEAKERS, 
128 maybe swer without hesitation: ALL BLACK STREET WEAR. 
ring roads just Bambara. “After our own Machine Nightclub 
make for fashion,” adds Amadou, 1254 Boylston Boston 
good radio not without pride. Call 


listening, 617.536.1950 


Bambara périphique. 


it | 
} 
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GEFFEN | As if singing in Icelandic 
didn’t make things challenging 
enough, Sigur Rés — the hottest 
thing to come out of Reykjavik 
since, ah, Bjork — had to go off 
and invent their own language, 
“Hopelandic.” Jon “Jonsi” Birgisson 
sang it in a beguiling Enya-esque 
falsetto against epic instrumental 
backdrops that transformed in 
proper Black Emperor fashion from 
quietly alluring passages to thun- 
dering discordant salvos on the 
foursome'’s first three full-lengths. 
Birgisson appears to have opted for 
Icelandic on Takk... . (out this Tues- 
day), as if that made any differ- 
ence, though I swear I heard the 
line “I'll be home early, dear” on 
my first listen to the cinematically 
sweeping “Hoppipolla,” with its 
dense, orchestral walls of strings, 
trumpet, and, uh, might that ac- 
tually be timpani? At four anda 
half minutes, it’s one of the more 
easily digestible pieces of ear candy 
on the largely noise-less Takk... , 
an album that recasts Sigur Rés as 
a full orchestra with a backbeat — 
think soothing new-age vistas 
with harder edges and pounding 
drums. Which is not to suggest the 
band have eschewed the experi- 
mental — I expect Birgisson still 
plays his guitar with a bow, and 
there's plenty of backward looping 
and other sonic manipulations to 
keep things interesting through 
the ten and a half minutes of 
“Milano.” They've simply em- 
braced melody and, in the process, 
created what’s sure to be celebrated 
as an orch-pop masterpiece in just 
about any language. 

_Matt Ashare 


SIGUR ROS Opera House, 539 
Washington St, Boston | Sept 
617.931.2000 


®@@ BLACK DICE | BROKEN EAR 
RECORD | ASTRALWERKS/DFA | 
When this experimental Brooklyn 
quartet (now a trio, minus drum- 
mer Hisham Bharoocha) formed in 
1997, they made a point of alienat- 


ing their audience through volume 
and aggression. Early Black Dice 
recordings are all about turning 
the thoughtless screed of hardcore 
in on itself. For the last few years, 
though, the band have been bur- 
towing into a deeper groove, flesh- 
ing out the static and noise that 
underpin hardcore into actual 
songs. It can be almost as alienat- 
ing as the old approach: on Broken 
Ear Record, which they recorded in 
Australia last March, the trio cir- 
cle around clusters of sounds — 
pretty keyboard smear, drum-ma- 
chine blurt, Bj6rn Copeland’s 
treated guitar, a bit of vocal grunt 
— long enough for you to imagine 
where they're going with them, 
then they change direction. The 
sensation — inevitability coupled 
with disruption — is often mad- 
dening, but it can be intoxicating, 
too, as in “Snarly Yow,” where a 
funky white-noise rhythm keeps 
threatening to explode under the 
pressure of a howling guitar amp. 
Until it does. 

_Mikael Wood 


BLACK DICE + SAM JAYNE | 
MFA, 465 Huntington Ave, 
Boston Sept 617.369.3306 


®@@ MARJORIE FAIR | SELF 
HELP SERENADE | CAPITOL | 

A sympathetic union of idyllic 
melodies 4 la classic Beach Boys 
and Pink Floyd’s atmospheric in- 
strumentals, Marjorie Fair are 
masters of emotional four-minute 
thunderstorms that slowly reveal 
a sun-streaked lining. Already a 
critical hit in Great Britain, Self 
Help Serenade shivers and soars with 
its hushed drums, volatile gui- 
tars, and angelic vocals — the 
multi-tracked effect of New Jersey 
singer-songwriter Evan Slamka. 
Produced by pop master Rob 
Schnapf, the album mixes blus- 
tery rock squalls with soothing 
melodies and introspective lyrics. 
Taken out of context, or simply 
read aloud, those lyrics may ap- 
pear to be sniffling rants about 
losers and loners. But when 
they’re set against elegant back- 
drops fleshed out by comforting 
keyboards and swirling guitars, 
you hardly notice. “I don’t feel 
love, I don’t know how,” Slamka 


sings after the chiming climax of 
“Stand in the World.” Somehow, 
it’s hard to believe that. 

_Ken Micallef 


MARJORIE FAIR + STAND | TT. 
the Bear’s Place, 10 Brookline 
St, Cambridge Sept 
617.492.BEAR 


@®@®@ THE NEW PORNOGRA- 
PHERS TWIN CINEMAS 
MATADOR | cribbing from a pot- 
pourri of pop influences that 
might include everything from Ab- 
ba B-sides to Zulu choral music 
(their press release does peg the 
latter as an “interest”), these cele- 
brated Vancouver geek-hipster bod- 
hisattvas give every High-Fidelity-ite 
hope that all this useiess beauty 
might amount to something, any- 
thing. Of course, what with their 
unfathomable lyrics — in the same 
press release, resident mastermind 
A.C. Newman says that “Sing Me 
Spanish Techno” was partly in- 
spired by Joseph Campbell’s 
mythos “bullshit” — it’s just as 
likely that the spiraling influences 
could whirl down the kitchen 
sink, as happened on the brilliant- 
ly manic Electric Versions. Fortunate- 
ly, as Newman also notes, their 
third album is “more sweeping 
and sprawling,” with Holliés 
harmonies tenderizing grungy 
guitars and catchy choruses mor- 
phing into dazzling codas from 
another, greener world. Although 
Newman, with his affected British 
accent, has come to dominate the 
group, nudging co-songwriter 
Dan Bejar down to three tunes, 
resident thrush Neko Case is abet- 
ted this time by two more crys 
talline-voiced females, who turn 
the whimsy into ecstasy with 
their background vocals and 
occasional leads. 

_Franklin Soults 


WORLD 


®@@ ZUCO 103 | WHAA! | SIX 
DEGREES | Listening to Whaa! in 
early September, I found it hard not 
to be a little frustrated with Zuco 


NEW AGE have recast themselves full orchestra with backbeat. 


103 and Six Degrees. Why would 
this Netherlands-based band trot 
out an album full of hot Brazilian 
melodies when, to borrow a 
phrase, all the leaves are brown 
and the sky is gray? The electro- 
groove of “Duele Le Le” could’ve 
been the sunroof-open, legs-out- 
the-window soundtrack to every- 
body’s July; instead, it’ll be relegat- 
ed to background fodder for mid- 
winter Starbucks runs. Lilian Viera 
is a straight-up chanteuse in an age 
when there are a lot of half-step- 
pin’ divas around. In fact, the al- 
bum is so dependent on her vocals 
that the half-baked collab tracks 
with dancehall legend Lee 
“Scratch” Perry seem more disrup- 
tive than exciting. Those two duds 
aside, Whaa! is completely worth- 
while — if out-of-season. 

_Chris Nelson 


ROOTS 


@@ DELBERT MCCLINTON | 
COST OF LIVING | NEW WEST | 
Delbert McClinton is a longstand- 
ing proponent of American road- 
house music — a mix of R&B, soul, 
country, blues, and rock and roll. 
There’s a hint of the dust of his 
native Texas in his voice, and that 
makes new tunes like the despera- 
do romance “Down into Mexico” 
and the booty-shaking love song 
“Two Step Too” as convincing as 
his best-known numbers, like the 
1980 Top 10 song “Giving It Up for 
Your Love” and “B-Movie Box Car 
Blues,” which the Blues Brothers 
covered. So Cost of Living, with its 
tales of experience, is well written 
and well performed, and it sus- 
tains a relaxed medium-tempo 
vibe. But like so many of McClin- 
ton’s studio recordings, it needs 
some lightning bolts — solos that 
jump out of the stereo, unpre- 
dictable vocal or lyric turns. In- 
stead, it’s another solid, compe- 
tent Delbert McClinton effort. En- 
tirely listenable, even pleasing. 
But not exciting. Please, Delbert, 
you've got the ingredients; next 
time, turn up the heat. 

_Ted Drozdowski 
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CARLY CARIOLI 


that kicks in around the 
seventh minute. 


FRANZ FERDINAND 


“DO YOU WANT TO” 


the iTunes-only FINK 

from their upcoming You “NO EVOLUTION” 

Could Have It So Much SADDLE CREEK 

Better, FF have kept the Now we know exactly who's 
fake-intro idea of “Take responsible for each half of 
Me Out” but updated its Azure Ray's goth-to-the- 
homoerotic sass with key- power-of-folk equation. 
board brass until it’s are- Maria Taylor's recent solo 
na-pop crass. Only people disc outed her as the 

who hate Robert Palmer's dreamy one. And Fink's 
“Addicted to Love” andthe new Invisible Ones is darker, 
Knack’s “My Sharona” will sexier — and occasionally 
resist, and so long as they louder, though not by much 
don't, it won't matter if on this wispy, bewitching 
you do. campfire jam. 


FIERY FURNACES ALEC OUNSWORTH 
“SEVEN SILVER CURSES” “DETAILS OF THE WAR 
ROUGH TRADE (EARLY VERSION)” 
Practically begging to be FLASHYPYTH M 
filed in the audio-book 
queue, FF's forthcoming 
Rehearsing My Choir is a 
work of oral history: on this 
nine-minute “song,” Matt 
and Eleanor Friedberger 
help their 83-year-old 
grandmom spin an en- 
chanting, sepia-toned yarn 
of love, suspicion, and sor- 
ore than on 
erry B the music is 
to serve the narra- 
k around for 


ng punk snippet 


ASHYPYTHON 
Reasonable skeptics have 
questions. Like, what are 
people gonna say about 
Clap Your Hands Say Yeah in 
a couple of months, after 
“the singer sounds like 
David Byrne” has gotten 
old? Maybe this: the singer's 
also a pretty good sone- 


writer. His 
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BAR LOUNGE 


Wednesday, September 
Wed Night Funkengruvin Featuring: 


wiStairs the Roof 

Get Tix www.rockonconcerts.com 
Thursday, September 

THE FAIR ENOUGH (CD Release) 
wiToussaint the China Band Snoozebox 
Get Tix www.rockonconcerts.com 
Sunday September 
Reggae Sundays 
Featuring Dub Station and special 


GRINGO (CD release) 
wiSpecial Guests Carla Ryder Band Eric Denardo 
Sunday September 


Reggae Sundays Featuring 
Dub Station and special quests! 
Wednesday, September 
SAY HEY 
wiSerious 


Thursday September 
LYRICAL’S iNFiNiTi Release Party 


Sunday September 
Reggae Sundays Featuring 
Dub Station and special guests! 


HERWIS 
kingston street boston 


Ww i 4 
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BLUES JAZZ & Rock sam | 
Mon, Serr 12 3 
CHATHAM COUNTY Line 
JOE CooK's BLvE JAM 
WED, Sart 14 3 
carer 
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SUMMER VILLAINS © LUCKY 57 
STARHICK © THE CHILBLAINS (RI) 
FRI SEPT 
JACK GRACE BAND 
TRIPLE HEX (NYC) + 20 FOOT HALO 
SAT SEPT 10 
BAND GRAB BAG 
SPECIAL SURPRISE GUESTS 
ALL NIGHT LONG! 

SUN SEPT 11 
BAD ART 
IWES SEPT 19 
ROOFTOP SUICIDE CLUB RESIDENCY 
FEATURING: 

MOKI + RSC + THE BROTHER KITE 
SEPT 14 
AUTUMN KILLS 
TRACKSUIT © LEON RICH BAND 


518 Somerville Ave. Someville, MA 02143 
(617)623-5223 


EVERY TUESDAY 
ACOUSTIC SINGER 
SONGWRITER NIGHT 


EVERY FIRST THIRD THURSDAY 
DARK SKY GOTH NIGHT 


EVERY SECOND THURSDAY 
MARK NELSON 
MACHINERY HALL 

SOLO ACOUSTIC SET 


18+ 


1222 Commonweaith Ave., “Allston MA 02134 


THURS SEPT 8 
THE FUZZ 
VANISHING KIDS 
_FRI SEPT 2 
THE PILL 
THE PICTURE 
DJS KEN TERENCE 
SAT SEPT 10 
THE PLAN 
BON SAVANTS 
FACES FILM 
THE TWENTY TWOS 
RYAN LEE AND THE MINDLESS 
WED SEPT 14 
BLACKOUT BAR 
THE MAKERS (KILL ROCK STARS) 
ROCK ROLL SOLDIERS 
SHOTBAKER 
MARK 


617.566.9014 
www.greatscottboston.com 
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arties for 
occasions 


Thursday, Sep. 
AQUANET 


ZEITGEIST 
POETRY 
7:00pm 


HAMMOND 


Featuring the Organ Trio!!! 


THURSDAYS 
12:30am 


The 4th Annual 


PIANO 
FESTIVAL 


ALL WEEKEND 9/10 


Sally 


the Automatics 


www. sallyobnensbar.com 


335 Somerville Ave., Somerville 


617.666.3589 
NO COVER! 


CLUBS 


THURSDAY 


See Club Directory for phone numbers 

and addresses. 

ABBEY LOUNGE | Somerville | Main- 
stage | Summer Villains + Lucky 57 + 
Starhick + Chilblains | Pubstage | Jason 
Bennet + Tim Catz + Dave Unger 
AN TAIN | Boston | 5 pm | Dj Keith 
AN TUA NUA | Boston | 9 pm| 
“Thursday Night Live” with Dj G 
Squared 

ARIA | Boston | NYC hip-hop with 
guest Djs 

AVALON | Boston | 6:30 pm | Bloc 
Party + Kills + Noisettes 

THE AVENUE | Allston| 7 pm | 
“Acoustic Pop” with Will Daly | 9 pm 
| “Dance Your Ass Off” with Dj Hoff 
AXIS | Boston | 6:30 pm | DJs Z Trip + 
Goldenchyld + Black Sheep | 10 pm | 
Djs Nailz + Tasty + Taner K spinning 
vocal and progressive house with 
Danny Howells 

BILL'S BAR | Boston | Fair Enough + 
Toussaint & the China Band + 
Snoozebox 

BLARNEY STONE PUB | Dorchester | 
80s and today with DJ Scorch 

BLUE CAT CAFE | Boston | DJ Casey 
BOSTON ROCKS | Boston | 5 pm | 
“After Work Thursday” 
BRAVO@THE MFA | Boston | 

Ron Poster 

BREEZEWAY BAR & GRILLE | 
Roxbury | Serious Bizness 

BUCK MULLIGAN’S | West Roxbury | 
R&B and commercial dance with 

D) George 

THE BURREN | Somerville | Front 
Room | 10 pm | “Traditional Irish 
Music” | Back Room | 10 pm | 
Swinging Johnsons 

CANTAB LOUNGE | Cambridge | 
Chicken Slacks 

CLUB LIDO | Revere | From Autumn 
to Ashes 

CLUB CAFE | Boston | “Non Stop 
Video Show” with VJ Tom Yazbek 


_ COMMON GROUND | Allston | “Love 


Night” 8os, all vinyl with DJ Brian 
DEE DEE’S LOUNGE | Quincy | 
Freeways 

DEVLIN’S LOUNGE AND BAR | 
Brighton | “Chart & Dance” with 

Dj) Doc 

DICK’S LAST RESORT | Boston | 

Big Idea 

DODGE STREET BAR & GRILL | 
Salem | Pi Theta Pi 

EMBASSY | Boston | “The Clam- 
orous Life” hip-hop & electro party 
with DJs Susan Esthera + Aphrodite 
ENCORE | Boston | Michelle Currie 
ENORMOUS ROOM | Cambridge | 
9:30 pm | “Grown Folks Party” with 
7L + Tall Matt + Beyonder 

THE E ROOM AT THE GOLDEN 
TEMPLE | Brookline | House and acid 
jazz with DJ Johan Van Cauwen- 
berghe 

EUROPA | Boston | “Twilight Thurs- 
day” Progressive, trance, techno 
with DJs Justin Carr + Matt Villa 
THE EXCHANGE | Boston | “Heaven 
& Hell,” house and hip-hop with Djs 
Chaos + Mr. Aru 

FELT | Boston | 9 pm | “True Music 
Thursday” with Fluttr Effect 
FOUNDATION LOUNGE | Boston | 
70s, 80s, funky disco, motown with 
Dj Edward Grant Stuart 

GREAT SCOTT | Allston | 8 mm Fuzz 
+ Vanishing Kids 

GREEN BRIAR | Brighton | DJ JFK 
GREEN DRAGON | Boston | Spitting 
Vinnies 

GREEN STREET GRILL | Cambridge | 
10:30 pm | “Afro-pop High Life” 
with Joh Camara & Jama-jigi 
HANNAH'S | Somerville | Reggae 
and house with guest Djs 
HARPERS FERRY | Allston | Phix 
HENNESSY’S | Boston | Me & Julio 


HOFFA’S SWISS ALPS | Cambridge | 
10 pm | Boston Afro-Beat Society 
HONG KONG AT FANEUIL HALL | 
Boston | “Hip-hop Thursday” 
HONG KONG | Cambridge | Main- 
stream, house & Reggae with DJ Bob 
JACOB WIRTH RESTAURANT | 
Boston | 6 pm | Clay Brown Trio 
JASMINE & KENDALL LOUNGE | 
Cambridge | 9:30 pm | Dan Tepfer Trio 
JOHNNY D’S | Somerville | Smorgas- 
bord + Brett Rosenberg Problem 
JOSE MCINTYRE’S | Boston | Up- 
stairs| DJ John Tringall | Downstairs 
| Me & Julio 
THE KELLS | Allston | “Fun House” 
with DJs Edgar + Kieran James 
KIRKLAND CAFE | Somerville | 8 pm 
| Benjamin Willmott + Todd Carey + 
Jeff Root & the Bongo Poets + 
Andrea Capozzoli 
LES ZYGOMATES | Boston | Ziaf 
LIZARD LOUNGE | Cambridge | 
9:30 pm | Club D’Elf 
LOBBY LOUNGE AT THE HYATT 
REGENCY | Boston | 5:30 pm | 
Andy Baer Quartet 
MACHINE | Boston | “Transport” 
with Dj Jason Taylor 
MANTRA | Boston | 10:30 pm | 
“Mantra Thursday” DJs spin eclectic 
international, vocal house, & hip-hop 
MARQUEE | Boston | “Turn It Up 
Thursday” 
MIDDLE EAST | Cambridge | Upstairs 
| Fragile + Amun Ra + Blue Letter 
Days + Saturday Saints 
MIDWAY CAFE | jamaica Plain | 
Women’s Dance Night” with DJ 
Mozz + Queeraoke 
MILKY WAY | Jamaica Plain | 
“Aquanet Dance Party” 80s, old 
school hip-hop, funk, and soul with 
Djs Casey + CTO + Frank White + 
Tommee + Knife + Paul Foley 
THE MODERN | Boston | 10 pm | 
“Soma,” with DJ Omar 
O’BRIEN’S | Allston | Keys to the Streets 
of Fear + Ghostwriter + Black Clouds 
ORLEANS | Somerville | DJ Ren Justice 
PARADISE LOUNGE | Boston | 
“Reggae Paradise” 
PARADISE ROCK CLUB | Boston | 
9 pm | Spin Doctors + Town Hall + 
Lincoln Conspiracy 
PA'S LOUNGE | Somerville | Bright 
White Lights + Ellipsis + Fetish 
Chicken + Chris Wagner 
PHOENIX LANDING | Cambridge | 
“Elements” drum ‘n bass with Djs 
Lenore + Crook + M-Doc 
PURPLE SHAMROCK | Boston | Dj 
Flanagan with musical guest Jim 
Plunkett 
Q| Boston | “Theme Thursday” with 
DJ Mike Navarro 
THE RACK | Boston | DJs Massi + 
Mike Pardi 
REDLINE | Cambridge | 10 pm | “Re- 
union Thursday” with NPC All-Stars 
RIVER GODS | Cambridge | 
“Ointment” with Dj Alexandra 
ROGGIE’S | Brighton | Lounge: Tribal 
House and Break beat funk with DJ 
Jonathan Theory 
THE ROXY | Boston | 10:30 pm | “The 
Latin Quarter” with special guest Djs 
RYLES | Cambridge | O’2L 
SAMBA BAR & GRILL | Somerville | 
9 pm | Hip-hop, reggae, reggaeton, 
with DJ Philippe 
SCULLERS | Boston | Kurt Elling 
SEA NOTE | Nantasket Beach | 
Welch Boys 
SISSY K’S | Boston | Justin Beech | 
Upstairs | popular dance with Dj Deja 
SUGAR SHACK | Boston | “College 
Night” with DJ B-Spin 
TERRACE BAR AT THE COPLEY 
MARRIOTT HOTEL | Boston | Brian 
Walkley Band 
TERRACE LOUNGE | Boston | 7:30 
pm | Eric McFadden 
33 RESTAURANT & LOUNGE | 
Boston | “Krush Thursday” with DJs 
Eight 2 + Matos 
TIR NA NOG | Somerville | Ronan 
“Fluffy” Quinn 


TOAD | Cambridge | 7 pm | Holy 
Chost | 10 pm | Radio Kings 

TOAST | Somerville | “Ladies Night” 
house, trance, techno with DJ 9-1 
TOP OF THE HUB | Boston | Bob 
Nieske Trio 

TRATTORIA IL PANINO | Boston | 
“Young Professionals Club” 

TT. THE BEAR'S PLACE | 
Cambridge | Fleshtones + Andrea 
Gillis + Knee-Hi's 

21ST AMENDMENT | Boston | Dj 
Sean Daly 

VAPOR | Boston |“MOCCA” hip hop 
and R&B with Djs KC + Ron Steel 
VENU | Boston | NYC house with Dj 
Nailz | “ISE-O spa” with DJ Tasty 
VERTIGO | Boston | “Diversify 
Thursdays,” deep soulful house 
with DJ Fran and UK hard house 
and progressive trance with Djs 
JLong +Tek + Catatonic + guest Djs 
WALLY’S CAFE | Boston | Francisco 
Mela Quintet 

WESTERN FRONT | Cambridge | 
Soulfire 

WEST STREET GRILLE | Boston | 
Top 4o funk and dance with Djs 
Gabe + Lazee Boy 

ZEITGEIST GALLERY | Cambridge | 
7 pm | Blum Cook Voigt Zappa | 
9:30 pm | “Night of the Living 
Hammond B3’s” 

ZUZU | Cambridge | Eilen Jewell Band 


FRIDAY 


See Club Directory for phone numbers 
and addresses. 
ABBEY LOUNGE | Somerville | Main- 
stage | Angry Johnny & the Killbil- 
lies + Jack Grace Band + Triple Hex + 
20 Foot Halo | Pubstage | John Gerard 
+ Satch Kerans 
AMAZING THINGS ART CENTER | 
Framingham | Sonic Explorers 
AN TAIN | Boston | 5 pm | DJ Sean O| 
10 pm DJ David Natola 
AN TUA NUA | Boston | “Superlovers,” 
early hits to the latest sounds with 
Dj Vinny 
AQUA | Boston | Greg Luttrell 
ARIA | Boston | “Foundation Friday” 
with DJ Klutch 
ATLAS DANCE | Boston | “Top 40 
Dancing” 
AVALON | Boston | 6 pm | Dashboard 
Confessional + Tegan + Sara | 10 pm 
| “Avaland” with Louie Vega 
THE AVENUE | Allston | 9 pm | DJ 
Steve Auston 
AXIS | Boston | 6 pm | 
Danger Mouse + MF Doom + 
RJD2 10 pm | “Flavor Friday” with 
DJ Master Millions 
THE BIG EASY | Boston | “Mardi 
Cras Friday” 
BLARNEY STONE PUB | Dorchester | 
Commercial dance and R&B 
BLUE CAT CAFE | Boston | 
Dj Pete Winfrey 
BOSTON ROCKS | Boston | Top go 
Dance & hip-hop with DJ Bruno 
BRAVO@THE MFA | Boston | 
Ron Poster 
BUCK MULLIGAN’S | West Roxbury | 
R&B, rock, and dance with Dj Keith 
CANTAB LOUNGE | Cambridge | 
Upstairs | Little Joe Cook & the 
Thrillers | Downstairs | DJ du Jour 
CLUB CAFE | Boston | “Non Stop 
Video Show” with Vj Tom Yazbek 
CLUB 58 | Quincy | “Get Some 
Fridays” hip-hop with the Freakas 
COMMON GROUND | Allston | 
HeadCold 
DEVLIN’S LOUNGE AND BAR | 
Brighton | “Uptempo House” with 
Dj Paul Dailey 
DICK’S LAST RESORT | Boston | 
Desmond 
DODGE STREET BAR & GRILL | 
Salem | World’s Greatest Sinners + 
Reverend Bob & the Darkness 
DRUID PUB | Cambridge | 6 pm | 
“Traditional Irish Seisiun” with 
Peter Molloy & Friends 
EMBASSY | Boston | 10 pm | 
“Hip-hop” with DJ Just Nyce 


ENCORE | Boston | “Cabaret Open 
Mic” with Jan Peters + Colleen Pow- 
ers + Michael Ricca + Brian Patton 
ENORMOUS ROOM | Cambridge | 
9:30 pm | “Certified Bananas” 
THE E ROOM AT THE GOLDEN 
TEMPLE | Brookline | Vocal house, 
70s, 80s, 90s with DJ Bob Gallagher 
THE EXCHANGE | Boston | House 
and hip-hop with DJs Tiziano + Luca 
FELT | Boston | 9 pm | “Therapy Fri- 
day” with DJs Cerebral + Chris Kung 
THE GOOD LIFE DOWNTOWN | 
Boston | Weepin’ Willie 
GRAND CANAL | Boston | Grey Spot 
GREAT SCOTT | Allston | “The Pill” 
with DJs Ken + Terence 
GREEN DRAGON | Boston | Friday 
Episode 
GREEN STREET GRILL | Cambridge | 
“Latin DJ & Dance” 
G-SPOT | Boston | “Deep, sexy house” 
with DJs Mike Traylor + Paul Incus 
HARPERS FERRY | Allston | Tea Leaf 
Green + Akashic Record 
HENNESSY’S | Boston | Fast Times 
HOFFA’S SWISS ALPS | Cambridge | 
10 pm | “Scratch Night” with Dj 
Frank White 
HONG KONG | Cambridge | Top 40 
Hip-Hop, Rock & Club Classics with 
M.C, Renn 
1/D | Boston | “Bashment” Reggae 
DJ Juneyacool 
THE INDEPENDENT | Somerville | 
10 pm | “Mash Ave” with DJs BC + 
Lenlow 
THE INTERNATIONAL | Boston | 
“The Basement” house music with 
DJ Bradford James 
JASMINE & KENDALL LOUNGE | 
Cambridge | 6 pm | Marianne Solivan 
Jazz Quartet | 10 pm | Carol 
O’Shaughnessy 
JOHNNY D’S | Somerville | Michigan 
Blacksnake 
JUKEBOX | Boston | Top go and retro 
dance night 
THE KELLS | Aliston | “Ladies Night” 
with DJs Doc + Kieran 
KENNEDY'S | Boston | 5 pm | Peter 
Rice | At 9 pm | Springhill Rounders 
KIRKLAND CAFE | Somerville | 8 pm 
| Brother Mosely + Gavin House + 
Mickey Bliss Organ Combo 
LES ZYGOMATES | Boston | Ronnie 
Ron Trio 
LIZARD LOUNGE | Cambridge | 8 pm 
| Kabir | 9:30 pm | Scissormen + Bad 
Saints + Roll Over Baby 
LOWELL BREWERY EXCHANGE | 
Lowell | Nathan Mahl + Eccentric 
Orbit 
MACHINE | Boston | “Best Night 
Out” with DJ Darren Friedman 
MCGANN’S | Boston | 10 pm | 
Hip-hop, R&B, Reggae, & House 
with DJ Sparky 
MIDDLE EAST | Cambridge | Upstairs 
| Lock & Key + Call Up | Downstairs | 
Apollo Sunshine + Mazarin + Self 
Righteous Brothers | Corner | Noah 
Maltsberger Trio 
MIDWAY CAFE | jamaica Plain | 
Stump the Undertaker’s Organ + 
Brian Kenney Fresno + 
Balloon Fight 
MILKY WAY | jamaica Plain | 8 pm | 
“Cirque du Singe Brise” 
MR. DOOLEY’S TAVERN | Boston | 
5 pm | Maxi | 9 pm | Patsy & Tony 
THE MODERN | Boston | “Mission” 
with Djs Odi + Keithy Bee vs. 
Mathius + 
O’BRIEN’S | Allston | Cart Blanch + 
Medina Sod + Less Lonesome 
OCEANA RESTAURANT | Boston | 
Mike DiBari Trio 
ORLEANS | Somerville | DJ Tom 
PADDY 0'S | Boston | 9 pm | 
Hothouse Flowers 
THE PALLADIUM | Worcester | 
5 pm | “Skatefest” with CKY + 
Every Time I Die + Bane + Red Chord 
+ High on Fire Seemless + Daughters 
+ Death Before Dishonor + Chariot + 
Haste the Day + Fireball Ministry + 
Silent Drive + Knives + A Loss for 


NIGHTottheLIVING 
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Words + Divide the Sky + 
Therman + Anit Love + When 

Tigers Fight + Chuck Brunswick + 
Cone by Daylight 

PARADISE LOUNGE | Boston | 

Cary Brothers + Tom McCrae 
PARADISE ROCK CLUB | Boston | 

6 pm | Jump Little Children + 

Jim Boggia | 10 pm | Phantom Planet 
+ Damone 

PA'S LOUNGE | Somerville | 

Broken River Prophet + Nice & Easy 
+ Polaris Mine + Valina 

PHATT BOYS | Cambridge | Rockin’ 
George Leh 

PHOENIX LANDING | Cambridge | 
“PYT [Pretty Young Things]” Ladies 
80s, old school with DJ Vinny 

THE PLACE | Boston | 10 pm | VJ Laptop 


THE POINT | Boston | “Fluid” 

house and techno with Dj troupe 
Recordheadz 

Q | Boston | “Top 40” with Dj Massai 
REDLINE | Cambridge | 9 pm | Deep 
Soulful Chicago House with Djs KC 
+ Rodney Marable + Craig Kapilow 
RIVER GODS | Cambridge |“Appli- 
ance of Science” with Unlockedgroove 
ROGGIE’S | Brighton | Upstairs | Ali | 
Lounge | “Dance Your Ass Off” with 
Dj Hoff 

THE ROXY | Boston | 10:30 pm | “The 
Cat Club” with DJ Adilson plus spe- 
cial guest DJs 

RYLES | Cambridge | Ken Clark 
Organ Trio 

SCRUFFY MURPHY’S | Dorchester | 
“Party Time” with DJ Jen 


SCULLERS | Boston | Spyro Gyra 
SEA NOTE | Nantasket Beach | Heavy 
Weights 

SISSY K’S | Boston | 5 pm | Matt 
Browne | 9 pm | Stu Sinclair & Kevin 
Kirrane | Upstairs | Hi-NRC and pop 
house with Dj Tom McKenna 
SPONTANEOUS CELEBRATIONS | 
Jamaica Plain | “Next Level” with Djs 
Nomadik + Kwesi Johnson + Kiki 
Breevlife + Ladies of Boston Reggae. 
STEWART’S | Everett | 9 pm |“On Tap” 
UK Hardhouse, progressive trance, 
techno with Jbeta + Dj Fishstix 
SUGAR SHACK | Boston | “Boston's 
A-List” Hip hop, old school, and top 
40 with Dj B-Spin 

SUSHI ISLAND | Wakefield | Jim 
Porcella + Jack Senier 


SWEETWATER CAFE | Boston | Old 
and new dance hits with Djs KC + Gallo 
TANTRIC LOUNGE | 10 pm | 
“Hookah Friday” 

TOAD | Cambridge | Mickey Bones 
Zydeco 

TOAST | Somerville | “Dyke Night 
Retro” 80s, New Wave with DJ 
Susan Esthera + Sarah McLachlan 
CD Release Party 

TOP OF THE HUB | Boston | Bob 
Nieske Trio 

TRATTORIA IL PANINO | Boston | 
70s, 80s, and 90s with Dj Zino; 
progressive, top-40, club, and 
international with Dj Peter D 

TT. THE BEAR'S PLACE | Cambridge 
| Dear Leader + Unbusted + 

Co Station + Dylan in the Movies 


CLUB DIRECTORY 


ABBEY LOUNGE | 617.441.9631 
| 3 Beacon St, Somerville 
AMAZING THINGS ART CENTER 
|508.405.ARTS | 55 
Nicholas Rd, Framingham 
AN TAIN | 617.426.1870 | 31 
India St, Boston 

ANTHEM | 617.523.8383 | 138 
Portland St, Boston 

AN TUA NUA | 617.262.2121 | 
835 Beacon St, Boston 

AQUA | 617.720.4900 | 120 
Water St, Boston 

ARIA | 617.338.7080 | 246 
Tremont St, Boston 

ATLAS DANCE | 617.437.0300 | 
3 Lansdowne St, Boston 
THE ATTIC | 617.964.6684 | 107 
Union St, Newton Centre 
AVALON | 617.262.2424 | 15 
Lansdowne St, Boston 

THE AVENUE | 617.782.9508 | 
1249 Comm Ave, Allston 
AXIS | 617.262.2437 | 13 Lans- 
downe St, Boston 
BEANTOWN COMEDY VAULT | 
781.729.2565 | at Reming- 
ton’s, 124 Boylston St, Boston 
BELL IN HAND TAVERN | 
617.227.2098 | 45-55 Union St, 
Boston 

THE BIG EASY | 617.351.7000 | 
One Boylston Place, Boston 
BILL'S BAR | 617.421.9678 | 5.5 
Lansdowne St, Boston 
BLARNEY STONE PUB | 
617.436.8223 | 1505 Dorchester 
Ave, Dorchester 

BLUE CAT CAFE | 617.247.9922 | 
94 Mass Ave, Boston 

BOB THE CHEF'S | 617.536.6204 
| 604 Columbus Ave, Boston 
BOSTON ROCKS | 617.726.1110 | 
Faneuil Hall Marketplace, 
Boston 

BRAVO@THE MFA | 617.369.3474 
| 465 Huntington Ave, Boston 
BREEZEWAY BAR & GRILLE | 
617.541.5400 | 153 Blue Hill 
Ave, Roxbury 

BRENDAN BEHAN PUB | 
617.522.5386 | 378 Centre St, 
Jamaica Plain 

BREW’D AWAKENING COFFE- 
HAUS | 978.454.2739 | 61 
Market St, Lowell 


COMEDY CONNECTION | 
617.248.9700 | Upstairs at 
Faneuil Hall, Boston 
COMEDY STUDIO | 617.864.5311 
|1238 Mass Ave, Cambridge 
COMMON GROUND | 
617.783.2071 | 83-87 Harvard 
Ave, Allston 

COSTELLO'S | 617.522.9263 | 
723 Centre St, Jamaica Plain 
COTTONWOOD CAFE | 
617.247.2225 | 222 Berkeley 
St, Boston 

CROSSROADS COFFEEHOUSE | 
978.687.3960 | 190 Academy 
Rd, North Andover 

CUTLER MAJESTIC THEATRE | 
617.782.8100 | 219 Tremont 
St, Boston 

DEE DEE’S LOUNGE | 
617.328.5938 | 297 Newport 
Ave, Quincy 

DEVLIN’S LOUNGE AND BAR | 
617.779.8822 | 332 Washing- 
ton St, Brighton 

DICK’S LAST RESORT | 
617.267.8080 | 55 Hunting- 
ton Ave, Boston 

DILLON’S | 617.421.1818 | 

955 Boylston St, Boston 
DODGE STREET BAR & GRILL | 
978.745.0139 | 7 Dodge St, 
Salem 

DRUID PUB | 617.497.0965 | 
1357 Cambridge St, Inman 
Square Cambridge 

EMBASSY | 617.536.2100 | 

30 Lansdowne St, Boston 
EMERALD ISLE | 617.288.0010 
| 1501 Dorchester Ave, 
Dorchester 

ENCORE | 617.338.ROXY | 

279 Tremont St, Boston 
ENORMOUS ROOM | 617.491.5599 
| 567 Mass Ave, Cambridge 
THE E ROOM AT THE GOLDEN 
TEMPLE | 617.277.9722 | 

1651 Beacon St, Brookline 
EUROPA | 617.482.3939 | 

51 Stuart St, Boston 

THE EXCHANGE | 617.726.7600 
| 148 State St, Boston 

FELT | 617.338.6999 | 

533 Washington St, Boston 
FIRE + ICE | 617. 482.FIRE | 
205 Berkeley St, Boston 


BUCK MULLIGAN’S | FLAT TOP JOHNNY’S | 
617.325.9800 | Center St, 617.494.9565 | 1 Kendall Sq. 
West Roxbury FOUNDATION LOUNGE | 


THE BURREN | 617.776.6896 | 
247 Elm St, Davis Square, 
Somerville 

CANTAB LOUNGE | 617.354.2685 
| 738 Mass Ave, Central 
Square, Cambridge 
CAPRICE | 617.292.0080 | 

275 Tremont St, Boston 
CHARLES PLAYHOUSE | 
617.426.6912 | 74 Warrenton 
St, Boston 

CIRCLE OF FRIENDS COFFEE- 
HOUSE | 508.528.2541 | 262 
Chestnut St, Franklin 


617.859.9900 | Hotel Com- 
monwealth, 500 Comm 
Ave, Boston 

THE GOOD LIFE DOWNTOWN | 
617.451.2622 | 28 Kingston St, 
Boston 

GRAFTON STREET PUB & GRILL 
| 617.497.0400 | 1230 Mass 
Ave, Cambridge 

GRAND CANAL | 617.523.1112 | 
57 Canal St, Boston 

GREAT SCOTT | 617.734.4502 | 
1222 Comm Ave, Allston 
GREEN BRIAR | 617.789.4100 | 


CLARK'S IN FANEUIL HALL | 304 Washington St, 
617.227.7800 |21 Merchant’s Brighton 
Row, Boston GREEN DRAGON | 617.367.0055 


CLUB LIDO | 781.289.3080 | 
1290 North Shore Rd, Revere 
CLUB CAFE | 617.536.0966 | 
209 Columbus Ave, Boston 
CLUB 58 | 617.471.7788 | 58 
Ross Way, Quincy 

CLUB HOLLYWOOD | 617.338.8283 
|1-3 Harrison Ave, Boston 


| 12 Marshall St, Boston 
GREEN STREET GRILL | 
617.876.1655 | 280 Green St, 
Cambridge 

G-SPOT | 617.423.6767 | 
Downtown Crossing, Boston 
HANNAH'S | 617.629.5302 | 
499 Broadway, Somerville 


HARPERS FERRY | 617.254.9743 
|158 Brighton Ave, Allston 
HENNESSY’S, | 617.742.2121 | 
25 Union St, Boston 

HONG KONG AT FANEUIL HALL | 
617.227.2226 | 65 Chatham 
St, Boston 

HONG KONG | 617.864.5311 | 
1236 Mass Ave, Cambridge 
1/0 | 617.262.2437 | 13 Lans- 
downe St, Boston 

IMPROV ASYLUM | 617.263.6887 
| 216 Hanover St, Boston 
IMPROVBOSTON THEATRE | 
617.576.1253 | 1253 Cam- 
bridge St, Cambridge 

THE INDEPENDENT | 
617.440.6022 | 75 Union 
Square, Somerville 

THE INTERNATIONAL | 
617.296.6270 | 184 High St, 
Boston 

JACOB WIRTH RESTAURANT | 
617.338.8586 | 33 Stuart St, 
Boston 

JACQUE’S | 617.426.8902 | 

79 Broadway, Boston 
JASMINE & KENDALL LOUNGE | 
617.577.8668 | 1 Kendall 
Square, Cambridge 

JEANIE JOHNSTON PUB | 
617.983.9432 | 

144 South St, Jamaica Plain 
JOEY MAC'S | 617.491.0852 | 
23 Warren St Boston 
JOHNNY D'S | 617.776.2004 | 
17 Holland St, Davis 
Square, Somerville 

JOSE MCINTYRE'S | 
617.451.9460 | 160 Milk St, 
Boston 

JUKEBOX | 617.338.ROXY | 

275 Tremont St, Boston 
THE KELLS | 617.782.9082 | 
161 Brighton Ave, Allston 
KIRKLAND CAFE | 617.491.9640 
| 425 Washington St, 
Somerville 

LES ZYGOMATES | 617.542.5108 
| 129 South St, Boston 
LIZARD LOUNGE | 617.547.0759 
| 1667 Mass Ave, below 
Cambridge Common 
Restaurant, Cambridge 
LOBBY LOUNGE AT THE HYATT 
REGENCY | 617.912.1234 |1 
Avenue de Lafayette, 
Boston 

LOWELL BREWERY EXCHANGE | 
978.937.2690 | 201 Cabot St, 
Lowell 

LUCY’S | 617.232.5829 | 

242 Harvard St, Brookline 
LUPO’S AT THE STRAND | 
401.272.5876 | 79 Washing- 
ton St, Providence, RI 
MACHINE | 617.536.1950 | 
1256 Boylston St., Boston 
MANTRA | 617.542.8111 | 

52 Temple St, Boston 
MARQUEE | 617.523.1112 | 

57 Canal St, Boston 
MCGANN’S | 617.227.4059 | 
197 Portland St, Boston 
METROPOLIS | 401.454.5483 | 
172 Pine St, Providence, RI 
MIDDLE EAST | 617.497.0576 | 
472 Mass Ave, Central 
Square, Cambridge 
MIDDLESEX LOUNGE | 
617.868.MSEX | 315 Mass 
Ave. Cambridge 

MIDWAY CAFE | 617.524.9038 | 
3496 Washington St, 
Jamaica Plain 

MILKY WAY | 617.524.3740 | at 
Bella Luna, 405 Centre St, 
Jamaica Plain 


MR. DOOLEY’S TAVERN | 
617.338.5656 | 77 Broad St, 
Boston 

THE MODERN | 617.536.2100 | 
36 Lansdowne St, Boston 
NAMELESS COFFEEHOUSE | 
617.864.1630 | 3 Church St, 
Harvard Square, Cambridge 
NEWS | 617.426.6397 | 150 
Kneeland St, Boston 

NICK'S COMEDY STOP | 
617.482.0930 | 100 Warren- 
ton St, Boston 

NICK'S MAUI | 508.482.0930 | 
Rte 28 North, Brockton 
O’BRIEN’S | 617.782.6245 | 

3 Harvard Ave, Allston 
OCEANA RESTAURANT | 
617.227.0800 | Marriott Long 
Wharf, 296 State St, Boston 
O’CONNOR’S | 617.482.2255 | 
27 Columbus Ave, Boston 
O'LEARY’S | 617.734.0049 | 
1010 Beacon St, Brookline 
OPAL LOUNGE | 617.423.6767 | 
48 Winter St, Boston 
ORLEANS | 617.591.2100 | 

65 Holland St, Som 

PADDY O'S | 617.367.2 

33 Union St, Boston 
THE PALLADIUM | 508.797.9696 
| 261 Main St, Worcester 
PARADISE LOUNGE | 
617.562.8814 | 

969 Comm Ave, Boston 
PARADISE ROCK CLUB | 
617.562.8800 | 

969 Comm Ave, Boston 
PA'S LOUNGE | 617.776.1557 | 
345 Somerville Ave, 
Somerville 

PHATT BOYS | 617.354.2005 | 
50 Church St, Harvard 
Square, Cambridge 
PHOENIX LANDING | 
617.576.6260 | 512 Mass Ave, 
Cambridge 

THE PLACE | 617.523.2081 | 

2 Broad St, Boston 

THE PLAYGROUND | 
617.441.0666 | 403 Mass 
Ave, Cambridge 

THE POINT | 617.523.7020 | 
147 Hanover St, Boston 
PURPLE SHAMROCK | 
617.227.2060 | 1 Union St, 
Boston 

Q | 617.742.2121 | 25 Union St, 
Boston 

THE RACK | 617.725.1051 | 

24 Clinton St, 

Faneuil Hall, Boston 
RAMROD | 617.266.2986 | 
1254 Boylston St, Boston 
REDLINE | 617.491.9851 | 

59 JFK St, Cambridge 

REEL BAR | 617.783.3222 | 

477 Cambridge St, Allston 
REMINGTON’S | 617.574.9676 | 
124 Boylston St, Boston 
RENDEZVOUS | 781.893.7171 | 
596 Moody St, Waltham 
RIVER GODS | 617.576.1881 | 
125 River St, Cambridge 
ROGGIE’S | 617.566.1880 |356 
Chestnut Hill Ave, Brighton 


“THE ROXY | 617.338. ROXY | 


279 Tremont St, Boston 
RYLES | 617.876.9330 | 212 
Hampshire St, Cambridge 
SAMBA BAR & GRILL | 
617.718.9177 | 608 
Somerville Ave, Somerville 
SCRUFFY MURPHY'S | 
617.282.6606 | 1333 Dorch- 
ester Ave, Dorchester 
SCULLERS | 617.562.4111 | 
400 Soldiers Field Rd, Boston 


SEA NOTE | 781.925.4300 | 
159 Nantasket Ave, 
Nantasket Beach 
SERAFINA | 978.371.9050 | 
195 Sudbury Rd, Concord 
SISSY K’S | 617.248.6511 | 
6 Commercial St, Boston 
SKY BAR | 617.623.5223 | 518 
Somerville Ave, Somerville 
SPONTANEOUS CELEBRATIONS 
| 617.524.6373 | 45 Danforth 
St, Jamaica Plain 
STEWART’S | 617.381.0563 | 
166 Elm St, Everett 
SUGAR SHACK | 617.351.2510 | 
1 Boylston Pl, Boston 
SUSHI ISLAND | 781.224.3479 | 
397 Main St, Wakefield 
SWEETWATER CAFE | 
617.351.2515 | 3 Boylston 
Place, Boston 
TANTRIC LOUNGE | 
617.367.8742 | 123 Stuart St, 
TERRACE BAR AT THE 
COPLEY MARRIOTT HOTEL | 
617.236.5800 | 110 Hunting- 
ton Ave, Boston 
TERRACE LOUNGE | 
617.236.5800 | at the 
Marriott Hotel Copley 
Place, 110 Huntington Ave, 
Boston 
THIRSTY SCHOLAR PuB | 
617.497.2294 | 70 Beacon St, 
Somerville 
33 RESTAURANT & LOUNGE | 
617.572.3311 | 33 Stanhope 
St, Boston 
TIR NA NOG | 617.628.4300 | 
366A Somerville Ave, 
Union Square, Somerville 
TOAD | 617.497.4950 | 1912 
Mass Ave, Porter Square, 
Cambridge 
TOAST | 617.623.9211 | 70 
Union Square, Somerville 
TOMMY DOYLE’S | 617.225.0888 
|1 Kendall Square, Cam- 
bridge 
TOP OF THE HUB | 617.536.1775 
| 5and Floor, Prudential 
Tower, Boston 
TRATTORIA IL PANINO | 
617.338.1000 | 295 Franklin 
St, Boston 
TRIBE THEATRE | 617.510.4447 
| 67 Stuart St, Boston 

THE BEAR'S PLACE | 
617.492.BEAR | 10 Brookline 
St, Central Square, Cam- 
bridge 
21ST AMENDMENT | 
617.227.7100 | Bowdoin St, 
Beacon Hill, Boston 
VAPOR | 617.695.9500 | 
100 Warrenton St, Boston 
VENU | 617.338.8061 | 
100 Warrenton St, Boston 
VERTIGO | 617.723.7277 | 
126 State St, Boston 
WALLY’S CAFE | 617.424.1408 | 
427 Mass Ave, Boston 
WESTERN FRONT | 
617.492.7772 | 343 Western 
Ave, Cambridge 
WEST STREET GRILLE | 
617.423.0300 | 15 West St, 
Boston 
WHO'S ON FIRST | 617.247.3353 
|19 Yawkey Way, Fenway 
Park, Boston 
WONDER BAR | 617.351.COOL 
|186 Harvard Ave, Allston 
ZEITGEIST GALLERY | 
617.876.6060 | 1353 Cam- 
bridge St, Cambridge 
ZUZU | 617.864.3278 | 474 
Mass Ave, Cambridge 


THE BOSTON PHOENIX | MUSIC + CLUBS 


21ST AMENDMENT | Boston | Dj 
Sean Daly 

VENU | Boston | “Roomba” Latin 
sounds with DJ Roger M | house 
with Dj Arsit 

VERTIGO | Boston | “Dream Lounge” 
international, Latin and house with 
Dj Marcocci | vocal and high energy 
house with Dj Soulheris 

WALLY’S CAFE | Boston | 9:30 pm| 
Jason Palmer/Warren Wolf Jazz 
Collective 

WESTERN FRONT | Cambridge | 
Jammyland Allstars 

WEST STREET GRILLE | Boston | 
Top 40 funk and dance with 

Djs Gabe + Lazee Boy 

ZEITGEIST GALLERY | Cambridge | 
7 pm | “Pianofest Appetizer” 

with Dan Tepfer + Leo Genovese + 
Tyler Wood 

ZUZU | Cambridge | “Super Special 
Semi-Secret Event” 


SATURDAY 

See Club Directory for phone numbers 
and addresses. 

ABBEY LOUNGE | Somerville | 
Mainstage | “Band Grab Bag: 
Surprise Bands All Night” | 
Pubstage | John Brodeur 
AMAZING THINGS ART CENTER | 
Framingham | Bruce Millard Group 
ANTHEM | Boston | 10 pm | 

“Latin Fever” 

AN TUA NUA | Boston | “Sizzlin 
Saturday” hip-hop with DJ C Squared 


CLUB D’ELF 


with very special guests 


SOUL LOW @ 7:30 FREE! 
9:30 / $7 


THE SCISSORMEN 
BAD SAINTS ROLL OVER BABY 


SOUL LOW @ 7:30 FREE! 
sA9/10 SECOND COUSINS 


RAY CORVAIR TRIO 
LIZARD POETRY 


SLAM JAM @9:30 
FEATURE: SHILO 
DUDLEY CORPORATION 


beats with very special guest 
HE COLLISIONS (acoustic) 


SOUL LOW 7:30 FREE! 
RAY MASON 
AMY CORREIA 
JENNIFER GLASS 


Weg/t4 SOUL LOW @ 7:30 + FREE! 


AARON SHADWELL 
CHRESTIAN 
1667 MASS. 7-5 o759 
CAMBRIDGE 
SEPT. 16-17 
BLONDE MOMS 
FEATURING: 
Maryellen Hooper, Helen 
Keaney Joanie Fagan 


From Comedy Central’s 
Jeff Foxworthy and Pam 
Anderson Roasts and the 
movie “The Aristocrats” 


LISA 


ARIA | Boston | “Ecco” international 
and vocal house, with Dj Roger M. 
In the Angel Room, “International 
Saturdays” 

ATLAS DANCE | Boston | “Top go 
Dancing” 

THE ATTIC | Newton Centre | 9 pm | 
Rockin’ George Leh + James Mont 
gomery Band + Charlie Farren + Foxpass 
AVALON | Boston | 6 pm | Trapt 10 
pm | Dj Adilson 

THE AVENUE | Allston | 5 pm | 
“Acoustical Pop” with Ali | 9 pm | 
House with DJ Munroe 

AXIS | Boston | 7 pm | Mixmaster 
Mike + Kid Koala | 10 pm | “Seductive 
Saturday” Hip-hop and Reggae with 
Dj Glen 

BLARNEY STONE PUB | Dorchester | 
Commercial dance and R&B 

BLUE CAT CAFE | Boston | DJ Casey 
BOSTON ROCKS | Boston | Interac- 
tive video Top 4o Dance & hip-hop 
party with VJ Johnnie Walker 
BREW’D AWAKENING COFFEHAUS 
| Lowell | 8 pm | Martin Nestor 

BUCK MULLIGAN’S | West Roxbury | 
R&B, rock, and dance with DJ Keith 
CANTAB LOUNGE | Cambridge | 9 
pm | Little Joe Cook & the Thrillers | 
Downstairs | DJ Du Jour 

CIRCLE OF FRIENDS COFFEEHOUSE 
| Franklin | 8 pm | Mark Erelli + 

Liz Carlisle 

CLUB LIDO | Revere | 2 pm | Paint It 
Black + Cut Throat 

Continued on p 20 


9/08 Ken Clark Organ Trio 

9/10 Bellevue Cadillac 

9/13Wendy Roy/Paul Speidel | 


BBO 


Takeout 


Hampshire St, 


Discounted Parking 


THIS WEEKEND! 


EVERY 


“The R-Rated 
Hypnotist” 


SEPT. 29TH 
and OCT. 1ST 


FRANK 
SANTOS 
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Continued from p 19 

CLUB CAFE | Boston | “Boys Night 
Out” with VJ Cliff Cunningham 
CLUB HOLLYWOOD | Boston | 

8:30 pm | “Clitter Switch Drag 
Karaoke” 

COMMON GROUND | Allston | “Indie 
Rock Night” with Dj Paul Driscoll 
CROSSROADS COFFEEHOUSE | 
North Andover | 8 pm | “Monster” 
Mike Welch 

DEVLIN'’S LOUNGE AND BAR | 
Brighton | “Mixes & Remixes” with 
DJs Daniel Spurling + Chris Deorio 
DICK’S LAST RESORT | Boston | 
Jennerators 

DODGE STREET BAR & GRILL | 
Salem | J.T. & the Hounds 


FRI 


EAT DEPRESSED 
MUSCLECAH UZIK! SMITH 
NECROWAF BANG SHEETS 


NOBODY" 
THE 


LLOYD 


RECORDS) 
© GEOFF FARINA 
Kee IN THE SU 


(MERGE 


HU o 
PRESENTS 
AT HE SOMERVILLE THEATRE 
SUFJAN STEVENS 
LAURA VEIRS 
DOORS 
FRI 09/0 


APOLLO SUNSHINE 


MAZARIN 
SELF RIGHTEOUS BROTHERS 


KOOL 
ELEMENTAL ZAZEN 


PORN THEATRE USHERS 
LANDING VIRTUOSO 


SUN 


MONTREAL 
THE MANAGEMENT 


7:30 PM DOOR’ 


RE WA) 
ROCKABILLY MIGHT 
MONDAY FRANK MOREY 
TUESDAY - TBA 


- 


DRUID PUB | Cambridge | “Saturday 
Social” with DJ Rodney Marable 
EMBASSY | Boston | 10 pm | “Sensa- 
tion Saturday” hip-hop with Dj Val | 
“Russian Night” with DJ Demetrius 
ENCORE | Boston | DesPres & DeGraff 
ENORMOUS ROOM | Cambridge | 
9:30 pm | “Reverbate” with Mark 
Estrada 

THE E ROOM AT THE GOLDEN 
TEMPLE | Brookline | Disco, mo- 
town, and classics from the 80s & 
90s with DJ John Reed 

FELT | Boston | 10 pm | “Hush 
Saturday” with Ricky Fatts 
FOUNDATION LOUNGE | Boston | 
70s, 80s, funky disco, motown 

with DJ Edward Grant Stuart 

THE GOOD LIFE DOWNTOWN | 
Boston | Jim Porcella Trio 

GRAND CANAL | Boston | 

Dick & Jane 

GREAT SCOTT | Allston | “The Plan” 
with Bon Savants + Faces on Film + 
Twenty-Twos 

GREEN DRAGON | Boston | 

Red Square 


CHIMP SIMPLE 
SAY WHEN » SIDE\ 


HEY WILLPOWER (EX TEEN) 


UPCOMI 


SUPERPOWER (CD RELEASE) - 9PM. 
DIE HUNNS, KINGS OF NUTHIN-1 PM 
oA 8 THRILL RIDE, THE VERSHOK - 9PM 
O9/t9 DIAMOND MINES, HOCKEY NIGHT 
09/20 SABBAT, THE CHASM, WATCHMAKER 
09/21 MORTICIAN, BANE OF EXISTENCE 
09/22 DIFFUSION, HUMANKIND 
09/23 CLIMB, SUPERVAIN, THE NAKED SAMS 
09/24 ZOLOF THE ROCK N ROLL DESTROYER 
09/24 WACK ASS EGYPTIANS (CD REL)-9PM 
09/25 THE BLACK, THE COFFIN LIDS 
09/26 THE PERNICE BROTHERS 
OA? SHARK AND BEAR 
09/28 JAMIE TREADWELL (CD RELEASE) 
BLACK MOUNTAIN, BLOOD MERIDIAN 
READ YELLOW, THE GOOD NORTH 
E) LABB & FREE ASSOCIATION 
KIDNAPKIN, LUGA LIE 
DAMONE (OCTOBER RESIDENCY) 
FLY UPRIGHT KITE, CHRIS PUREKA 
THE ACRO-BRATS, ARTILLERY 
CALLED AND CARELESS, SEVEN 
SUSPECT DEVICE 
10/08 THE REDUCERS, AM STEREO (CD REL) 


WED 00/44 
DEERHOOF stars) 
WHY? 
NUMBERS 
LIMITED EXPRESS Gone?) 


FRI 


PREFUSE RECORDS) 


PROBY' 


ADDED: 


DAMONE RESIDENCY 
HE CLIENTELE 
~ ROYCE 


LUCERO, LIMBECK 

MINUS THE BEAR 

FOUR TET, HOT CHIP 

MIDNITE 

CRUXSHADOWS, EGO LIKENESS 

LEZ ZEPPELIN, THE SCAM 

09/28 BATTLE THE BANDS 

CHERRY 


TUE - NOCHE MEXICANA W/ GUSTAVO & ANDRES 
WED - BELLY DANOING WITT: 
THE GARD PAPAZIAN 


BAND 
THU - BRAZIUARL MIGHT 
FRI - NOAH MALISBERGER TRIO 
SAT - KAI BROMPM / KATE WIREN 


GREEN STREET GRILL | Cambridge | 
“Live Salsa Party” with Kilombo 
Mambo 

G-SPOT | Boston | “Deep, sexy 
house” with Djs Mike Traylor + 
Paul Incus 

HARPERS FERRY | Allston | Spookie 
Daly Pride + Brakes 

HENNESSY’S | Boston | Incadence 
HONG KONG | Cambridge | Top 4o 
Hip-Hop, Rock & Club Classics with 
DJ Chris G 

JOHNNY D’S | Somerville | Fools 
JUKEBOX | Boston | Top 40 and 

retro dance night 

THE KELLS | Alliston | “Celebration 
Saturday” with Djs Darren Drag + 
Kieran 

KIRKLAND CAFE | Somerville | 8 pm 
| “Rootin’ Tootin’ Country Music 
Jamboree” with Charlie Chesterman 
& the Legendary Motorbikes + John 
Denley Band + Dig in the Dirt + Stan 
Martin & the Honky Tonk Heroes 
LES ZYGOMATES | Boston | 
Marianne Solivan 

LIZARD LOUNGE | Cambridge | 

8 pm | Second Cousins | 9:30 pm | 
Ray Corvair Trio 

LUPO’S AT THE STRAND | 
Providence, RI | Machine 

MACHINE | Boston | “Fetish Night” 
MARQUEE | Boston | DJ Murray 
MIDDLE EAST | Cambridge | Upstairs 
| Meat Depressed + Musclecah + 
Suzuki Smith + Necrowafers + Three 
Sheets Jonee Earthquake Band + 
Rydells + Nobody's Heroes + Flicks | 
Downstairs | Kool Keith + Kutmasta 
Kurt + Elemental Zazen + 

Porn Theatre Ushers Akward 
Landing + Virtuoso + Soular Winds 
MIDWAY CAFE | Jamaica Plain | 
Lizzie Borden 

MILKY WAY | Jamaica Plain | 9 pm | 
“Mango's Latin Dance Club” with 
DJ Antonio Ortiz 

MR. DOOLEY’S TAVERN | Boston | 
9 pm | Patsy & Tony 

NAMELESS COFFEEHOUSE | 
Cambridge | 8 pm | Scott Alarik + 
Eric Lichter + Cathy Schumer + 

Patti DeRosa + Marilyn Rea Beyer 
O’BRIEN’S | Allston | “Atomic BBQ 
#7” with Kevorkian’s Angels + 
Deathamphetamine + Cut + 
MedicineqTim 

OPAL LOUNGE | Boston | 10 pm | 
“CandyShop Lesbian Night” 
ORLEANS | Somerville | DJ Gabe 
THE PALLADIUM | Worcester | 2 pm | 
“Skatefest” with Big D & the Kids 
Table + Stretch Arm Strong + Juliana 
Theory + Lost City Angels + Days Away 
Folly + Lovedrug + Goodwill + Piebaid 
+ With Honor Roxi Monoxide + Fear 
Nuttin’ Band + Sadaharu + Hero 
Pattern + Sound the Alarm + Banner 
+ Frequency Needs a Mate + Patent 
Pending + Can't Face the Falling Dead 
Hearts + Leftovers + Riverdales + 
Prozac + This Is Hell + Honor Within 
+ Obate + Righteous Jams + Ligeia 
PARADISE LOUNGE | Boston | Cary 
Brothers + Tom McCrae 

PARADISE ROCK CLUB | Boston | 
Ozomatli + Brazilian Girls + World 
Leader Pretend 

PA'S LOUNGE | Somerville | Choo 
Choo La Rouge + In/Out + Jennifer 
O'Conner + So & So + John O’Hara 
PHOENIX LANDING | Cambridge | 
“Boom Boom Room” new wave + 
disco with DJ Vinny 

THE PLACE | Boston | Vj Laptop 

Q | Boston | 9 pm | Dj Profenna 

THE RACK | Boston | 9 pm | “Sound 
Factory” with DJ Brian Roche 
REDLINE | Cambridge | 10 pm | 

DJ Cherry 

RIVER GODS | Cambridge | “For Real, 
2 Reel” Electro, funk, 80s flashback 
with DJs Dali + Ross + Paul 
ROGGIE’S | Brighton | House with DJ 
Marc Farrell 

THE ROXY | Boston | 10 pm | “Show 
Saturdays” 

SCRUFFY MURPHY’S | Dorchester | 
“Party Time” with DJ Jen 
SCULLERS | Boston | Spyro Gyra 
SEA NOTE | Nantasket Beach | 
Renee Austin 

SISSY K’S | Boston | 4 pm | Matt 
Browne | 8 pm | Kevin Kirrane | Up- 
Stairs | “Dance Party” old school and 
new dance with DJ Tom McKenna 
SUGAR SHACK | Boston | Hip hop 
and top 40 with DJ B-Spin 

SUSHI ISLAND | Wakefield | Akiko + 
Steve Heck 

SWEETWATER CAFE | Boston | 

Old and new dance hits with 

DJs KC + Gallo 


THIRSTY SCHOLAR PUB | 
Somerville | DJ Sean 

TOAD | Cambridge | 7 pm | “Greg’s 
Saturday Showcase” | 10 pm | 
Burning Colonels 

TOAST | Somerville | “Sexy Saturday” 
hip-hop, reggae, dance with DJ 9-1 
TOP OF THE HUB | Boston | Bob 
Nieske Trio 

TRATTORIA IL PANINO | Boston | 
‘7os, ‘80s, and ‘90s with DJ Zino | 
progressive, top-4o, club, and inter- 
national with DJ Steve Anderson 
TT. THE BEAR'S PLACE | Cambridge 
| Dear Leader + Emergency Music + 
Sterns + Dan Cray 

21ST AMENDMENT | Boston | DJ 
Sean Daly 

VAPOR | Boston | “Crosswalk” with 
DJs David Skye + M.J. 

VENU | Boston | European disco 
house with DJs Javier + Nico | 
“Mythos” ethnic house and 

Greek sounds with DJ Yorgo 
VERTIGO | Boston | “Vertigo Satur- 
days” hip hop, R&B, house, and 
reggae with Dj Ron Steel 

WALLY’S CAFE | Boston | 9:30 pm | 
Jason Palmer/Warren Wolf Jazz 
Collective 

WESTERN FRONT | Cambridge | 
Hot Like Fire 

WEST STREET GRILLE | Boston | 
Top 40 funk and dance with 

Djs Gabe + Lazee Boy 

WHO’S ON FIRST | Boston |10 pm | 
DJs Garfield + Disciple + Nate 
ZEITGEIST GALLERY | Cambridge | 
Noon-midnight | “Piano Festival” 
ZUZU | Cambridge | “Soul-le-lu-jah” 


SUNDAY 


See Club Directory for phone numbers 
and addresses. 
ABBEY LOUNGE | Somerville | Bad Art 
ARIA | Boston | “Living Room” 
lounge and vocal house 
AVALON | Boston | 10 pm | “Gay Night” 
house with DJs Tedd Elison + Escape 
THE AVENUE | Allston | 

unge Night” 
BILU'S BAR | Boston | “Reggae Sunday” 
BLARNEY STONE PUB | Dorchester | 
“Laid Back Sunday’ 
BLUE CAT CAFE | Boston | DJ Armen 
BOB THE CHEF’S | Boston | io am| 
“Sunday Jazz Brunch” 
BRAVO@THE MFA | Boston | “jazz 
Brunch” with Ronnie Ron Duo 
THE BURREN | Somerville | Front 
Room | 2 pm | “Traditional Irish 
Music” | Back Room | 8 pm | 
“Singer-Songwriter Series” 
CANTAB LOUNGE | Cambridge | 
“Candy's Blues, Jazz & Rock Jam” 
CLARK'S IN FANEUIL HALL | 
Boston | 9 Pound Bag 
CLUB LIDO | Revere | “Viva La Bam” 
with Open:Hand + Fight Paris + 
Disengage 
COSTELLO'S | jamaica Plain | 9 pm | 
James Merenda’s Masked Marvels 
COTTONWOOD CAFE | Boston | D 
Street Band 
DEVLIN’S LOUNGE AND BAR | 
Brighton | “Industry Night” with DJ 
Paul Dailey 
DICK’S LAST RESORT | Boston | 
Mike Tamara 
DODGE STREET BAR & GRILL | 
Salem | Hot Fudge Saturday 
ENCORE | Boston | Dorothy Miller & 
Michael Larson 
THE E ROOM AT THE GOLDEN TEM- 
PLE | Brookline | House and acid jazz 
with DJ Johan Van Cauwenberghe 
THE EXCHANGE | Boston | “Menage 
A Trois” Brazilian dance and 
Eurohouse with DJ Roland 
GRAFTON STREET PUB & GRILL | 
Cambridge | 9 pm | Beantown Project 
GREEN DRAGON | Boston | Grey Spot 
HENNESSY’S | Boston | 
Tom Groleau Band 
HONG KONG AT FANEUIL HALL | 
Boston | “Sinful Sunday” 
JACQUE’S | Boston | “Diamond 
Dunhill’s Drag-Ons Review” 
JEANIE JOHNSTON PUB | jamaica 
Plain | 7 pm | “Open Blues Jam” with 
Bees Deluxe 
JOHNNY D'S | Somerville | 9 am | 
“Jazz Brunch” | 4:30 pm | “Open 
Blues Jam” | 9 pm | “Salsa Dancing” 
with Rumba Na Ma 
THE KELLS | Allston | “(Re)Runnin” 
with Londonboy + G Notorious + 
Jam-2 + Elyte 
KENNEDY’S | Boston | Noon | Julia 
Lloyd 
METROPOLIS | Providence, RI | 
“Industry” uplifting house and 
dance anthems with DJ Rick Naples 


MIDDLE EAST | Cambridge | Upstairs 
| Dufus + Mountain Mojo Authority 
+ Juliete Lloyd + Rathbone | Down- 
stairs | Of Montreal + Management 
MIDDLESEX LOUNGE | Cambridge | 
“The Grooveyard” with DJ Yamin 
MIDWAY CAFE | jamaica Plain | 
“Sunday Night Funk” with Ujamaa 
O’BRIEN’S | Allston | Grief + Adolf 
Satan + Ravage + Hekseri + It Will 
End in Pure Horror 

O’LEARY’S | Brookline | 7:30 pm | 
“Irish Music Session” 

ORLEANS | Somerville | 7 pm | 

“Jazz Session” 

PARADISE LOUNGE | Boston | 
Celso Fonseca 

PHOENIX LANDING | Cambridge | 
10 pm | “Bump” underground 
house with DJs Randy Deshaies + 
the Bump Crew 

PURPLE SHAMROCK | Boston | 
James McKenna Duo 

Q | Boston | “Reggaeton Sunday” 
with DJs Michael Mercado + 

Rip Hernandez 

THE RACK | Boston | 9 pm | 

DJ Mike Janedy 

RIVER GODS | Cambridge | “Action 
Sunday” Punk, garage + rock with 
Dinos + Amy 

SISSY K’S | Boston | Greg Luttrell 
TERRACE LOUNGE | Boston} 8 pm | 
Judith Murray Trio 

TIR NA NOG | Somerville | Ronan 
“Fluffy” Quinn 

TOAD | Cambridge | 7 pm | Kristin 
Cifelli + Austin Nevins | 10 pm | 
“Sunday Night Blues” with Michael 
Dinallo + Steve Sadler + Dean Cas- 
sell + Andy Plaistead 

TOAST | Somerville | 

“Brazilian Night” 

TOP OF THE HUB | Boston | 

Noon | Lee Childs Group | 8 pm | 
Marty Ballou Trio 

TRATTORIA IL PANINO | Boston | 
“International Night” with DJs 
Nino + Antoine + Giulano + Giovanni 
TT. THE BEAR'S PLACE | Cambridge 
| Hold Steady + Love as Laughter + 
Loud Clappers 

VAPOR | Boston | “T-Dance” old 
school house with DJ Danae 

VENU | Boston | “Carnival” Brazilian 
night with DJ Adilson 

VERTIGO | Boston | Caribbean and 
World Beat with DJ Deville 
WALLY’S CAFE | Boston | 4 pm | 
“Jazz Jam Session” with Jason 
Palmer Trio | 9 pm | Wally’s 
Stepchildren 

WONDER BAR | Allston | 9 pm | 
Johnny Horner & Joe McMahon 
Ensemble 

ZUZU | Cambridge | “Central Square 
Hayride: Rockabilly” 


MONDAY 


See Club Directory for phone numbers 

and addresses. 

ABBEY LOUNGE | Somerville | 
Alexis Babini 

AN TUA NUA | Boston | “Ceremony” 
goth & industrial 

AVALON | Boston | 8 pm | Doves + 
Longwave 

AXIS | Boston | 10 pm | “Static” Gay 
night drag show with DJ Adilson 
BELL IN HAND TAVERN | Boston | 
“Tommy’s Jam Session” 

BLUE CAT CAFE | Boston | DJ Armen 
BOSTON ROCKS | Boston | “Martini 
Mondays” 

BRENDAN BEHAN PUB | jamaica 
Plain | “Sonic Ginger” down tempo 
lounge and dub with DJs Martini + 
Ah Dub 

THE BURREN | Somerville | 

Front Room | 10 pm | “Traditional 
Irish Music” 

CANTAB LOUNGE | Cambridge | 

8 pm | “Geoff Bartley’s Open Mic” | 
9:30 pm | Esther’s Angels 

DICK’S LAST RESORT | Boston | 
Nate Watkins 

DODGE STREET BAR & GRILL | 


Salem | “Beverly Hillbillies - 


Open Jam” 

ENCORE | Boston | Clara Lofaro 
Quartet 

ENORMOUS ROOM | Cambridge | 
9:30 pm | Been Wrekt 

THE E ROOM AT THE GOLDEN 
TEMPLE | Brookline | House and 
acid jazz with DJ Johan Van 
Cauwenberghe 

FELT | Boston | “SIN: Service 
Industry Night” 

GREEN BRIAR | Brighton | 

“Irish Seisiun” 

GREEN STREET GRILL | Cambridge | 
“Havana Club Salsa & Rueda Dance” 


HENNESSY’S | Boston | Joe Carson 
HOFFA’S SWISS ALPS | Cambridge | 
9:30 pm | Ensemble Karmacity Jazz 
Project 

THE INDEPENDENT | Somerville | 

7 and 10 pm | “Texas Hold ‘Em Poker 
Tournament” 

LES ZYGOMATES | Boston | Yoko Miwa 
LIZARD LOUNGE | Cambridge | 
Dudley Corporation + Collisions 
MIDDLE EAST | Cambridge | Upstairs 
| Pinocchio Syndrome + Piles + Eure- 
ka Gold + Globs | Corner | “Open Mic 
Night” with Roger Nicholson 
MIDWAY CAFE | jamaica Plain | 
Brian Thomas Croup 

MILKY WAY | jamaica Plain | 9 pm | 
“Acoustic Universe” 

O’BRIEN’S | Allston | Devoid + Fore- 
vers Fallen Grace + Inhale + Full Tilt 
O’CONNOR’S | Boston | Gannon 
Brothers 

PARADISE LOUNGE | Boston | Juliet 
PARADISE ROCK CLUB | Boston | 8 
pm | Nouvelle Vague 

PHOENIX LANDING | Cambridge | 
“Makka Mondays” Hip-Hop and 
Reggae with DJs Voyager :o1 + 
Uppercut 

PURPLE SHAMROCK | Boston | 
Scott Damgaard 

RIVER GODS | Cambridge | “Weekly 
Wax” 

SISSY K’S | Boston | Justin Beech 
TOAD | Cambridge | 7 pm | Shwang | 
10 pm | Tim Gearan Band 

TOAST | Somerville | “Industry Night” 
TOP OF THE HUB | Boston | Marty 
Ballou Trio 

VAPOR | Boston | “Piano Open Mic” 
with Michelle Curry 

VERTIGO | Boston | “The Move- 
ment” deep house, house, and pro- 
gressive with DJ Eric Santangelo 
WALLY’S CAFE | Boston | Jose 
Ramos & the Special Blend 
ZEITGEIST GALLERY | Cambridge | 7 
pm | Pat Gorman | 10 pm | Fringe 
ZUZU | Cambridge | Frank Morey 
Band 


TUESDAY 


See Club Directory for phone numbers 
and addresses. 

ABBEY LOUNGE | Somerville | 
Mainstage | Rooftop Suicide Club + 
Brother Kite | Pubstage | “Rock & 
Roll Social” 

AN TUA NUA | Boston | 10 pm | 
“Lushlife” 80s night 

ARIA | Boston | “One Nation Tues- 
days” hip-hop, R&B, and reggae 
with Dj Chubby Chub 

BLUE CAT CAFE | Boston | Dj “Easy 
on the Eyes” Carrie 

THE BURREN | Somerville | Front 
Room | 10 pm | “Traditional Irish 
Music” | Back Room |7 pm | “Open 
Mic” with Hugh McGowan 
CANTAB LOUNGE | Cambridge | 
Upstairs | 8 pm | “Bluegrass Picking 
Party” with Chatham County Line | 
10 pm | Merry Mac Band | 
Downstairs | 9 pm | “Bluegrass 
Picking Party” 

DICK’S LAST RESORT | Boston | 
Nate Watkins 

DODGE STREET BAR & GRILL | 
Salem | Fats Hammond 

EMBASSY | Boston | 10 pm | “Indus- 
try Night” Hip-hop and R&B with 
DJ Sunone 

ENCORE | Boston | Bobby Femino 
ENORMOUS ROOM | Cambridge | 
9:30 pm | “Soundscapes” with 

Soul + Bradford 

THE E ROOM AT THE GOLDEN 
TEMPLE | Brookline | House and 
acid jazz with Dj Johan Van 
Cauwenberghe 

THE EXCHANGE | Boston | 

Uncle Trouble 

GREEN DRAGON | Boston | 

Dave Leeb 

GREEN STREET GRILL | Cambridge | 
Two Timin’ Three 

HENNESSY'’S | Boston | 

Scott Damgaard 

JOHNNY D’S | Somerville | 

Andy Cohen & Jack Radcliffe 

THE KELLS | Allston | “Totally 80s 
Tuesday” 

LES ZYGOMATES | Boston | 

Dan Tepfer Trio 

LIZARD LOUNGE | Cambridge | 8 pm 
| Ray Mason | 9:30 pm | Amy Correia 
+ Jennifer Glass 

MIDDLE EAST | Cambridge | Upstairs 
| Jason Anderson + Tiger Saw + 
Geoff Farina + Ponies in the Surf | 
Downstairs | Molotov 
MIDWAY CAFE | jamaica Plain | 
Jess Yoakum 
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MILKY WAY | jamaica Plain | “Classic 
Karoake” 

THE MODERN | Boston | 10 pm| 
“Lot 36” Latin house with DJ J.C 
O’BRIEN’S | Aliston | Hot Rod Fury + 
Come Arounds 

PADDY 0’S | Boston | Brian Belcher 
THE PALLADIUM | Worcester | 
Therion + Beyond the Embrace 
PARADISE LOUNGE | Boston | 
“Mash Up” Hip-hop, rock, 80s 
with DJ G-Squared 

PARADISE ROCK CLUB | Boston | 

8 pm | Mike Doughty + Chris Glover 
PHOENIX LANDING | Cambridge 
“Diskocentric” eccentric 

dance music 

PURPLE SHAMROCK | Boston | 

DJ Dana Z 

REDLINE | Cambridge | “Pressure 
Drop Presents Red Lounge” with 
Mr. Rourke 

RIVER GODS | Cambridge | “The 
Good Map” Folk/Psych/Eclectic” 
with Djs Ned + Zeus 

RYLES | Cambridge | Honey Mack 
SCULLERS | Boston | Syncopation 
SISSY K’'S | Boston | Stu Sinclair | 
Upstairs | “In the Biz Hospitality 
Night” top 4o and popular dance 
with Dj Ra-mu 

TOAD | Cambridge | 8:30 pm | Tim 
Gearan | 10 pm | Resophonics 
TOAST | Somerville | “Singularity: 


“IDM, Glitch, Electronic” 


TOP OF THE HUB | Boston | Bob 
Nieske Trio 

TT. THE BEAR’S PLACE | Cambridge 
| Hopewell + Mad Man Films + 
Campaign for Real + Goldrush 
VAPOR | Boston | “Retro Night” 
with DJs Danae + Michael Sheehan 
VENU | Boston | “Mynt” internation- 
al sounds with Dj Adilson 
VERTIGO | Boston | “Defmatch” 
electro-backbeat with Djs 

WALLY’S CAFE | Boston | Wally’s 
Stepchildren 

ZEITGEIST GALLERY | Cambridge | 7 
pm | “Doc Brown's Poetry Theatre” | 
9:30 pm | “Zenarchy Open Mic” 


WEDNESDAY 


See Club Directory for phone numbers 

and addresses. 

ABBEY LOUNGE | Somerville | Main- 
stage | Sad Lives of the Hollywood 
Lovers | Pubstage | Tricycle + JPos 
AVALON | Boston | 8 pm | Umphrey’s 
McGee + Conspirator 

BILL'S BAR | Boston | El Gringo + 
Carla Ryder Band + Eric Denardo 
BLUE CAT CAFE | Boston | Dj Casey 
BRAVO@THE MFA | Boston | 

Ron Poster 

BREEZEWAY BAR & GRILLE | 
Roxbury | Rollins Ross 

CANTAB LOUNGE | Cambridge | 

“Joe Cook’s Blues Jam” 

CAPRICE | Boston | 9 pm | Toussaint 
COMMON GROUND | Allston | “So 
You Want To Be an mp3j?: iPOD 
Playlist Night” 

DICK’S LAST RESORT | Boston | 
Big Time 

DILLON’S | Boston | 8 pm | “Drinking 
Liberally: Democratic Drinking Club” 
DODGE STREET BAR & GRILL | 
‘Salem | “Wicked Hawt Wednesday 
Showcase” 

ENCORE | Boston | Stacy Baker & 
Brian Nash 

ENORMOUS ROOM | Cambridge | 
9:30 pm |“Heavy Dread” with DJ 
Mad Skim 

THE E ROOM AT THE GOLDEN 
TEMPLE | Brookline | House and acid 
jazz with DJ Johan Van Cauwen- 
berghe 

EUROPA | Boston | 10 pm | “Surge 
Alternative Night” 

THE EXCHANGE | Boston | “Explode 
Wednesday” with DJ Luca 

FELT | Boston | “Boogie Nights” 
with DJ Bruno | “Video Studio Party: 
XYTV” 

FIRE + ICE | Boston | 8 pm | “Open 
Mic Night” 

FLAT TOP JOHNNY'S | 6 pm | “iPod 
Riot Big Battle” | 10 pm | “Wednes- 
day Night Fez” 

THE GOOD LIFE DOWNTOWN | 
Boston | “Rat Pack Karaoke” 

GREAT SCOTT | Allston | “Black Out 
Bar” with DJ Mark V Makers + Rock 
& Roll Soldiers + Shotbaker 

GREEN DRAGON | Boston | Scott 
Damgaard 

GREEN STREET GRILL | Cambridge | 
DJ World Unite 

HENNESSY'’S | Boston | Grey Spot 
JOHNNY D’S | Somerville { 

Ben Monder 


THE KELLS | Allston | “Get Over the 
Hump” hip-hop, house, and dance 
with DJ Doc 

LES ZYGOMA‘ES | Boston | 

“Salsa Night” 

LIZARD LOUNGE | Cambridge | 

8 pm | Aaron Shadwell | 9:30 pm | 
Christian McNeill Band 

LUCY'’S | Brookline | 8 pm | Brass Roots 
METROPOLIS | Providence, RI | UK 
progressive, tribal, techno, and 
deep house with DJs Hoska + Cliff 
MIDDLE EAST | Cambridge | Upstairs 
| Portastic + Mary Timony + Tene- 
ment Halls | Downstairs | Deerhoof 
+ Numbers + Limited Express 
MIDWAY CAFE | Jamaica Plain | 
“Musk Electrodisco Dance Party” 
MILKY WAY | Jamaica Plain | “The 
Basement” punk, new wave, dark 
wave, and 70s New York Style with 
Dj Boo Boo 

NEWS | Boston | 5:30 pm | DJ Jay 
Prouty 

O’BRIEN’S | Allston | “Get Smart” 
Motown hits, Jamaican oldies, 
northern soul, and Trojan reggae 
with Mile 21 

ORLEANS | Somerville | “Slow Mo” 
with DJ Mona 

PADDY 0’S | Boston | Buzz 
PARADISE LOUNGE | Boston | 
“NEMO Songwriting Competition 
Finals” 

PARADISE ROCK CLUB | Boston | 8 pm 
| Casey Desmond + Valerie Forgione 
PA’S LOUNGE | Somerville | Adam 
Sloan Trio + Cloud Cult + Tijuana 
Hercules + Tony Reeks of the Crave 
PHOENIX LANDING | Cambridge | 
“Recycle” with DJs Pat Fontes + Shu- 
man + Mike Walsh 

THE PLACE | Boston | Diana Karthas 
THE PLAYGROUND | Cambridge | 
“Open Mic” 

PURPLE SHAMROCK | Boston | 
Peter Gross 

Q| Boston | “Violations” 

THE RACK | Boston | 9 pm | DJ Ricky 
RAMROD | Boston | “Twitch” new 
wave, goth, industrial with DJ Mac 
REDLINE | Cambridge | 9 pm | 

Dj Turbo 

REEL BAR | Allston | “Collective 
Wednesday” with DJs Cristin + Jay 
+ Patrick + lan 

REMINGTON’S | Boston | 8:30 pm | 
Al Vega Trio + Johnny Souza 
RENDEZVOUS | Waltham | 9 pm | 
“Wednesday Night Open Mic” 
RIVER GODS | Cambridge | “Primi- 
tive Sounds” with Jason Beek + PJ 
Eastman + Julia Jefferies + Whoa! 
Man! Jesus! 

THE ROXY | Boston | Bruisers + 
Casualties + Ducky Boys + Tommy & 
the Terrors 

RYLES | Cambridge | Tami Machnai 
SCULLERS | Boston | Jack Donahue 
SERAFINA | Concord | 6:30 pm | Paul 
Broadnax + Nathalie Marsh 

SKY BAR | Somerville | “Dubplate 
Culture” dancehall/jungle with Djs 
RXM + Mr. Matt + Gil-T + DJs C + Flack 
SUGAR SHACK | Boston | Hip-hop 
and top 40 with DJ Ren Justice 
TERRACE LOUNGE | Boston | 7:30 
pm | Silvard Kool 

TOAD | Cambridge | 7 pm | Nell 
Bryden | 10 pm | Rebecca Pronsky + 
Kate Klim 

TOAST | Somerville | “Gay Night” 
TOMMY DOYLE’S | Cambridge | 
“Open Mic” with Will Daily 

TOP OF THE HUB | Boston | Bob 
Nieske Trio 

TRATTORIA IL PANINO | Boston | 
“Greek Night” 

T.T. THE BEAR’S PLACE | Cambridge 
| Clap Your Hands Say Yeah + 

Dr. Dog + Tom Thumb & Later 

Day Saints 

VAPOR | Boston | Latino night with 
Dj Adilson 

VERTIGO | Boston | “Anitya” 
psy-trance with Djs Dino + 
Mathwin + Dave Henshaw with 
special guests 

WALLY’S CAFE | Boston | Wally’s 
Stepchildren 

ZEITGEIST GALLERY | Cambridge | 7 
pm | Jarrett Cherner Trio | 10 pm | 
“Gill's Wednesday Night Jam” 
ZUZU | Cambridge | Terra Naomi 


THURSDAY 

See Club Directory for phone numbers 

and addresses. 

ABBEY LOUNGE | Somerville | Main- 
stage | “New England Pop Music Fes- 
tival” with Heavy Stud + Scamper + 
Montgomerys + Static of the Gods + 
Pome Max Heinegg 


AN TAIN | Boston | 5 pm | DJ Keith 
AN TUA NUA | Boston | 9 pm} 
“Thursday Night Live” with Dj G 
Squared 

ARIA | Boston | NYC hip-hop with 
guest Djs 

THE AVENUE | Allston | 7 pm | 
“Acoustic Pop” with Will Daly | 9 
pm | “Dance Your Ass Off” DJ Hoff 
AXIS | Boston | 10 pm | Dj Nailz + 
Tasty + Taner K spinning vocal and 
progressive house 

BLARNEY STONE PUB | Dorchester | 
80s and today with Dj Scorch 

BLUE CAT CAFE | Boston | Dj Casey 
BOSTON ROCKS | Boston | 5 pm 
“After Work Thursday” 
BRAVO@THE MFA | Boston | 

Ron Poster 

BREEZEWAY BAR & GRILLE | 
Roxbury | Serious Bizness 

BUCK MULLIGAN’S | West Roxbury | 
R&B and commercial dance with 

Dj George 

THE BURREN | Somerville | Front 
Room | 10 pm | “Traditional Irish 
Music” | Back Room | 10 pm | 
Swinging Johnsons 

CANTAB LOUNGE | Cambridge | 
Chicken Slacks 

COMMON GROUND | Allston | “Love 
Night” 80s, all vinyl with Dj Brian 
DEVLIN’S LOUNGE AND BAR | 
Brighton | “Chart & Dance” with 

Dj Doc 

DICK’S LAST RESORT | Boston | 
Classic Trax 

DODGE STREET BAR & GRILL | 
Salem | Move Over 

EMBASSY | Boston | “The Glam- 
orous Life” hip-hop & electro party 
with DJs Susan Esthera + Aphrodite 
ENCORE | Boston | Michelle Currie 
ENORMOUS ROOM | Cambridge | 
9:30 pm | “Grown Folks Party” with 
7L + Tall Matt + Beyonder 

THE E ROOM AT THE GOLDEN TEM- 
PLE | Brookline | House and acid jazz 
with Dj Johan Van Cauwenberghe 
EUROPA | Boston | “Twilight 
Thursday” Progressive, trance, 
techno with DJs Justin Carr + 

Matt Villa 

THE EXCHANGE | Boston | “Heaven 
& Hell” house and hip-hop with Djs 
Chaos + Mr. Aru 

FELT | Boston | “True Music Thursday” 
with LABB + Amusia 

FOUNDATION LOUNGE | Boston | 
70s, 80s, funky disco, motown with 
Dj Edward Grant Stuart 

GREEN BRIAR | Brighton | Dj JFK 
GREEN DRAGON | Boston | Spitting 
Vinnies 

GREEN STREET GRILL | Cambridge | 
10:30 pm | “Afro-pop Reggae High 
Life” with Joh Camara & Jama-Jigi 
HANNAH'S | Somerville | Reggae 
and house with guest DJs 
HARPERS FERRY | Allston | 
Spiritual Rez 

HENNESSY’S | Boston | Me & Julio 
HOFFA’S SWISS ALPS | Cambridge | 
10 pm | Boston Afro-Beat Society 
HONG KONG AT FANEUIL HALL | 
Boston | “Hip-hop Thursday” 

HONG KONG | Cambridge | Main- 
stream, house & Reggae with DJ Bob 
JACOB WIRTH RESTAURANT | 
Boston | 6 pm | Clay Brown Trio 
JASMINE & KENDALL LOUNGE | 
Cambridge | 9:30 pm | Dan Tepfer Trio 
JOHNNY D’S | Somerville | Weepies 
JOSE MCINTYRE’S | Boston | Up- 
stairs | DJ John Tringall | Downstairs 
| Me & Julio 

THE KELLS | Allston | “Fun House” 
with Djs Edgar + Mike Cioscia 
KIRKLAND CAFE | Somerville | 
Highway + Com’on Man + After 
Hours Band + David Thorne Scott 
LES ZYGOMATES | Boston | April 
Hall Trio 

LIZARD LOUNGE | Cambridge | 

8 pm | Bowman 9:30 pm | Bourbon 
Princess + Temper + Jennifer 
Matthews Band 

LOBBY LOUNGE AT THE HYATT 
REGENCY | Boston | 5:30 pm | 

Andy Baer Quartet 

MACHINE | Boston | “Transport” 
with DJ Jason Taylor 

MANTRA | Boston | 10:30 pm | 
“Mantra Thursday” Djs spin eclectic 
international, vocal house, & hip-hop 
MARQUEE | Boston | “Turn It Up 
Thursday” 

MIDDLE EAST | Cambridge | Upstairs 
| Freefall + Chimp Simple + Say 
When + Sidewalk Driver 

MIDWAY CAFE | jamaica Plain | 
“Women’s Dance Night” with Dj 
Mozz & Queeraoke 


MILKY WAY | Jamaica Plain | 
“Aquanet Dance Party” 80s, old 
school hip-hop, funk, and soul with 
Djs Casey + CTO + Frank White + 
Tommee + Knife + Paul Foley 

THE MODERN | Boston | 10 pm 
“Soma” with DJ Omar 

O’BRIEN’S | Allston | Antler + Radar 
Eyes + Creat Day for Up 

ORLEANS | Somerville | DJ Ren Justice 
PARADISE LOUNGE | Boston | 6 pm| 
Jorane | 9 pm | “Reggae Paradise” 
PARADISE ROCK CLUB | Boston | 

8 pm | Apocalyptica 

PA'S LOUNGE | Somerville | + 
Whistlejacket + Graham Isaacson + 
Holding Room 

PHOENIX LANDING | Cambridge | 
“Elements” drum ‘n bass with Djs 
Crook + Lenore + MDoc 

PURPLE SHAMROCK | Boston | Dj 
Flanagan with musical guest Jim 
Plunkett 

Q | Boston | “Hawaiian Tropic 
Model Search” 

THE RACK | Boston | DJs Massi + 
Mike Pardi 

REDLINE | Cambridge | 10 pm | 
“Reunion Thursday” with NPG 
All-Stars 

RIVER GODS | Cambridge | “The 
Sound Your Eyes Can Follow” with 
Jon Whitney 

ROGGIE’S | Brighton | Lounge | Tribal 
House and Break beat funk with Dj 
Jonathan Theory 

THE ROXY | Boston | 10:30 pm | 
“The Latin Quarter” with special 
guest Djs 

SCULLERS | Boston | Terrence 
Blanchard 

SEA NOTE | Nantasket Beach | 
Pemberton All Stars 

SISSY K’S | Boston | Justin Beech | 
Upstairs | popular dance with 

Dj Deja 

SUGAR SHACK | Boston | “College 
Night” with Dj B-Spin 

TERRACE LOUNGE | Boston | 7:30 
pm | Eric McFadden 

TIR NA NOG | Somerville | Ronan 
“Fluffy” Quinn 

TOAD | Cambridge | 7 pm | Holy 
Ghost | 10 pm | Starhick 

TOAST | Somerville | “Ladies Night” 
house, trance, techno with DJ 9-1 


TOP OF THE HUB | Boston | Bob 
Nieske Trio 

TRATTORIA IL PANINO | Boston | 
“Young Professionals Club” 

THE BEAR'S PLACE | 
Cambridge | Athlete + Working Title 
+ Radka 

21ST AMENDMENT | Boston | DJ 
Sean Daly 
VAPOR | 8 


yn |“MOCCA” hip hop 
h DJs KC + Ron Steel 


and R&B w 

VENU | Boston | NYC house with Dj 
Nailz | “ISE-O spa” with DJ Tasty 
VERTIGO | Bost “Diversify 


Thu | house with 
Dj Fran | UK hard house and pro 
gressive trance with DJs JL 
Tek + Catatonic and 
WALLY'S CAFE | Bos 
Mela Quintet 
WESTERN FRONT | Cambridge 
Soulfire 

WEST STREET GRILLE | Boston | 
“Late Night Lounge” 

ZEITGEIST GALLERY | Cambridge | 7 
pm | “Women in Film & Video/New 
England” | 9:30 pm | “Night of the 
Living Hammond B3's” 


Francisco 


Wed Thur, Sept 7-8 


KURT 


COMEDY 


THURSDAY 


See Club Directory 
and addresses 
BEANTOWN COMEDY VAULT 
Boston | “Boston Attitude” witt 
Creg Howell 
CANTAB LOUNGE | Cambridge 
8 pm | “Tribe Improv 
COMEDY CONNECTION 


Boston | 8:30 pm 


Santos 

COMEDY STUDIO e 
Dan Sally Show” 

Perrera + Brian Freer + Creg 


Rodrigues + Dan Hirsh + Am 
Tee Noah Carfinkle + Dave 
Thompson + Pat Boccuzzi + 
Professor Bromberg 

GRAND CANAL | Boston 
“Battle of the Comedians: Open 
Mic Comedy Night” 

Continued on p 22 


SYNCOPATION 


Wed, Sept 
New “Strange Weather” 


JACK 
DONAHUE 


LOWWW.NEST2005.COM FOR MORE INFO 


NORTHEAST STICKS TOGETHER 200 


CONTESTS. BATTLES. BULLSHIT. 
JUST GOOD BANDS HAVING FUN AND PLAYING 
BECAUSE WE’RE ALL THIS TOGETHER 
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Monde thru Th day; 10: 


Friday and 


SOMERS 


Boston’ Premier irish Pubs 


Paddy 


33 Union St. + Boston 
617.263.7771 


Fri Sept 9th: 
Hot House Flowers 
Sat Sept 10th: 
Last Laugh 


Grand Canal 


57 Canal St. + Boston 
617.523.1112 


The Grand € ‘anal 


Fri, 9th: Grey Spot 
Sat, 10th: Dick ‘n Jane 


Mr. Dooley’s 
Boston Tavern 


77 Broad St. * Boston 
617.338.5656 


Friday 9th: 
Maxi 
Sat, 10th: 
Patsy & Tony 


Green Dragon 
Tavern 


11 Marshall St. Boston 
617. 4972 


Sun, Tith: Grey spot 


Hennessey’s 
Pub 


2 Union St. Boston 
617.742.2121 


somersirishpubs.com 


grills 


ston Phoenix 


Boston Gic bbe 


hypiptic b 


THURSDAY SEPTEMBER 8 


PHIX 


CELEBRATING THE MUSIC OF PHISH 
W/ FUNGUS AMONGUS 


rock 
SMORGASBORD 
BRETT ROSENBERG 


SATURDAY SEPTEMBER 


SPOOKIE DALY PRIDE Friday, Sept. 
W/THE BRAKES 


“MICHIGAN 


TUESDAY SEPTEMBER 
CARMEN’S CONDITION BLACKSNAKE 
FORMERLY SOUTH STREET BAND ALLYSSA JONE 
Saturday, Sept. 


THE FOOLS 
Sunday, Sept. 


BLUES JAM MEN 
4:30- 8:30 
THURSDAY, SEPTEMBER 18+ 
SPIRITUAL REZ with Live Salsa band 


(CD RELEASE) Lessons Dance part 


Monday, Sept. 
literary open mic 
Grub Street preaeuts 


RIOT ACT 
SUNDAY SEPTEMBER Team trivia STUMP! 9:00 
HIP HOP ANONYMOUS Tuesday, Sept. 
W/DJ SHAME, HOSTED traditional folk blues 
AFRODZAK FROM THE ECLECTIC ANDY COHEN 
JACK RADCLIFFE 
COLLECTIVE, HOOD OFFICIAL, Wednesday, Sept. 
HONORABLE MENTION progressive jazz from 
‘TUESDAY SEPTEMBER BEN MONDER 
Thursday, Sept. 
WEDNESDAY SEPTEMBER 
THE WEEPIES 
CONTRUDA Friday, Sept. 
SUPERHONEY 
THE PONYS 
SATURDAY SEPTEMBER GORDON BENNETT 
ING SOON: 


31- Will the Rivals 


WWW.JOHNNYDS.COM 


SERVING DINNER TUES-SAT 
JAZZ BRUNCH SAT & SUN 


: HOLLAND ST. DAVIS SQ. ‘SOMERVILLE 
ACROSS FROM DAVIS RED LINE. 


ANFO: 617-776-2004 
CONCERT LINE: 617-776-9667 


Continued from p 21 

IMPROV ASYLUM | Boston | 

8 pm | “Summer in New England” 
| 9:45 pm | “NXT: Up & Coming 
Talent” 

IMPROVBOSTON THEATRE | 
Cambridge | 8 pm | “UnNatural 
Selection” 10 pm | “The Great and 
Secret Comedy Show” 

NICK'S COMEDY STOP | 

Boston | 8:30 pm | Jessica Casciano 
+ Ben B 

TRIBE THEATRE Boston | 8 pm | 


he Tribe Presents” 


FRIDAY 

BEANTOWN COMEDY VAULT | 
Boston | “Boston Attitude” with 
Mike Whitman 

COMEDY STUDIO | Cambridge | 
Sue Burton + Chrissy Kelleher + 
Walsh Bros + Peter Dutton + Greg 
Thibideu John Lincoln + Steve 
Donovan + Charlie Hatton + 

Eric Cheung 

CUTLER MAJESTIC THEATRE | 
Boston | 8:30 pm | Lewis Black + 
Tony V + Jim McCue + Mike Wilmot 
+ Lynne Koplitz 

IMPROV ASYLUM | Boston | 

8 and 10 pm | “Summer in New 
England” | Midnight | “Punch 
for Punch” 

IMPROVBOSTON THEATRE | 
Cambridge | 8 pm | “Cirls’ 

Night Out” | 10 pm | 

“Theatre Sports” 

NICK’S COMEDY STOP | Boston | 
8:45 pm | Mark Riley + Jessica 
Casciano + Dan Hirshon 

TRIBE THEATRE | Boston | 8 pm | 
“First Kiss” with the Tribe 


SATURDAY 
BEANTOWN COMEDY VAULT | 
Boston | “Boston Attitude” with 
Mike Whitman 

COMEDY STUDIO | Cambridge | 
Peter Dutton + Greg Thibideau + 
Ken Reid + Anthony Spencer + 
Rebecca Anderson Seth Earley + 
Steve Donovan + Charlie Hatton 
CUTLER MAJESTIC THEATRE | 
Boston | 8:30 pm | Lewis Black + 
Alonzo Bodden + Kevin Knox + 
Don Gavin + Jim McCue 
IMPROV ASYLUM | Boston | 

8 +10 pm | “Dangerous Words: 
The Best of the Improv 

Asylum Midnight | “The 
Midnight Show” 
IMPROVBOSTON THEATRE | 
Cambridge | 6 pm | 
“ImprovBoston Family Show | 
8 and 10 pm | “ImprovBoston 
Mainstage” 

NICK’S COMEDY STOP | Boston | 
8:45 pm | Mark Riley + Jessica 
Casciano + Dan Hirshon 
NICK’S MAUI | Brockton | 9 pm | 
John Joyce + Owen Bonus + 

Joe Wong 


SUNDAY 

BEANTOWN COMEDY VAULT | 
Boston | “Open Mic Night” with 
Jim Lauletta 

CHARLES PLAYHOUSE | 
Boston | 8 pm | “Comedy Fiasco” 
COMEDY CONNECTION | 
Boston | “Comedy Revolution” 
with Patty Ross + Steve 
Guilmette + Paul D'Angelo + 
Mygq Kaplan + Creg Boggis 

EJ Murphy 

COMEDY STUDIO | Cambridge | 
“Erin Judge Presents” with Todd 
Sharek + Mary Beth Cowan + 
Arielle Goldman + Joe Spinale + 
Creg Howell JJ Leslie + Taylor 
Connelly + Eric Riley Moore + 
Tom Liszanckie 

EMERALD ISLE | 

Dorchester | 8 pm | “Big Funny 
Sunday” with Corey Manning + 
Chris Tabb 

IMPROV ASYLUM | Boston | 

8 pm | “Comedy on the Edge” 
with Bob Gautreau + Amy Tee + 
Ellen Moschetto 
IMPROVBOSTON THEATRE | 
Cambridge | “Sergeant Culpepper 
Memorial Improvisational 
Jamboree” 


MONDAY 


BEANTOWN COMEDY VAULT | 
Boston | “Dick Doherty’s Gun- 
slingers: Full Contact Comedy” 
CHARLES PLAYHOUSE | Boston | 
“Boston Comedy Festival Prelimi- 
nary Contest” with Jim Lauletta + 
Mary Kennedy + Chance Langton + 
Dan Sally + Peter Dutton Chris 
White + Andy Hendrickson + Deb 
Farrar-Parkman + Maria Walsh + 
Willis Franky Cramer 

COMEDY CONNECTION | Boston | 
8 pm j “Amateur Showcase” with 
Kevin Knox 

IMPROV ASYLUM | Boston | 8 pm | 
“College Improv Championships” 
KENNEDY'S | Boston | “Comedy 
Night” 


TUESDAY 

BEANTOWN COMEDY VAULT | 
Boston | “Boston Comedy Festival 
Contest Preliminary” with Jim 
Lauletta + Nathan Trenholm + Mike 
McCarthy + Keith Alberstadt + Todd 
Andrews Joe Wong + Mary Beth 
Cowan + Al Jackson + Tim Pulnick + 
Larry Norton Joe Kubinec + Eric 
Handler + Rob O'Reilly 

COMEDY CONNECTION | Boston | 
“Comcast Comedy Spotlight 


WEDNESDAY 
BEANTOWN COMEDY VAULT | 
Boston | “Boston Comedy Festival 
Contest Preliminary” with Dylan + ~ 
Mandlson + Rick Younger + Mike 
Green + Jeremy Schachter Mindi Fay 
+ Jesse Joyce + Matt Soni + Pretty 
Paul Parsons + Sammy Sugar Jay 
Hewlett + Mark Serritella + Eric 
Schwartz 

COMEDY CONNECTION | Boston | 
“Comcast Comedy Spotlight” with 
Ryan Hamilton 

COMEDY STUDIO | Cambridge | Jeff 
Rosenspan + Evan Monsky + Kevin 
Neales + Drew Spangler + Jen Grif- 
fith Paul Day + Paul Keenan + Mike 
Whitman + Derek Gerry + Dave 
Crabiner 

EMERALD ISLE | Dorchester | 8 pm | 
“Open Mic” with Rich Custus 
IMPROV ASYLUM | Boston | 8 pm | 
“Dangerous Words: The Best of the 
Improv Asylum” | At 9:45 pm | 
“Sketchshop” 

IMPROVBOSTON THEATRE | Cam- 
bridge | 8 pm | “Hump Fringe Show” 


THURSDAY 

BEANTOWN COMEDY VAULT | 
Boston | 8 pm | “Boston Comedy Fes- 
tival Contest Preliminary” with 
Franky Cramer + Tom Simmons + 
Leif Syving + Amy Tee + Lamont Fer- 
guson Josh Blue + Korte Yeo + Mari- 
no Rodriguez + Erin McGuirk + Den- 
nis Piper Erik Riley + Dana Eagle + 
Felipe Esparanza 

CANTAB LOUNGE | Cambridge | 8 
pm | “Tribe Improv” 

CHARLES PLAYHOUSE Boston | 
“Larry Lee Lewis Comedy Blues 

Jam Fest” 

COMEDY CONNECTION | Boston | 
8:30 pm | “The R-Rated Hypnotist” 
Frank Santos 

COMEDY STUDIO | Cambridge | 
“Dan Sally Show” with Bill Camp- 
bell + Jan Flanagan + Kris Earle + 
Myq Kaplan + Josh Gondleman El- 
isha Yaffe + Steve Caiechman + 
Michael Z 

GRAND CANAL | Boston | “Battle of 
the Comedians: Open Mic Comedy 
Night” 

IMPROV ASYLUM | Boston | 8 pm | 
“Summer in New England” | At 9:45 
pm | “NXT: Up & Coming Talent” 
IMPROVBOSTON THEATRE | Cam- 
bridge | 8 pm | “UnNatural Selection” 
|10 pm | “The Great and Secret Com- 
edy Show” 

NICK’S COMEDY STOP | Boston | 
8:30 pm | Rick Younger + Mike Yard 
+ Laeighann Lord + Walli Collins + 
Mark Theobald Dean Edwards 
TRIBE THEATRE | Boston | 8 pm | 
“The Tribe Presents” 


CONCERTS 


THURSDAY 

TADD ALLMAN-MORTON + JEFF VON 
WALD + THE WILLIE SORIDILLO 
TRIO | 6 pm | Old South Church, 645 
Boylston St, Boston | Free | 617.536.1970 


AMUSIA + THE PRODUCT | s pm | 
MIT, Stata Amphitheater, 32 Vassar 
St, Cambridge | Free | 617.253.9821 
SUFJAN STEVENS + LAURA VEIRS 
| 8 pm | Somerville Theatre, “ 
55 Davis Square, Somerville | $16 |” 
617.625.4088 


FRIDAY 

BLACK DICE + SAM JAYNE | 7:30 
pm| Museum of Fine Arts, 465 
Huntington Ave, Boston | $15 | 
617.369.3306 

RICHIE HAVENS | 7:30 pm | 
Boarding House Park, Lowell | $10 | 
978. 275.1783 

KARIM NAGI MOHAMMED + 
GEORGE RUCKERT + LAMINE 
TOURE + TITO AYALA | 8 pm | 
MIT, Kresge Hali, 48 Mass Ave, 
Cambridge | $20, $15 for students, 
seniors | 617.825.4995 
MARIANNE SOLIVAN + 

CHUCK GABRIEL + ISSI ROZEN + 
ANDREAS BRADE | 6:30 pm | 
Boston Center for the Arts Plaza, 
539 Tremont St, Boston | Free | 
617.426.1522 

TAYLOR HO BYNUM ENSEMBLE + 
HALVORSON/PAVONE DUO | 

8 pm | Artists-at-Large Gallery, 6 
Webster St, Hyde Park | $10 | 
617.276.3223 


SATURDAY 

ANNUAL BANJO & FIDDLE 
CONTESTS | noon | Boarding 
House Park, Lowell | Free | 
978.275.1783 

GADHON | chamber music of Java | 
8 pm | Tufts University, Adiekman 
Arts Center, 40 Talbot Ave, Medford 
| Free | 617.627.4042 

MAZEN KERBAJ | 8 pm | Art 
Interactive, 130 Bishop Allen Dr, 
Cambridge | $7 | 617.498.0100 
LURA | 8 pm | Berklee Performance 
Center, 136 Mass Ave, Boston | $22- 
$28 | 617.876.4275 

REBECCA PARRIS | 8 pm | Newton 
South High School, 140 Brandeis 
Rd, Newton | $18, $10 for students | 
781.237.1917 

RHYTHMS OF PEACE | 7:30 pm | 
Payson Park Church Hall, 362 
Belmont St, Belmont | Donations 
accepted | 617.484.1542 
WACHUSETT MOUNTAIN 
MUSICFEST | with Sam Kininger + 
Waltham + Ryan Montbleau + 
Uncle Billy’s Smokehouse | noon-6 
pm | Wachusett Mountain, 499 
Mountain Rd, Princeton | $18 | 
978.464.2300 


SUNDAY 

PADMINI RAO + NITIN MITTA | 4 
pm | MIT, Wong Auditorium, 2 
Amherst St, Cambridge | $18, $10 for 
students | 617.258.7971 

RONAN TYNAN | 4 pm | 

Performing Arts Center, 

Barnstable High School, 

744 West Main St, Hyannis | $48- 
$150 | 508.833.4004 

WACHUSETT MOUNTAIN 
MUSICFEST | with john Mayall 

& the Blues Breakers + Sean Costello 
+ Johnn A + the Art Steele Blues “ 
Band + the Mohegan Sun Allstars | 
noon-6 pm | Wachusett Mountain, 
499 Mountain Rd, Princeton | $30 | 
978.464.2300 


MONDAY 

MY AMERICAN HEART + 
PARAMORE + THEREFORE | AM + 
LANNEN FALL + JUST SURRENDER 
| 5:30 pm | ICC, 557 Cambridge St, 
Allston | $10 | 781.395.1732 


TUESDAY 

AMICI FOREVER | 7:30 pm | 
Berklee Performance Center, 136 
Mass Ave, Boston | $39-$50.50 | 
617.931.2000 


WEDNESDAY 

SEU JORGE | 7:30 pm | Museum of 
Fine Arts, 465 Huntington Ave, 
Boston | $25 | 617.369.3306 

STEVE LATNER | 8 pm | Artists-at- 
Large Gallery, 6 Webster St, Hyde 
Park | $5 | 617.276.3223 


THURSDAY 
JACK JOHNSON + ANIMAL LIBERA- 
TION ORCHESTRA | 7 pm | Camp- 
enelli Stadium, 1 Lexington Ave, 
Brockton | $35 | 508.559.7070 

SIGUR ROS | 7:30 pm | Opera 
House, 539 Washington St, Boston | 
$29.50-$35 | 617.931.2000 


THE FLY-AGARIS SKY, 
Sat, 10th: Red Square 
UPCOMING Sept. 21- Susan 
WALTHAM Sept. 22- Andy Brown 
0/8 — VINYL W/SAM KININGER BAND Sept. 27- Rosheen 
Fri, Oth: Fast Times 1/17 DIRTY BRASS BAND 
Sat, 10th: Incadence ZILLA FEATURING MICHEAL TRAVIS 
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THE BOSTON 


NINTENDOGS 
HAPPINESS 
WARM PUPPY 


BOSTON FILM FESTIVAL 


PLAY PLAY 


Boston’s most complete theater listings 


September 
MUSIC FILM 


Searching for the 
Wrong-Eyed Jesus 
Sat, Sep 10, 12:10 

through Southern roots music. 


Touch the Sound 
Sat, Sep 10, 1:45 
Portrait deaf percussionist. 


Rhythm It! 
Sun, Sep 11, 3:30 
Teens choreograph Rite Spring. Murmur the Heart 


Celso Fonseca Perform Live 


One day with small-town students. 
Purchase your copy "Rive Gauche Rio" and The White Sound revoir les 
Fri, Sep 16, Sun, Sep 11, 1:30 


Schizophrenia emerges young man. Boyhood occupied France. 


Celso Fonseca once again 
soulfully revisits the very roots 


The seductive ARGENTINEAN The Fire Within 
with such classic artists CINEMA playboy swings towards despair. 
Gilberto Gil, Marisa Monte and Felicidades 


the most exciting voices Christmas Eve coincidences. ARTI STS PRESENT 
with Oscar-winning composer FILMS Parallel Lines 

Zazie the Metro Fri, Sep 16, 
See Fonseca Live Sat, Sep 10, 10:30 Post 9/11 road trip. 
the Paradise Lounge Girl’s comedic urban adventure. 


Sunday, Sept 11th 


Title On Sale 9/6-9/18 For more info, call MFA Film Program is sponsored The media 
617-369-3770 or visit by sundance 


www.mfa.org/film 


Museum Fine Arts, Boston 617-267-9300 


Produced the Bank Collective collaboration 


Blues Foutival in supported in part by @ grant usrtitters 
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THURSDAY 


BOOKS 

AIMEE BENDER (The Girl the 
Flammable Skirt) blends the 
quotidian and the quixotic 
in her new collection of 
short stories, Willful Creatures 
(Doubleday). Populated by 
pots potato babies, pump- 
kin heads, and a minuscule 
man kept as a pet in a cage, 
Bender’s stories are sinister 
fairy tales, modern-day fa- 
bles, the fantastic leaps 
grounded in a recognizable 
— if menacing — reality. 
She reads from her work at 
Newtonville Books, 296 
Walnut St, Newton 7:30 
pm | free | 617.244.6619. 


FRIDAY 


FILM 

Remember The Exorcist? So 
does Scott Derrickson, 
whose THE EXORCISM OF EMI- 
ROSE the fact-based 
story priest put trial 
after a girl dies during an 
exorcism. Laura Linney, 
Campbell Scott, and Tom 
Wilkinson star. Remember 
Lethal Weapon? So does Flubber 
auteur Les Mayfield, whose 
THE MAN pairs special 
agent Samuel Jackson 
with doofus salesman Eu- 
gene Levy for a high-profile 
investigation. Remember 
Ordinary People? So does direc- 
tor Lasse whose 
UNFINISHED LIFE an- 
other tony melodrama 
about single mother who 
moves in with her es- 
tranged father-in-law. Jen- 
nifer Lopez and Robert Red- 
ford star. How about French 
cinema? Director Eléonore 
Faucher brings it back to 
mind with BRODEUSES|SE- 
QUINS, which pregnant 
teenager bonds with 
woman grieving over her 
dead son. And does anyone 
remember the BOSTON FILM 
FESTIVAL? The trimmed- 
down 2005 edition opens 
with TOUCHED, a locally pro- 
duced love story starring 
Jenna Elfman as a nurse 
who helps patient (Ran- 
dall Batinkoff) recover from 
a stroke. Elfman, Batinkoff, 
and director Timothy Scott 
Bogart will attend the 
screening. 


THEATER 

The impossibly clever Tom 
Stoppard has a sentimental 
side, proved THE REAL 
THING, which the Hunting- 
ton Theatre Company re- 
viving. Love, marriage, 
adultery, and some razor- 
sharp badinage get batted 
around in the 1982 comedy 
drama, which is at the Boston 
University Theatre, 264 
Huntington Ave, Boston | 
through October 9 | $15-$70 | 
617.266.0800. And you think 
paying pee can’t the 
subject of an award-winning 
Broadway musical, think 
again. The subversive URINE- 
TOWN won 2002 Tonys for Best 
Book and Best Score, and it’s 
the Lyric Stage Company 
Boston, 140 Clarendon St, 


EVE DESTRUCTION 
THURSDAY-SATURDAY Based 
texts from the notebooks 
out-of-the-box theater 
artist Richard Foreman, 
Destruction combines video 
projections and original 
soundtrack with vampire 
story the edge war 
zone.” Directed Boston- 
based Caleb it’s 
Devanaughn Theater the 
Piano Factory, 791 Tremont St, 
Boston through September 


Destruction 


Boston through October 
$22-$47; $10 student rush 
617.437.7172. 


SATURDAY 


ART 

Arno Rafael Minkkinen, a 
Finnish-American artist, 
has been photographing 
himself naked in nature 
since the early 1970s. In 
these surreal images, which 
are not manipulated outside 
the artist’s own extreme 
physical contortions, 
Minkkinen melds his own 
form with the landscape 
woodlands, snowdrifts, sand 
dunes ways that come 


to evoke the physical feats of 
enlightened spiritual 
figures. “SAGA: THE JOURNEY 
ARNO RAFAEL MINKKINEN, 
PHOTOGRAPHS 1970-2005” 
goes on view at the 
DeCordova Museum today 
alongside “JOHN 
HUDDLESTON: KILLING 
GROUND, PHOTOGRAPHS OF 
THE CIVIL WAR AND THE 
CHANGING AMERICAN 
LANDSCAPE.” Huddleston 
photographs famous Civil 
War battlefields, then juxta- 
poses his contemporary color 
images with black-and- 
white copies of historical 
photographs of the same lo- 
cations. The DeCordova 
Museum and Sculpture Park 
is at 51 Sandy Pond Road, 
Lincoln | September 10- 
January 8 | 781.259.8355. 


SUNDAY 


ART 

This week in News & Fea- 
tures, Daniel Aaron, Leslie 
Dunton-Downer, and Har- 
vey Silverglate argue that 
the 9/11 Commission Report 
amounts to the first Ameri- 
can literary epic. With a 
new disaster fresh on our 
minds, Salem’s Peabody Es- 
sex Museum seconds that 
thought. India, pata chitra 
are narrative scrolls depict- 
ing myths and epics. Ben- 
galese painter Madhusu- 
dhan Chitrakar has adapted 
the form to create a narra- 
tive scroll, 22 inches wide 
and more than 17 feet long, 
depicting the events leading 
September 11. goes 
display today part 
“REMEMBERING 9/11,” with 
related workshops, talks, 
and film screenings, at 
PEM, East India Square, 
Salem | 866.745.1876. 


SNEAK PEEK 

Anyone who wants a look at 
the brand new ARSENAL 
CENTER FOR THE ARTS before 
New Repertory Theatre’s 
Romeo and Juliet opens Sep- 
tember 18 can attend a free 
open house today with per- 
formances in dance, the- 
ater, and music as well as 
exhibits, storytelling, read- 
ings, and “hands-on arts ac- 
tivities.” That's at 321 Arse- 
nal St, Watertown | 1-4 pm | 
617.923.0100. 

Continued on p 4 
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FUTURE PERFECT 


CELEBRITY SERIES 
Non-subscribers get their first 
crack tickets Celebrity Series’s 
2005-2006 schedule this week, 
and that includes performances 
Cecilia Bartoli October 
Symphony Hall, Wynton Marsalis 
October Sanders Theatre, 
Martha Graham Dance Company 
December 2-4 the Shubert 
Theater, Mark Morris Dance Group 
January 20-22 the Wang Theatre, 
columnist Frank Rich February 
John Hancock Hall, Kurt Masur 
and the London Philharmonic 
March Symphony Hall, and 
the Royal Ballet Kenneth 
MacMillan’s Manon June 15-17 the 
Wang Theatre. Tickets sale 
www.celebrityseries.org. 


CINDERELLA 

Boston Ballet kicks off its 
season with the premiere 
James Kudelka’s art-deco inspired 
production Cinderella, which 
was unveiled last year for the 
National Ballet Canada. It’s 
the Wang Theatre, 270 Tremont 
St, Boston October 13-23 $18-$105 


800.447.7400. 


Continued on p4 
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Continued from p 3 


TUESDAYS WITH MORRIE 
Harold Gould name that will 
Taise fewer eyebrows than you 
said, “the dude who played Lindsay 
Lohan’s grampa Freaky Friday” 
last-minute replacement for 
Hal Linden the title role 
Tuesdays with Morrie. The play, bowl 
chicken soup for the journalistic 
soul, reporter’s relation- 
ship with sage old professor dying 
Lou Gehrig’s disease who ex- 
pounds the meaning life. 

runs October 18-30 the Colonial 
Theatre, 106 Boylston St, Boston 
$27.50-$72.50 sale Sunday 


CELTIC WOMAN 

Because sounded better than 
“Five Irish Chicks Singing,” okay? 
They can call whatever they want 
long those eyes are smiling. 
With set list that runs “Ave 
Maria” Enya, sounds like 
show that only PBS pledge drive 
could love. And yet this thing sells 
out everywhere goes, even pro- 
pelling the Celtic Woman soundtrack 
Billboard world-music charts. 
They’re back November the 
Opera House, 539 Washington St, 


Continued from p 3 


MONDAY 


FILM 

John Boorman’s adaptation 
of James Dickey’s DELIVER- 
ANCE (1972) remains one of 
the great Southern Gothic 


thrillers. Four city 


slickers from Atlanta insist 
on rafting down a back- 
woods river to experience the 
wilderness before it’s swal- 
lowed up by the flooding 
from a new dam. They don’t 
figure on the welcome 
they’ll be getting from the 
local hillbilly yokels. With 
terrific performances by Burt 
Reynolds and Jon Voight, it 
screens the Coolidge Cor- 
ner Theatre, 290 Harvard St, 
Brookline | 7:30 pm | 
617.734.2500. 


TUESDAY 


READING 

Wondering what happened 
to The Scream? Find out when 
Edward Dolnick reads from 
THE RESCUE ARTIST: A TRUE 
STORY OF ART, THIEVES, AND 
THE HUNT FOR A MISSING MAS- 
TERPIECE, “a rollicking non- 
fiction narrative about the 
search to the find the thieves 
who stole Edward Munch’s 
famous painting.” That’s 
Harvard’s Arthur M. Sackler 
Museum, 485 Broadway, 
Cambridge | 6 pm | free, but 
call the Harvard Book Store 
for tickets | 617.661.1515. 


WENESDAY 


ART 

Inspired “superhero 
comics, the 1980s San 
Francisco punk scene, 
graffiti, pop art, and high 
culture,” California muralist 
AARON NOBLE and his spray- 
can have their way with the 
lobby of the Davis Museum 
and Cultural Center, 106 
Central St, Wellesley 
781.283.2051. 


FILM 

Think the nuns were tough 
at your Catholic school? Try 
Peter Mullan’s THE MAGDA- 
LENE SISTERS (2002), in 
which three more less in- 
nocent teenage girls in "60s 
Ireland are sentenced to the 
loving care of the title nuns. 
This screening part the 
Coolidge “Film Ap- 
preciation Seminar” series, 
discussion hosted Chris 
Boone. That’s at 290 Harvard 
St, Brookline | 7:30 pm | $10 | 
617.734.2500. 


In June 2001, a 23-year-old 
environmental activist was 
sentenced to 22 years in 
prison for setting fire to 
three SUVs in Oregon. His 
tale is told in THE JEFFREY 
LUERS STORY (2005), and you 
can see the Lucy Parsons 
Center, 549 Columbus Ave, 
Boston | 7 pm | free | 
617.267.6272. 


DANCE 

The dance season got under 
way this past weekend with 
Dance Collective’s “Com- 
mencement: The End of an 
Era” (Debra Cash’s preview is 
on page 29), and it gets into 
full swing this weekend as 
SNAPPY DANCE THEATER 
moves its base presenta- 
tion to the Boston Center for 
the Arts’ new Virginia Wim- 
berly Theatre. Snappy’s de- 
but program will comprise 
the world premiere of Lumen, 
which the company showed 
as a work-in-progress last 
May at Zero Arrow Theatre, 
and the new touring version 
of the Edward Corey-inspired 
The Temperamental Wobble, 
which Snappy premiered 
June 2004 at a Bank of Ameri- 
Celebrity Series presenta- 
tion at the Cutler Majestic 
Theatre. The Wimberly is at 
527 Tremont St, Boston | 
through September 18 | $25- 
$40; $15 matinee for students 
and seniors | 617.933.8600. 


THURSDAY 


BOOKS 

GRUB STREET, Boston’s inde- 
pendent writing center, relo- 
cated recently from a humble 
corner Union Square 
space downtown overlooking 
the Common. Tonight’s 
grand opening party features 
such luminaries as Susan 
Orlean, Arthur Golden, 
Christopher Castellani, 
Jennifer Haigh, Phoenix con- 
tributors Steve Almond and 
Kris Frieswick, Amanda Eyre 
Ward, Lisa Borders, Matthew 
Pearl, and many others. The 
new address is 160 Boylston 
St, Boston | 6:30 pm | free | 
617.695.0075. 

Roll your eyes if you must, 
just don’t deny that it’s been 
easier get laid since CAN- 
DACE BUSHNELL started pub- 
lishing. The ranks the 
City groupies are likely ex- 
pand with her latest, Lipstick 
Jungle. She reads at the 
Coolidge Corner Theatre, 290 
Harvard St, Brookline | 6 pm | 
$2 through Brookline Book- 
smith | 617.566.6660. 


FILM 

Things were looking pretty 
bleak the Pacific when 
John Farrow made WAKE IS- 
LAND (1942), the tale of the 
vastly outnumbered detach- 


ment of Marines who resisted 
Japanese invaders the title 
outpost shortly after Pearl 
Harbor. No doubt audiences 
then were inspired by this 
cory, rousing, and 

very entertaining example of 
the war genre, and those 
watching today will be 
drawn in as well by the red- 
blooded performances 
Brian Donlevy, William 
Bendix, and a tiny dog. It’s 
free the South Boston 
Branch Library | 656 East 
Broadway | 6 pm | 617.268.0180. 
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HOME RUN? 

FRIDAY Just time for the 
Sox’ stretch drive, the Rice/ 
Polak Gallery Provincetown 
presents “Batter Up!”, base- 
ball-inspired show whose 
focus the collage art 
Charles Simone, who in- 
corporates actual autographs 
into his paintings Ted 
Williams, Mickey Mantle, 
Willie Mays, Hank Aaron, and 
The show runs through 
October 10, which time 
hope the Sox are playing base- 
ball and not golf; the R/P 
430 Commercial St, Province- 
town 508.487.1052. 


THEATER 

Wellfleet Harbor Actors 
Theater always provoca- 
tive, and McREELE, which 
opens tonight, is no excep- 
tion. Stephen Belber’s 

play revolves around a man 
who’s freed from Death 
Row and goes on to become 
“the charismatic African- 
American candidate for a 
Senate seat.” At WHAT, 1 
Kendrick Avenue, Wellfleet | 
through October 8 | $19-$25; 
$12 student rush | 
508.349.WHAT. 
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Don't miss Cherry Arnold’s 
chronicle the ups and downs 
mayor. 


-2005? 


The Boston Film Festival struggles 


_BY PETER 


The Boston Film Festival made 

adulthood barely. Taking 

over from Mark Diamond and Su- 
san Fraine, who had kept alive and oc- 
casionally kicking since 1993, Robin 
Dawson, head the privately operated 
Massachusetts Film Bureau, which used 
the state-financed Massachusetts 
Film Office and now the rival the 
state-run Massachusetts Sports and 
Entertainment Commission. 

much bureaucracy, few films. 
Dawson has described this year the festi- 
val’s history one “transition.” One 
can’t help wondering whether the transi- 
tion into non-existence, the number 
feature films has declined from last 
year’s 37 to just 14 (all screening at the 
Loews Boston Common) and the festival’s 
length has been halved from days five. 
The problem, according Dawson, the 
“sluggish economy.” 

True, this has been tough summer for 
the studios, who contributed only three 
films. Warners must have been glad get 
Kiss Kiss Bang Bang (September 7:30 
pm; the director will present), the only 
one the three available for preview. Writer 
Shane Black helped usher the era over- 
priced hack screenplays with his Lethal 


Weapon and helped end with his bomb The 
Last Boy Scout. Now he’s back lampoon the 
system with this self-indulgent and unfun- 
comedy. Robert Downey Jr. was better off 
the joint than playing inept New York 
cat burglar who through dumb art-imitat- 
ing-life circumstances ends cast the 
detective new Hollywood movie. Misog- 
ynistic, smug, and pointless, Black’s auteur 
debut exercise self-reflexivity, and 
the image that’s reflected ugly. 

there’s theme this festival, 
would the film medium itself. Richard 
Keith’s mockumentary Wannabe (September 
pm, with the director present) paro- 
dies the predicament former boy-band 
member who tries make actor. Al- 
though well performed, the satire stale. 
More the point Barry Hershey’s un- 
settling and eloquent Casting About (Septem- 
ber pm, with the director present): 
compilation auditions for part yet 
unmade film, it reveals the mystery, the 
vulnerability, and the power acting. 

As for the movie version of real life, a 
couple dysfunctional family films make 
effort. Take pass Adrienne Weiss’s 
comedy Love, Ludlow (September 10 at 6:30 
pm, with the director present), which 
Man woos woman even though she lives 


with the show 


Anna Karina the Montreal World Fest 


_BY GERALD PEARY 


They thought they’d stopped him 

when government funders withdrew 
million from Serge Losique’s Montreal 
World Film Festival, August 
and swung support the virginal (and un- 
proven) New Montreal FilmFest just behind 
it, September 18-25. Would Losique, who’s 
been squabbling with federal and provincial 
bureaucrats for years, biting the handouts 
that feed him, peaceably this time? 

Not chance. Even with much- 
shriveled budget, offered 130 feature 
films from countries and brought ina 
showcase Official Jury presided over Greek 
cinéaste Theo Angelopoulos. Meanwhile, 
he’s filed suit against those government 
funders. also hopes close down the 
upstart New Montreal FilmFest, which 
headed former Berlin Film Festi- 
val director Moritz Hadeln. 

“Will there 30th Montreal World 


Fest?”, asked Losique entered el- 
evator. “Yes!” shouted out, pumping 


ABUSED MUSE? Karina 
Alphaville. 


NORTH COUNTRY Niki film screens September 7:30 pm. 


quasi-incestuous co-dependent relation- 
ship with her charmless, child-man broth- 
er. (He’s malignant cross between Mork 
from Ork and Carrot Top.) have better 
luck with Doug Sadler’s Swimmers (September 
pm, with the director present). 
keeps the tone low-key and convincing even 
when his characters endure critical illness, 
alcoholism, suicide, mental illness, adul- 
tery, and oyster fishing. 


conference!” Well, I hope there’s a 30th 
next August. was here that saw the 
North American premieres Blue Velvet 
and Crocodile Dundee. was here that in- 
terviewed the late Akira Kurosawa star 
Toshiro Mifune. 

The Montreal World Fest has always 
had strong Parisian presence. Last 
week, sat down for glass wine with 
juror Anna Karina, glorious icon the 
1960s French New Wave, who starred in 
string masterpieces di- 
rected her then-husband 
Jean-Luc Godard including 
Une femme est une 
Woman Woman, Vivre 
vie|My Life Live, Alphaville, 
and Pierrot fou. 

“Are you contact with 
asked. According 
Godard bio, their artistic 
relationship was stormy, and was abusive 
his actress muse. The divorce seemed in- 
evitable. Surprise! Karina said really nice 
things about her former husband and direc- 
tor. very far physically. Jean-Luc lives 
Switzerland and Paris, but remain 
very close.” screenings around the globe 
their collaborative works, the outgoing 
Karina often appears spokesperson, with 
the reclusive Godard’s blessing. They don’t 


FILM 
CULT 


URE 


q 
Me 
4 


But real life itself what’s worth watch- 
ing. Don’t miss Cherry Buddy 
(September 8:30 and September 
at 9:45 pm, with the director present), a 
chronicle the ups and downs Provi- 
dence’s irrepressible Mayor Cianci, who’s 
now serving time federal pen while pon- 
dering his next political comeback. they 
show more films like this, maybe the Boston 
Film Festival can come back well. 


meet. “Anne-Marie is very jealous,” she said 
filmmaker Anne-Marie Miéville, with 
whom Godard has lived and worked since 
1971. Karina shook her head, not under- 
standing. “To with someone, one must 
accept the past.” 

She launched into amusing story 
about the beginnings the influential 
film journal Cahiers Cinéma, for which 
Godard, Eric Rohmer, and Francois Truf- 
faut were contributors. The first issue 
500 copies was placed 
kiosks about Paris and im- 
mediately sold out. Like- 
wise issue 1000 copies. 
With 2000 issues 
the stands, triumphant 
Eric Rohmer came knocking 
Godard’s door. Inside 
dard’s flat were all the 
copies issues and #2: was the one 
bought them! “Rohmer was mad,” 
Karina laughed, “but that’s what gave 
Cahiers Cinéma confidence on.” 

compassionate, funny Godard? 
When I’ve seen him over the years, he’s 
often seemed stern, imposing figure, 
and he’s now hardly grandfatherly 74. 
“Did Godard have good heart?” asked 
Karina. “He has good heart,” she cor- 
rected me. “He isn’t dead 


4 
| 
4 
1 
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URBS 


THE EXORCISM 
EMILY ROSE 

114 MINUTES BOSTON COMMON 
FENWAY FRESH POND SUB- 


his trial for the negligent 
death of the title character, 
Father Moore (Tom Wilkin- 
son) insists on 

telling the story of 

Emily (Jennifer 

Carpenter) in order 

that people might 

believe more in the 
spiritual world. 

Given the current 

spread faith- 

based science, intelligence, 
and history, maybe we 
should be more worried about 
people believing in rationali- 
ty. Scott Derrickson’s adapta- 
tion of this actual case avoids 
sensationalism by putting it 
in the context of a courtroom 
drama, but in the process he 


BRODEUSES|SEQUINS 


FRENCH | 89 MINUTES | KENDALL SQUARE 
Eléonore Faucher’s auspicious debut 
finds pregnant Claire (Lola Naymark) 
seeking to avoid scandal by leaving her 

nS job at the supermarket and heading back 
to her rural home town, where she gets 

3 work with Madame Mélikian (Ariane As- 
caride) stitching embroidery for Paris de- 
signers. It seems an ideal solution, ex- 
cept that her boss grieving the loss 
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avoids suspense as well. With 
martini-chugging Laura Lin- 
ney as Father Moore’s defend- 
er and Campbell Scott as the 
icy prosecutor, Emily’s tale 
comes out in flashbacks. A 
religious farm girl from de- 
vout Catholic family, she 
starts to exhibit signs of pos- 


TRAILERS 


session after going away 
college. Sounds like a psycho- 
logical problem to me, but 
when pharmaceuticals fail, 
Father Moore steps in, with 
unfortunate results. Open- 
ended but not open-minded, 
Emily preaches to the converted. 
_Peter Keough 


her son auto accident caused 


Hello Photo, Nina Davenport 
Lines discerns the the exotic, 


PARALLEL LINES 
98 MINUTES | MFA SEPT 11 + 15-17 
Finishing up an assignment 
in San Diego on September 11, 
2001, documentary filmmaker 
Nina Davenport decided not 
return at once to her Manhat- 
tan apartment but instead to 
drive cross-country 
to interview her fel- 
low Americans. The 
back stories of her 
subjects prove far 
more fascinating 
than their respons- 
es (or lack thereof) 
to a nightmare that 
was rapidly being recast into 
chauvinist bombast by the 
media and the politicians. As 
in her debut, Hello Photo, Dav- 
enport shows knack for dis- 
cerning the exotic, the surreal, 
and the poignant beneath the 
seemingly banal. 

_Peter Keough 


local boy with whom Claire falls in love. 
Meanwhile, her belly getting bigger, 
and she dreads the day have give 
the baby for adoption. Faucher shows 
restraint (though the Vermeer-like pho- 
tography perhaps over-embroiders the 
film), transforming these melodramatic 
elements into limpid parable two 
mothers, one bereaved the past, the 
other the future. 


_Peter Keough 


the surreal, and the poignant. 


SOUND THUNDER 
103 MINUTES | BOSTON COMMON 
FENWAY FRESH POND 
SUBURBS 
Chicago, 2050s. City life 
drags on, but man’s evil ways 
have exacted a toll on the 
Earth’s flora and fauna. 
Travis Ryer (Edward Burns) is 
the lead hunting guide fora 
time-travel outfit that takes 
rich assholes back to the Cre- 
taceous to hunt dinosaurs. 
During one fateful “jump,” a 
nervous client accidentally 
steps on a prehistoric but- 
terfly, causing cataclysmic 
ripples evolutionary time. 
Ryer recruits Dr. Sonia Rand 
(Catherine McCormack), the 
disgruntled, Cassandra-like 
creator of the offending tech- 
nology, to set things straight 
before the entire planet 
overrun with mutated rose 
bushes and ornery CGI ba- 
Peter Hyams 
(Timecop) wants think 
about the consequences of 
screwing with nature, but an 
excess of technobabble and 
wretched dialogue obscures 
the cerebral themes raised 
in the source material, a 
classic sci-fi short story by 
Ray Bradbury. Burns still 
can’t carry a picture, and 
Kingsley is laughably bad as 
the corporate meanie. 

_Chris Wangler 


TRANSPORTER 
88 MINUTES | BOSTON COMMON + 
FENWAY + FRESH POND + 
CHESTNUT HILL + SUBURBS 
Courier extraordinaire Frank 
Martin (Jason Statham) has 
the timing and sixth-sense 
reflexes of Jackie Chan. He 
can even dodge bullets. 
That’s standard comic fare in 
a Jackie Chan flick, but in 
Transporter 2, it’s preposterous. 
At least writer Luc Besson (he 
directed La femme Nikita) and 
director Louis Leterrier play 
loose; the only one who plays 
it straight is Statham, and 
his cool machismo borders on 
camp. The former Special 
Forces operative is now in Mi- 
ami to chauffeur about the 
son of the US drug enforce- 
ment czar (Mathew Modine). 
There’s a kidnapping, a 
lethal virus, and (a la Nikita) a 
sexy hit woman (Kate Nauta) 
nothing but garter belt 
and smeared make-up who 
tears up the town with two 
blazing Uzis. But this isa 
film about a man and his car. 
And though the action se- 
quences impress, does 
Alessandro Gassman as the 
baddie, I’m still wondering 
how Modine’s cantankerous 
wet rag became vaunted 
agency head. 
_Tom Meek 


TRANSPORTER jason machismo borders camp. 


UNDERCLASSMAN 

9s MINUTES | BOSTON COMMON + 
FENWAY FRESH POND CIRCLE 
SUBURBS 

this ersatz cop comedy de- 
HRS and Beverly Hills Cop, Nick 
Cannon (Drumline) plays Tracy 
Stokes, LAPD screw-up 
who’s given his shot at mak- 
ing detective when goes 
undercover at a prep school to 
solve murder. Naturally 
screws up, but Tracy gets 
chance after chance from his 
impolitic captain (Cheech 
Marin, whose career seems 
have gone smoke), and 
the film wears like end- 
less battle with a Hydra. And 
though Cannon can funny 
(any time you drop hip-hop 
African-American into lily- 
white institution, you’re 
guaranteed a few laughs), 
neither he nor director Mar- 
Siega can decide how 
play it. At times Tracy’s a 
sensitive guy who just needs 
a hug; at others, he’s an ob- 
noxious motormouth, more 
grating than Chris Tucker. 
Fortunately, Johnny Lewis 
(who also stars in Siega’s oth- 
er current movie, Pretty Persua- 
sion) is on hand as a preppie 
into street cred. His stilted 
humorous and 
endearing, and, best all, 
makes Tracy cringe. 

_Tom Meek 


UNFINISHED LIFE 
107 MINUTES | BOSTON COMMON + 
KENMORE SQUARE + EMBASSY + 
SUBURBS 
An Unfinished Life is a highly 
finished movie. Lasse Hall- 
strom, adapting the Mark 
Spragg novel, unrolls the nar- 
rative without wrinkle. The 
Wyoming landscape sparkles 
and Bart the Bear steals the 
show as a pseudo-Faulkner- 
ian metaphor. Robert Red- 
ford, playing someone his 
own age for a change, puts in 
a polished performance as 
Einar, a septuagenarian coot 
living his sparse spread 
with Mitch (Morgan Free- 
man), his long-time and now 
crippled ranch hand. Even 
Jennifer Lopez is irreproach- 
able as Jean, the widow of 
Einar’s son; she descends on 
the homestead with her 11- 
year-old daughter, Griff, 
who’s played by Becca Gard- 
ner the film’s only breath 
of life, unfinished or other- 
wise. Will family bonds over- 
come the bad blood of the 
past? Will Jean’s last abusive 
boyfriend show play the 
bad guy? Will Freeman, the 
voice Olympian wisdom 
the narrator War the 
Worlds and March of the 
Penguins, play similar role 
here? Unfinished Life 
foregone conclusion. 
_Peter Keough 


CAMEL 


SURGEON WARNING: Smoking 
Causes Lung Cancer, Heart Disease, 
Emphysema, And May Complicate Pregnancy. 


TOWER RECORDS. 


Tower.com 


or 


-ASK- i 


Middlesex Turnpike (across 


Mall) 


Saturday 
Parenting Magazine storytime 
featuring the books 
Jamie Lee Curtis 
Framingham 


discussion signing 
Tracy Kidder 

Detachment 

Boston 


discussion signing 

Michael Tougias 

Ten Hours Until Dawn 
Boston 


discussion signing 

Brian Murphy 

The Root Wild Madder 
Framingham 


discussion signing 
Justine Walsh and 

Kim Nicholson 

Nanny Wisdom 

Chestnut Hill 


discussion signing 
Paul Lindsay 

The Big Scam 
Nashua 


performance signing 
Mariana Green-Hill 
Sphinx Finalist 
Cambridge 


discussion signing 
Sherrilyn Kenyon 
Bad Attitude 

Braintree 


reading signing 
Stephen Cooper 
Deadline 

Framingham 


discussion signing 
Anthony DeCurtis 

Other Words 

Boston 


discussion signing 
Douglas Burgess 

Seize the Trident 

Braintree 


discussion signing 
Jennifer Weiner 
Goodnight Nobody 
Boston 


reading & signing 
Jennifer 
Off the Record 

Boston 


discussion & signing 
Selected contributors 
Fenway Fiction 

Methuen 


reading signing 

Zadie Smith 

Beauty 


Boston 


discussion signing 

Nuala O’Faolain 

The Story Chicago May 
Boston 


SELL USED CDs DVDs! 


Tran 
reading & signing 

Robert Parker 
Days 

Available 9/27 


| 

| 

Nashua 

Dates and times subject to change. 

Please contact the store for details or & F 4 | 

go to www.bordersstores.com. 


STUDENTS: Save 20% 
almost everything 
September with coupon. September. 
Get the coupon 
www.bordersstores.com/students 

— 


ONLINE PRICES MAY VARY SALE ENDS 9/26/05 
i / 
4 
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BOSTON 


BOSTON COMMON 

175 Tremont St | 617.423.3499 
Please call to confirm bookings and 
for times 

THE EXORCISM OF EMILY ROSE 
THE MAN 

AN UNFINISHED LIFE 

THE ARISTOCRATS 

THE BROTHERS GRIMM 

THE CAVE 

BROKEN FLOWERS 

CHARLIE AND THE CHOCOLATE 
FACTORY 

THE CONSTANT GARDENER 
THE 40-YEAR-OLD VIRGIN 

LA MARCHE DE 
UEMPEREUR|MARCH OF THE 
PENGUINS 

RED EYE 

THE SKELETON KEY 

A SOUND OF THUNDER 
TRANSPORTER 2 
UNDERCLASSMAN 

WEDDING CRASHERS 


FENWAY 

201 Brookline Ave | 617.424.6266 
THE EXORCISM EMILY ROSE 

LAWS ATTRACTION 1:50, 4:15, 
7:10, 9:30 | Fri-Sat: 11:45 

THE BROTHERS GRIMM | 1:40, 
4:30, 7:30, 10:30 

THE CAVE | 8:20, 11 

THE CONSTANT GARDENER 
7:20, 10:20 

THE 40-YEAR-OLD VIRGIN 4:50, 
7:45, 10:40 

FOUR BROTHERS 1:05, 3:40, 6:50, 
9:35 | Fri-Sat: 12:10 am 

MARCHE L'EMPEREUR 
THE PENGUINS 1:10, 
4:20 

RED EYE | 1:30, 4:40, 7:15, 9:50 | Fri- 
Sat: midnight 

THE SKELETON KEY 4:45, 10:50 

TRANSPORTER 2:20, 8:15, 
10:45 

UNDERCLASSMAN | 1:45, 5:10, 7:50, 
10:10 

WEDDING CRASHERS | 2:15, 5:15, 
8:10, 11:15 


MUSEUM SCIENCE 


Omni Theatre, Science Park, Boston 
| 617.723.2500 | $7.50, $5.50 for ages 
3-11 and seniors, Tues-Wed 7 pm or 
later, $5, $3 for ages 3-11 and seniors 
AMAZING JOURNEYS 

FORCES OF NATURE 

MYSTERY OF THE NILE 

ROAR: THE LIONS OF THE 
KALAHARI 


NEW ENGLAND 
AQUARIUM 

Simons IMAX Theatre, Central 
Wharf, Boston | 866.815.IMAX | $12, 
$10 for ages 3-11 and seniors 
ALIENS OF THE DEEP 
GALAPAGOS 

INTO THE DEEP 

OCEAN WONDERLAND 

POLAR EXPRESS 

VOLCANOES OF THE DEEP SEA 


BROOKLINE 


CHESTNUT HILL 

Rte 9 and Hammond St | 
617.277.2500 

THE CAVE | 7:15, 9:40 

CHARLIE AND THE CHOCOLATE 


FACTORY | noon, 2:45, 6:45, 9:30 
MAD HOT BALLROOM | 12:30, 3:30, 

MARCHE 
MARCH OF THE PENGUINS | 12:45, 
5:15, 7:30, 9:50 

TRANSPORTER 2 | 1, 3:15, 5:30, 7:45, 

VALIANT | 12:15, 2:15, 4:30 


CIRCLE 


Cleveland Circle | 617.566.4040 
Please call for times 

THE MAN 

THE BROTHERS GRIMM 

THE 40-YEAR-OLD-VIRGIN 
FOUR BROTHERS 

RED EYE 

UNDERCLASSMAN 
WEDDING CRASHERS 


COOLIDGE CORNER 

290 Harvard St | 617.734.2500 

THE ARISTOCRATS | 3:30, 5:30, 
7:30, 9:30 | Fri-Sat: 11:30 

BROKEN FLOWERS | 10 | Fri-Tues, 
Thurs: 5:10 | Fri-Sun, Tues-Thurs: 7:40 
| Sat-Sun: 12:30 

LA MARCHE DE LEMPEREUR 
|MARCH OF THE PENGUINS | 3 | 
Sat-Sun: 1 

ME AND YOU AND EVERYONE WE 
KNOW | Fri-Sun, Wed-Thurs: 9:30; 
Mon-Tues: 10 

MURDERBALL | Sat-Sun: 3:30 

A STATE OF MIND | Fri, Mon, Tues, 
Thurs: 3:30 | Fri-Tues, Thurs: 5:30 | Fri- 
Sun: 7:30 | Sat-Sun: 1:30 | Wed: 3,5 
THE HARDER THEY COME | Fri-Sat: 
midnight 

BEST IN SHOW | Fri: midnight 
BLUFF: THE MOVIE | Sat: midnight 
DELIVERANCE | Mon: 7:30 

THE MAGDALENE SISTERS | Wed: 7 
FUNNY SHORTS | Thurs: 7:30 


CAMBRIDGE 


BRATTLE 

40 Brattle St, Harvard Square | 
617.876.6837 

LOLITA | Fri-Sat: 2,7 

DR. STRANGELOVE | Fri-Sat: 5, 10 
SPARTACUS | Sun: noon, 3:45, 7:30 
PATHS GLORY Mon: Tues: 
7:30 

FULL METAL JACKET | Mon: 10; 
Tues: 5, 9:30 

A CLOCKWORK ORANGE | Wed: 
4:15, 7, 9:45 

EYES WIDE SHUT | Thurs: 4:30, 8 


FRESH POND 


168 Alewife Brook Parkway | 
617.661.2900 

THE EXORCISM OF EMILY ROSE | 
Fri-Sun: 11:15 am, 1:45, 4:15, 7:15, 9:50; 
Mon-Thurs: 4:05, 6:55, 9:45 

THE MAN| Fri-Sun: 11:45 am, 2:05, 
4:30, 7, 9:30; Mon-Thurs: 5:15, 7:40, 
10:05 

CHARLIE AND THE CHOCOLATE 
FACTORY | Fri-Sun: 12:45, 3:30, 6:30 
9:10; Mon-Thurs: 4:10, 7, 9:40 

THE 40-YEAR-OLD VIRGIN | Fri- 
Sun: 12:15, 2:45, 5:15, 7:55, 10:25; 
Mon-Thurs: 4:30, 7:05, 9:50 

FOUR BROTHERS | Fri-Sun: 1:20, 
3:45, 6:10, 8:45; Mon-Thurs: 4:30, 
6:50, 9:15 

RED EVE | Fri-Sun: 11:30 am, 1:30, 4, 
6:20, 8:30, 10:35; Mon-Thurs: 4:15, 
6:15, 8:15, 10:15 

A SOUND OF THUNDER | Fri-Sun: 8, 
10:20; Mon-Thurs: 7:50, 10:05 
TRANSPORTER 2 | Fri-Sun: 11 am, 
1:10, 3:20, 5:30, 7:45, 10:10; Mon- 
Thurs; 4:45, 7:10, 9:35 
UNDERCLASSMAN | Fri-Sun: noon, 
2:25, 4:45, 7:30, 10; Mon-Thurs: 5:45, 


8, 10:10 

VALIANT | Fri-Sun: 1, 2:55, 6; Mon- 
Thurs: 4,6 

WEDDING CRASHERS | Fri-Sun: 
12:20, 3:05, 5:45, 8:15, 10:45; Mon- 
Thurs: 4:25, 7:15, 9:55 


SQUARE 

10 Church St | 617.864.4580 
BROKEN FLOWERS | 12:45, 1:30, 
3:30, 4:15, 6:15, 7, 9, 10 | Fri-Sat: 11:35 
THE BROTHERS GRIMM | 1, 3:45, 
6:30, 9:15 | Fri-Sat: 11:45 

LA MARCHE DE L’'EMPEREUR| 
MARCH OF THE PENGUINS | 12:45, 
3, 5:15, 7:30, 9:45 | Fri: 11:55 
PRETTY PERSUASION | 1:15, 4, 
6:45, 9:30 | Fri-Sat: midnight 

THE ROCKY HORROR PICTURE 
SHOW | Sat: midnight 


KENDALL SQUARE 

1 Kendall Square | 617.499.1996 
BRODEUSES|SEQUINS | 2:35, 4:40, 
7, 9:20 | Sat-Sun: 12:25 

AN UNFINISHED LIFE | 2:35, 5, 5:10, 
7:15, 9:35, 10 | Sat-Sun: 12:15, 12:45 
THE ARISTOCRATS | 2:15, 4:30, 7:10, 
9:20 | Sat-Sun: noon 

DE BATTRE MON CCEUR S’EST 
/ARRETE|THE BEAT THAT MY 
HEART SKIPPED | 5, 9:55 | Sat-Sun: 
noon 

THE CONSTANT GARDENER | Fri, 
Mon-Thurs: 1:40, 4:30, 7:10, 9:50 | 
Sat-Sun: 1, 4, 7, 9:45 

GRIZZLY MAN | 2:20, 4:40, 7:20, 
9:55 | Sat-Sun: 12:05 

JUNEBUG | 2:30, 5:05, 7:30, 9:50 | 
Sat-Sun: 12:05 

ME AND YOU AND EVERYONE WE 
KNOW | 3 | Fri-Tues, Thurs: 7:25 
MEMORY OF A KILLER | 2:20, 7:20 
2046 | Fri, Mon-Thurs: 2:05, 5:05, 
8:05 | Sat-Sun: 1, 4, 7:05, 9:40 


SUBURBS 


ARLINGTON 

Capitol, 204 Mass Ave | 781.648.4340 
BATMAN BEGINS | 7:05, 9:45 
HOWL'S MOVING CASTLE | 2:10, 
4:40, 7:10, 9:55 | Sat-Sun: 11:40 am 
LADIES IN LAVENDER | 4:30, 7:15, 
9:25 

MADAGASCAR | 1:20, 3:20 | Sat-Sun: 
11:20 am 

MAD HOT BALLROOM | 5:30, 7:45, 
10 

MUST LOVE DOGS | 1:10, 3:15, 5:25, 
7:35, 9:40 | Sat-Sun: 11:05 am 

THE SISTERHOOD OF THE 
TRAVELING PANTS | 2 | Sat-Sun: 
11:30 am 

SKY HIGH | 1, 3, S | Sat-Sun: 11 am 
STAR WARS EPISODE Ill: 
REVENGE OF THE SITH | 4:10, 7, 
9:50 | Sat-Sun: 12:10 


BRAINTREE 

AMC X, South Shore Plaza | 
781.848.1070 

THE EXORCISM EMILY ROSE 
1:15, 3:50, 9:50 

THE MAN 1:20, 3:30, 5:40, 10:05 
THE BROTHERS GRIMM | 1:30, 4:30, 
7:30 

THE CONSTANT GARDENER | 1:25, 
4:15, 7:10, 

THE 40-YEAR-OLD VIRGIN | 1:50, 
4:50, 7:35, 10:15 

FOUR BROTHERS | 2:15, 5:10, 7:50, 
10:15 

RED EYE | 2:30, 5:30, 7:45, 9:55 
THE SKELETON KEY | 10:10 
TRANSPORTER 2 | 1:40, 4, 7:15, 9:30 
UNDERCLASSMAN 4:25, 7:25, 
3:45 

WEDDING CRASHERS | 1:45, 4:40, 
7:20, 


DEDHAM 


Showcase 10, 950 Providence St | 
781.326.4955 

Please call for times 

THE EXORCISM OF EMILY ROSE 
THE MAN 

THE BROTHERS GRIMM 

THE CAVE 

CHARLIE AND THE CHOCOLATE 
FACTORY 

THE CONSTANT GARDENER 
THE 40-YEAR-OLD VIRGIN 
FOUR BROTHERS 

LA MARCHE DE UEMPEREUR| 
MARCH OF THE PENGUINS 
RED EYE 

SKY HIGH 

TRANSPORTER 2 
UNDERCLASSMAN 

WEDDING CRASHERS 


DEDHAM 


Community Theatre, 580 High St | 
781.326.0409 

THE ARISTOCRATS | 2, 3:45, 5:30, 
7:15 | Fri-Sat: 9 | Sat-Sun: 12:15 
BROKEN FLOWERS | 2:15, 4:30, 6:45 
| Fri-Sat: 9 | Sat-Sun: noon 


LEXINGTON 

Flick, 1794 Mass Ave | 781.861.6161 
BROKEN FLOWERS | 6:45, 9 | Sat- 
Sun: 2:15, 4:30 

LA MARCHE DE LEMPEREUR| 
MARCH OF THE PENGUINS | 7, 9 | 
Sat-Sun: 2:30, 4:45 


NEWTON 


West Newton Cinema, 1296 Wash- 
ington St | 617.964.6060 

THE ARISTOCRATS | 12:25, 2:30, 
4:30, 6:55, 9:15 

DE BATTRE MON CCEUR S'EST 
ARRETE/THE BEAT THAT 
HEART SKIPPED | 6:25 
CINDERELLA MAN | 8:45 

THE CONSTANT GARDENER | 10:45 
am, noon, 1:50, 3, 4:50, 6, 7:50, 8:55 
GRIZZLY MAN | 1:25, 3:50, 6:30, 8:45 
LADIES IN LAVENDER | 1:15, 3:45 
MADAGASCAR | 11:15 am 

MEMORY OF A KILLER | 10:40 am, 
3:40, 8:50 

MUST LOVE DOGS | 6:20 | Fri-Tues, 
Thurs: 1:20 

PAPER CLIPS | Fri-Sat, Mon-Thurs: 
11:20 am 


SALEM 


Museum Place Cinemas, Church St. 
at East India Square | 978.744.3700 
THE 40-YEAR-OLD VIRGIN | 6:40 | 
Fri-Sat: 9:10 | Sat-Sun: 1:30, 4 

RED EVE | 7 | Fri-Sat: 9 | Sat-Sun: 2, 
4:30 

WEDDING CRASHERS | 6:50 | Fri- 
Sat: 9:20 | Sat-Sun: 1:50, 4:20 


SOMERVILLE 


Loews Theatres, 35 Middlesex Ave, 
Assembly Square Mall | 617.628.7000 
THE EXORCISM OF EMILY ROSE | 
Fri-Sun: 12:10, 2:40, 5:20, 8, 10:40 | 
Mon-Thurs: 5, 7:40, 10 

THE MAN | Fri-Sun: 11:20 am, 1:50, 
4:30, 7:05, 10 | Fri-Sat: 12:10 am | Mon- 
Thurs: 5:30, 8, 10 

THE BROTHERS GRIMM | Fri-Sun: 
11:40 am, 2:20, 5, 7:40, 10:20 | Mon- 
Thurs: 4:10, 7, 9:40 

THE CAVE | Fri-Sun: 11:30 am, 2:10, 
4:45, 7:15, 10:10 | Fri-Sat: midnight | 
Mon-Thurs: 4:05, 6:50, 9:30 
CHARLIE AND THE CHOCOLATE 
FACTORY | Fri-Sun: 12:30, 3:20, 6, 
8:45 | Fri-Sat: 11:10 | Mon-Thurs: 4:30, 
6:55, 9:25 


THE 40-YEAR-OLD VIRGIN | Fri-Sun: 


noon, 2:30, 5:40, 8:15, 10:50 | Mon- 
Thuts: 4, 7:10, 9:50 

FOUR BROTHERS | Fri-Sun: 12:50, 
3:50, 6:50, 9:50 | Fri-Sat: midnight | 
Mon-Thurs: 4:40, 7:05, 9:35 


www.bostonphoenix.com. 


LA MARCHE DE LEMPEREUR| 
MARCH OF THE PENGUINS | Fri- 
Sun: 1:10, 3:40, 6:20, 8:30, 10:30 | Fri- 
Sat: 12:10 am | Mon-Thurs: 5:15, 7:25, 
9:20 

RED EYE | Fri-Sun: 11:50 am, 2, 4:15, 
6:30, 9:30 | Fri-Sat: 11:20 | Mon-Thurs: 
4:15, 6:20, 8:40 

TRANSPORTER 2 | Fri-Sun: 11:30 am, 
1:40, 4, 6, 9:15 | Fri-Sat: 11:15 Mon- 
Thurs: 4:30, 6:40, 9 

VALIANT | Fri-Sun: 11:20 am, 1:30, 
3;30, 5:30, 7:30, 9:40, 11:30 | Mon- 
Thurs: 4, 6:40,9 

WEDDING CRASHERS | Fri-Sun: 
12:20, 3, 6:10, 9 | Fri-Sat: 11:40 | Mon- 
Thurs: 4:20, 6:50, 9:30 


SOMERVILLE THEATRE 
55 Davis Square | 617.625.5700 
BATMAN BEGINS | 4:20, 7, 9:50 | 
Sat-Sun: 1:15 

MAD HOT BALLROOM | 4:40, 7:15, 
9:40 | Sat-Sun: 2:15 
MURDERBALL | 4, 6, 8, 9:45 | Sat- 
Sun: 2 

THE SKELETON KEY | 3, 5:15, 7:45, 
10 | Sat-Sun: 1 

SALAAM NAMASTE | Fri: 6, 9 | Sat- 
Sun: 3, 6:15, 9:30 | Mon-Thurs: 4:15, 
7:30 


WALTHAM 


Embassy Cinema, 16 Pine St | 
781.893.2500 

AN UNFINISHED LIFE | Fri-Sun: 1:50, 
4:30, 6:50, 9:10 | Mon-Thurs: 2:40, 
4:50, 7:20 

BROKEN FLOWERS | Fri-Sun: 1:30, 
4:20, 6:55, 9:20 | Mon-Thurs: 2:30, 
5:10, 7:40 

CHARLIE AND THE CHOCOLATE 
FACTORY | Fri-Sun: 1:20, 6:35 | Mon- 
Thurs: 2:20, 5:20 

MAD HOT BALLROOM | Fri-Sun: 
1:40, 6:40 | Mon-Thurs: 2:10, 4:30 

LA MARCHE DE LEMPEREUR| 
MARCH OF THE PENGUINS | Fri- 
Sun: 2, 4:40, 7, 9:05 | Mon-Thurs: 2:50, 
5, 7:10 

MURDERBALL | Fri-Sun: 4:35, 9:15 | 
Mon-Tues, Thurs: 8 

PRETTY PERSUASION | Fri-Sun: 
4:10, 9:30 | Mon-Thurs: 7:50 

2046 | Fri-Sun: 1:10, 4, 6:45, 9:25 | 
Mon-Thurs: 2, 4:40, 7:30 


WOBURN 

Showcase, Main St, Middlesex Canal 
Park | 781.933.5330 

Please call for times 

THE EXORCISM OF EMILY ROSE 
THE MAN 

AN UNFINISHED LIFE 

BROKEN FLOWERS 

THE BROTHERS GRIMM 

THE CAVE 

CHARLIE AND THE CHOCOLATE 
FACTORY 

THE CONSTANT GARDENER 
THE 40-YEAR-OLD VIRGIN 
FOUR BROTHERS 

LA MARCHE DE LEMPEREUR| 
MARCH OF THE PENGUINS 
RED EVE 

THE SKELETON KEY 

SKY HIGH 

A SOUND OF THUNDER 
TRANSPORTER 2 
UNDERCLASSMAN 

WEDDING CRASHERS 


FILM SPECIALS 


BOSTON 

PUBLIC LIBRARY 

Copley Square, Boston | 617.536.5400 
| Free admission 

~ “E=mcs: The 100th Anniversary of 
Einstein's Theory of Relativity” | NOVA: 
EINSTEIN REVEALED | Mon: 6 


Unless otherwise noted, all film listings this week are 
for Friday September through Thursday September 15. 
Times often change with little notice, please call the 
theater before heading out. For complete film-schedule 
information, check the Boston Phoenix Web site 


— “Documenting Iliness: Filmmakers 
Exploring Personal Experiences with 
Disease” | LIVING WITH UVEITIS | 

Alison Justus | Wed: 6:30 


HARVARD 

FILM ARCHIVE 

Carpenter Center for the Visual 
Arts, 24 Quincy St, Cambridge | 
617.495.4700 | $7, $5 for seniors and 
students, free for ages 8 and under 
— “Too Human: The Films of Louis 
Malle” | LE MONDE DU 
SILENCE|THE SILENT WORLD 
[1956] | Jacques-Yves Cousteau + Louis 
Malle | Fri-Sat: 7 | HUMAIN, TROP 
HUMAIN|HUMAN, TOO HUMAN 
[1974] | Fri-Sat: 9 | VIVE LE TOUR 
[1962] | Fri, Sun: 9 | LINDE FAN- 
TOME|PHANTOM INDIA: EPISODES 
1-3 [1968] | Sat: 4; Mon: 7| LINDE 
FANTOME|PHANTOM INDIA: 
EPISODES 4-7 [1968] | Sat, Tues, 7| 
CALCUTTA [1969] | Wed: 7; Thurs: 9 | 
PLACE DE LA REPUBLIQUE [1974} | 
Wed: 9; Thurs: 7 


THE INDEPENDENT 


75 Union Square, Somerville | 
617.440.6022 | Free admission 

— “Back to School” | Heathers [1989] 
| Michael Lehmann | Tues: 8 


LUCY PARSONS 
CENTER 


549 Columbus Ave, Boston | 
617.267.6272 | Free admission 

— 22/8: The Jeffrey Luers Story | 
Wed: 7 


MUSEUM 
FINE ARTS 


465 Huntington Ave, Boston | 
617.369.3300 | $9, $8 for students 
and seniors unless otherwise noted 
- “The Films of Louis Malle” | ZAZIE 
DANS METRO [1960] Sat: 10:30 
am | AU REVOIR LES ENFANTS 
[1987] | Sun: 1:30; Thurs: 6 | LE FEU 
FOLLET|THE FIRE WITHIN [1963] | 
Thurs: 4 

~ “Music on Film” | SEARCHING 
FOR THE WRONG-EYED JESUS 
[2003] | Andrew Douglas | Sat: 12:10 | 
TOUCH THE SOUND [2004] | 
Thomas Riedelsheimer | Sat: 1:45 | 
RHYTHM IS IT! [2004] | Thomas 
Grube and Enrique Sanchez Lansch | 
Sun: 3:30 

— “Argentinean Cinema” | 
FELICIDADES [2000] | Lucho Bender 
| Sat: 3:45 

— “New England Film Artists Present” 
| PARELLEL LINES [2004] | Nina 
Davenport | Sun: 11 am; Thurs: 2 

“Starring Daniel Briihl” | 
SCHULE|NO MORE SCHOOL [2000] 
| Marco Petry | Thurs: 8 


NEW ART CENTER 

61 Washington Park, Newtonville | 
617.964.3424 | Tickets $5 

— RIVERS AND TIDES: ANDY 
GOLDSWORTHY WORKING WITH 
TIME [2001] | Thomas Riedelsheimer 
| Thurs: 7 


NORTH END 
BRANCH LIBRARY 


25 Parmenter St, Boston | 
617.227.8135 | Free admission 

— “From Page to Screen” | DOCTOR 
ZHIVAGO [1965] | David Lean | Wed: 6 


SOUTH BOSTON 
BRANCH LIBRARY 


646 East Broadway, South Boston | 
617.268.0180 | Free admission 

- “Human Conflict Film Series” | 
WAKE ISLAND [1942] | john Farrow | 
Thurs: 6 
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CAPSULE 
REVIEWS 


OUR RATING 


Superb 
Good 


Middling 
Bearable © 
Aturkey © 


THE ARISTOCRATS 2005 
| Over the years, and never on 
stage, comedians have one-upped 
each other with renditions of a 
legendarily dirty joke. Its appeal 
lies not in the set-up or the flat 
punch line (“The Aristocrats!”) 
but in the exaggerated build-up, 
in which the teller conjures a per- 
verse family-show-biz routine. In 
this documentary from director 
Paul Provenza, a bevy of comics 
(Paul Reiser, George Carlin, Sarah 
Silverman) spin their own ver- 
sions, sparing no reference to pe- 
dophilia, incest, or bestiality, 
while TV writers and others (Chris 
Rock, Jon Stewart, Phyilis Diller) 
speculate on the meaning of the 
ultimately absurd joke. Much of 
the fun lies not in the lascivious 
content but in the backstage 
glimpses of otherwise respectable 
celebrities unleashing their bluest 
material, at times with remark- 
able dexterity. And this controver- 
sy-courting blast of sexual and 
scatological hyperbole also man- 
ages, in its bizarre way, to say a 
lot about comedy, race, taste, and 
even September 11. | 92m | Boston 
Common + Kendall Square + 
Coolidge Corner + West Newton 
®@®®® AU REVOIR LES ENFANTS 
| 1988 | Louis Malle’s autobio- 
graphical film is about two boys 
at a Catholic boarding school in 
1944, 11-year-old Julien (Gaspard 
Manesse) and Jean (Raphaél Fe- 
jt6), a Jewish boy the priests are 
hiding from the Germans. They 
become friends by virtue of their 
common intellectual superiority, 
and Julien comes to appreciate the 
terror of discovery that Jean feels 
all the time. What makes the 
movie much more than just an- 
other story of Jewish children hid- 
den from the Nazis is that the 
moral ground Julien thinks he’s 
secure on begins to shift. In the 
end, he learns the great humanist 
lesson about the plurality of mo- 
tives. Manesse and Fejt6 are both 
superb. | French | 104m | MFA: Sun 
+ Thurs 


@®@®@ BATMAN BEGINS | 2005 | At 
the beginning of Christopher 
Nolan’s film, young Bruce Wayne 
(Gus Lewis) falls into an aban- 
doned well on his millionaire fa- 
ther’s estate and thousands of 
bats surge from the darkness. Lat- 
er, at the opera, a frightened 
Bruce insists on leaving when the 
extras take leathery-winged 
flight, whereupon his parents are 
gunned down outside by a desper- 
ate mugger. After a journey to the 
Himalaya and Ducard (Liam Nee- 
son, in a variation of his Jedi 
Tole), representative of the League 
of Shadows, the adult Bruce 
(Christian Bale) reappears in 
Cotham City as an indifferent 
playboy, much to the disgust of 
dedicated DA and former child- 
hood sweetheart Rachel (Katie 
Holmes). But Bruce’s Batman is a 
work in progress, put together 
with elements of his ninja train- 
ing, bits of hardware from the 
Wayne Enterprises experimental 
applications warehouse (overseen 
by an avuncular Morgan Free- 
man), and TLC from family butler 
Alfred (Michael Caine earning a 


stipend). The enemy he chal- 
lenges has many faces, but the ul- 
timate adversary is terror: illuso- 
ry, ubiquitous, irrational. | 140m | 
Somerville Theatre + Arlington 
Capitol + suburbs 

®@®® BEST IN SHOW | 2000 | As 
in Spinal Tap (directed by Rob Rein- 
er) and Waiting for Guffman, Christo- 
pher Guest’s previous puncturings 
of our species’s vanities and ab- 
surdities, there's a fine line be- 
tween cleverness and contempt. 
In the end, heart wins out over 
ridicule. The canines come from 
all over the country to take the 
spotlight at Philadelphia’s ficti- 
tious Mayflower Dog Show, but 
the real stories, those of the 
flawed and far from pedigreed 
masters, are backstage and 
episodic. Among the duds are 
Parker Posey and Michael Hitch- 
cock as the yuppie Swans and Jen- 
nifer Coolidge as a bland bomb- 
shell who’s married, Anna Nicole 
Smith-style, to a moribund mil- 
lionaire. More entertaining are 
John Michael Higgins and 
Michael McKean as a campy gay 
couple, Guest himself as a salt-of- 
the-earth type, and Catherine 
O’Hara and co-writer Eugene Levy 
as a couple as down-to-earth as 
their sawed-off Norwich terrier. 
Unlike Guffman, Best in Show never 
really comes together — thank 
God, then, or perhaps dog, for 
Fred Willard, who appears mid- 
way through as an irrepressible 
and triumphantly ignorant TV 
commentator. | 89m | Coolidge 
Corner: Fri midnight 
BRODEUSES|SEQUINS | 2004 | Pe- 
ter Keough’s review on p 6 | 
French | 89m | Kendall Square 
®@® BROKEN FLOWERS | 2005 | 
Jim Jarmusch’s film has old roué 
Don Johnston (Bill Murray) receiv- 
ing an unsigned letter from, it 
would seem, ari old flame inform- 
ing him that he has a 19-year-old 
son and that the boy is searching 
for his father. Noting the pink en- 
velope, neighbor Winston (Jeffrey 
Wright) sends him off with a bou- 
quet of pink flowers for each ex, 
and in short order Don has 
dropped in on Laura (Sharon 
Stone), Dora (Frances Conroy), 
Carmen (Jessica Lange), and Pen- 
ny (Tilda Swinton). What does he 
find? A few clues, such as a pink 
typewriter and a cat named Win- 
ston, and several opportunities 
for Jarmusch to parody the garish- 
ness of America. But Don doesn’t 
reconcile himself with the past, 
he kisses it goodbye. Hell for this 
Don Juan is not punishment for 
his excesses but a reminder that 
in the end they come to nothing. | 
107m | Boston Common + Harvard 
Square + Coolidge Corner + Em- 
bassy 

THE BROTHERS GRIMM 
2005 | If you know the Quixotic 
journey the visionary behind Brazil 
embarks upon to produce a film, 
it’s painful to realize that Terry 
Gilliam gave his all to this proj- 
ect. Given its checklist of bullet 
points culled from the fairy tales 
of Wilhelm and Jacob Crimm, you 
can understand what drew him to 
the material, but Ehren Kruger’s 
plodding screenplay provides him 
with little to hang his expectedly 
gorgeous visuals on. Borrowing a 
page from Scooby-Doo, Will (Matt 
Damon (uncharacteristically 
acting) and Jake (Heath Ledger) tra- 
verse “French-occupied Germany,” 
exorcising demons from the ter- 
rified locals. Correctly sensing a 
scam, the quiche-loving General 
Delatombe (Jonathan Pryce, ener- 
gizing his too few scenes) forces 


them to confront the seductive 
Mirror Queen (Monica Bellucci), a 
true horror, or face death. Lena 
Headey adds fire as a love inter- 
est, but after a seven-year wait, 
Gilliam fans are in for Grimm dis- 
appointment. | 119m | Boston 
Common + Fenway + Harvard 
Square + Circle + suburbs 


CALCUTTA | 1969 | This was the 
beginning of Louis Malle’s Indian 
period, a documentary in which 
he and his crew walked around 
with a camera trying “to deal 
with reality as it was, and not try 
to distort it or interpret it, but 
just be there, and film it.” | 
French | 105m | HFA: Wed-Thurs 
®© THE CAVE | 2005 | Derivative 
of Alien and Pitch Black, Bruce 
Hunt’s non-too-exciting thriller 
pits a team of cave divers (those 
adept at surviving in perilous 
conditions and able to squeeze 
through a wafer-thin crevice 100 
feet below the ocean surface, and 
on a single gulp of air to boot) 
against giant bat ghouls who 
long ago, when the title 
Carpathian maw was open to the 
surface world, battled Templar 
Knights — or some such hooey. 
Now that it’s open again, tempt- 
ing curiosity and boasting a 9o- 
mile underground river, the 
divers descend into the hell (fire, 
ice, and demons, oh my!) hole 
and are promptly sealed in. Hunt 
puts the hunky crew (led by Cole 
Hauser with effective sangfroid) 
through the motions; the sets 
impress, as do the stunts, but the 
creature FX leave a lot to be de- 
sired. Given a largely unknown 
cast, about the most enthralling 
aspect of The Cave is guessing 
which of the landing party will 
get plucked next. | 97m | Boston 
Common + Fenway + Chestnut Hill 
+ suburbs 

®®@® CHARLIE AND THE CHOCO- 
LATE FACTORY | 2005 | Tim Bur- 
ton’s adaptation of Roald Dahl's 
book, which was the basis for Mel 
Stuart’s 1971 Willy Wonka @ the Choco- 
late Factory, has a magical first 
half-hour in which we meet “ordi- 
nary little boy” Charlie Bucket 
(Freddie Highmore, Peter from 
Finding Neverland), whose mother 
(Helena Bonham Carter, off- 
screen mother of Burton’s son) 
prepares cabbage soup for every 
meal because that’s all the family 
can afford. But Charlie’s about to 
join four other lucky children in 
the chocolate factory of Willy 
Wonka, who hasn’t been seen for 
nearly 15 years. So far so good, but 
then we get Johnny Depp (J.M. 
Barrie from Finding Neverland) play- 
ing Willy as a children’s-show 
host (“like Captain Kangaroo or 
Mr. Green Jeans”) merged with 
the visage of Vogue editor Anna 
Wintour and Burton’s insistence 
that Willy “can’t stand children,” 
The result is the Howard Hughes 
of confectioners, a Wonka wholly 
antithetical to Dahl’s jovial bull- 
shit artist. The casting was uni- 
versally better in the earlier film 
(no question Stuart was a better 
director of children), and Gene 
Wilder's Willy was an avuncular 
man of mystery. Here that mys- 
tery is gone, replaced by a simple- 
minded back story. | 119m | Boston 
Common [tentative] + Fresh Pond 
+ Chestnut Hill + Embassy + sub- 
urbs 

Continued on p 10 
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RUDE DIALOGUE | NEW 
AND SOME VIOLENCE 


STARTS FRIDAY, THEATRE 


LOEWS LOEWS SHOWCASE CINEMAS SHOWCASE CINEMAS 
SOMERVILLE DANVERS CIRCLE DEDHAM 


AT ASSEMBLY SQ. RTE. 93 LIBERTY TREE MALL CLEVELAND CIRCLE 
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SHOWCASE CINEMAS 
REVER 

RTE_ Cl & SQUIRE RD. 
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781-326-4955 
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BRAINTREE 10 BURLINGTON 10 FRAMINGHAM 16 
OFF FORBES RD. RTE 378128 RTE. 128 — EXIT 328 FLUTIE PASS AT SHOPPERS WORLD 
781-848-1070 781-229-9200 508-628-4400 


AMERICA’S MOVIE! 


SHOWCASE CINEMAS 
RANDOLPH 
RTE 139, EXIT 20A OFF RTE 24 
781-963-5600 


“BETTER THAN 
THE 


ROGER EBERT, CHICAGO SUN-TIMES 


“ENORMOUS 


JAY CARR, am NEW YORK 
a 
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One guy walks the walk. The other talks and talks. 
| 4 uve cinema 
4 “ ‘Some Matoriai May Be Inappropriate for Children Under 
intense bequeaces of Violent Action, 
Sexual Comtent, Partial Nudity and Brief Language. | 
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®@® CINDERELLA MAN | 2005 | 
Damon Runyon called Jim Brad- 
dock the “Cinderella Man,” and 
that’s the fairy tale that Ron 
Howard believes in, as he and 
screenwriter Akiva Goldsman 
evoke the chill and the soot of the 
1930s. Russell Crowe brings to 
mind a doughy John Garfield as 
Braddock, a man comfortable in 
his own efficient flesh. He does- 
n’t talk much; he leaves that to 
his manager, Joe Gould, who's 
played with almost irritating en- 
ergy by Paul Giamatti. They bond 
against Renée Zellweger at her 


usly textured... 


pastiest as Jim’s wife, Mae, who 
nags him when there's not 
enough money to buy milk for 
their three kids and nags him 
again when he earns it in the 
ring because she’s afraid he 
might get hurt. Howard, of 
course, can’t blame the system 
for his hero’s travails, so he 
posits a few villains, like Max 
Baer, who’s played by Craig 
Bierko as a cross between a heavy- 
metal star and Mike Tyson. But 
give the director credit for trans- 
forming what some have de- 
scribed as the dullest champi- 
onship bout in history into an 
epic event. | 144m | West Newton 
+ suburbs 

1971 | Anthony Burgess’s apoca- 
lyptic novel of a future London 
run by murderous juvenile delin- 
quents and ruthless bureaucrats 
lures you into its excesses with 
its jazzy, argot style while 


fic lead 


FAUC 


ms.com 


EXCLUSIVE ENGAGEMENT 
KENDALL STARTS FRIDAY, SEPTEMBER 


One hendal! Square (617) 499-1996 


BASED 


For showtimes and to buy tickets visit www.LandmarkTheatres.com 


“The Exorcism Emily Rose’ shocking, 
supernatural thriller unlike any 
seen before will likely see again.” 


Earl Dittman, WIRELESS MAGAZINES 


THE 


EXORCISM 


WhatHappened Tokmily.com 


Now PLAYING 


AND THEATER NEAR YOU 


lulling your conscience with its 
parable of freedom and social 
conditioning. Stanley Kubrick’s 
adaptation embraces the style 
but not the moral; we get off on 
the ultra-violence, but the film 
gives us no easy answers or sym- 
pathetic characters to spare our 
being implicated in its social in- 
dictment. Malcolm McDowell is 
reptilean and charismatic as 
Alex, leader of a gang of brutish 
misfits who becomes a guinea 
pig in a diabolical experiment in 
behavior modification. But the 
Teal stars are the set design, the 
costumes, the surreal, noirish 
cinematography, and, of course, 
Ludwig van. | 137m | Brattle: 
Wed 


®® THE CONSTANT GARDENER | 


2005 | John le Carré narrates his 
novel The Constant Gardener partly 
from the point of view of a 
craven and culpable character; 
Fernando Meirelles does his 
adaptation from the point of 
view of a showoff stylist. The 
former injects irony; the latter 
reminds us that this director 
made the overrated Cidade de 
Deus/City of God. Which is a 
shame, since the overwrought 
style obscures some affecting 
performances. For Ralph Fi- 
ennes’s Justin Quayle, the gar- 
dener of the title and a British 
diplomat in Kenya, decency and 
duty have declined into compla- 
cency, but his young wife, Tessa 
(Rachel Weisz), acts as his con- 
science. She’s been probing into 
the dealings of pharmaceutical 
corporations in Africa, with the 
result that as the film opens, 
she’s already been murdered. 
Convulsed by grief and guilt, 
Quayle seeks justice and takes 
solace in slick flashbacks. The 


movie manipulates you into feel- 


ing guilty as well; take the $10 


you'd spend for a ticket and send 


it instead to Oxfam. | 129m | 
Boston Common + Fenway + 
Kendall Square + West Newton 
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(617) 424-6266 (617) 566-4040 FRESH POND PLAZA OFF RTE 24 (781) 933-5330 

AMC SHOWCASE CINEMAS 

800-FANDANGO #732 

“BRAINTREE 10 ®DEDHAM a OSHOWCASE CINEMAS 

OFF FORBES RD. ROUTE 1 & 198 [ @REVERE 

od | SORRY, NO PASSES ACCEPTED 
RTE 37 & 128 EXIT 15A of RTE. C1 & SQUIRE RD. 4 
(781) 848-1070 (781) 326-4955 286-1660 


THE DAMNED DON’T CRY | 1950 | 
After her son is run over while 
riding his bicycle, poor wife and 
mother Joan Crawford decides to 
go after the finer things in life, so 
she leaves her husband and works 
her way up the ladder of success- 
ful men only to discover it’s not 
all fun and games at the top. Vin- 
cent Sherman directed. | b&w | 
103m | BPL: Thurs 
®®@© DE BATTRE MON CCEUR 
S'EST ARRETE|THE BEAT THAT 
MY HEART SKIPPED | 2004 | Tom 
(Romain Duris), the protagonist 
of Jacques Audiard’s brilliant re- 
make of James Toback’s 1978 Fin- 
gers, mourns the days when he 
played the piano, a legacy from 
his deceased mother, herself a 
concert pianist. Now he works in 
Teal estate, a business, as he tells 
a teacher at an aborted audition, 
that consists of planting rats in 
the apartments of unwanted ten- 
ants and working over squatters 
with a baseball bat. That profes- 
sion is the legacy of his father, an 
over-the-hill deal maker whose 
foiled schemes Tom is called on to 
back up with his muscle. Audi- 
ard’s jagged, vérité-like style and 
Duris’s performance — evoking 
not so much Harvey Keitel’s in To- 
back’s film as a combination of 
the Keitel and Robert De Niro 
characters in Mean Streets — tran- 
scend the story’s absurdities. | 
French | 107m | Kendall Square + 
West Newton 
®@®@® DELIVERANCE | 1972 | 
This is John Boorman’s adaptation 
of the James Dickey novel about 
four city guys whose canoe trip 
takes them way out of their 
depth; their skills and back- 
ground prove inadequate, and the 
protagonist (Jon Voight) has to re- 
think his values and discover his 
manhood. Even if Dickey’s brand 
of macho-poetic hysteria strikes 
you as a bit much, it’s hard not to 
get caught up. Boorman creates 
exotic worlds with their own logic 
and sensuality, and there’s sump- 
tuous photography from Vilmos 
Zsigmond. Besides, Burt 
Reynolds’s witty performance as 
the risk-loving leader of the group 
keeps undercutting Dickey’s tone 
of pseudo-religious awe. With 
Ned Beatty (as the born victim of 
the crew), Ronny Cox (in the one 
performance that sounds a false 
note), and Bill McKinney, who’s 
scarily effective as the hillbilly 
rapist. | 109m | Coolidge Corner: 
Mon 
®@®® DR. STRANGELOVE, OR: 
HOW | LEARNED TO STOP WOR- 
RYING AND LOVE THE BOMB | 
1964 | It’s Peter Sellers’s day in 
Stanley Kubrick’s doomsday com- 
edy classic. His President Muffey, 
bald as Adlai Stevenson, smolders 
and half-stutters, denying disas- 
ter while the world blows up. And 
he’s wildly, wonderfully over the 
top as the demented Dr. 
Strangelove, twisting and turning 
in his wheelchair, his black- 
leather-gloved metal arm display- 
ing a stormtrooper life of its own. 
The soul of Henry Kissinger? Actu- 
ally, Sellers based Strangelove on 
Wernher von Braun, but the 
voice, minus the German accent, 
was borrowed from blood-and- 
guts tabloid photographer 
Weegee. The destruction of the 
world stays in the film, but a 
scene was removed in which 
Strangelove masturbated with his 
one black glove. | b&w | 93m | 
Brattle: Fri 
®@® DOCTOR ZHIVAGO | 1965 | 
Yes, screenwriter Robert Bolt and 
director David Lean reduced Boris 
Pasternak’s epic novel of the Russ- 
ian Revolution to historical melo- 
drama. But several of Lean’s surg- 
ing set pieces have a thrilling 
sweep: the workers’ march in 
front of the Zhivago home, the 
desolation of Moscow following 
the revolution, and, especially, 
the train exodus from the city. As 
the doctor/poet hero, Omar Sharif 


is as soft-edged but soulful, like 
Maurice Jarre’s score. Julie 
Christie’s Lara is big and an- 
guished; Rod Steiger is a 
magnificent bear of a Ko- 
marovsky, the man who destroys 
Yury’s father and corrupts Lara; 
and there are additional good per- 
formances by Geraldine Chaplin 
as Yury’s wife, Tonia, Tom 
Courtenay as Lara’s husband, 
Pavel, and Alec Guinness as Yury’s 
half-brother Evgraf. | 197m | North 
End Branch Library: Wed 


THE EXORCISM OF EMILY ROSE | 
2005 | Peter Keough’s review on p 
way + Fresh Pond + suburbs 
®@© EVES WIDE SHUT | 1999 | 
For all the skin that gets bared — 
notably Nicole Kidman’s derriere 
and the bodies of countless 
masked supermodel types — in 
Eyes Wide Shut, Stanley Kubrick's 
final film reveals precious little 
soul. Based on Arthur Schnit- 
zler’s Traumnovelle, the script 
watches tony, Central Park West 
doctor-and-wife couple Bill and 
Alice Harford (real-life marrieds 
Tom Cruise and Nicole Kidman) 
slip apart into fantasy worlds: 
she confesses her overpowering 
lust for a handsome naval officer 
she eyed once in a hotel; he, 
stung by her revelation, finds 
himself the object of models, pa- 
tient’s daughters, and hookers. 
When a friend tips him off toa 
decadent, dangerous orgy out in 
the boondocks with chanting 
monks, incense, and leggy babes 
wearing only high heels, head- 
dresses, and false faces, he 
sneaks in; but the babe who tries 
to save him from discovery winds 
up dead the next day, his friend 
disappears, and the explanation 
he gets is an inane blur. In the 
end all that seems to matter is 
whether Bill and Alice can cope 
with their fantasies. In that 
sense Eyes Wide Shut epitomizes the 
director’s career, 13 films that toy 
with passion, play with profundi- 
ty, but wind up in a labyrinth of 
dead-end meaning and feeling. | 
159m | Brattle: Thurs 


FELICIDADES 2000 Lucho Ben- 
der’s ensemble film follows a cross- 
section of portefios as they try to 
make it through a muggy Christ- 
mas Eve in Buenos Aires. | Spanish 
®®@O LE FEU FOLLET|THE FIRE 
WITHIN | 1963 | This is Louis 
Malle’s film about an alcoholic, 
Alain Leroy (Maurice Ronet), 
who, released from a clinic in 
Versailles, goes to Paris, has 
lunch with some old friends, has 
a rendezvous at a café, and gets 
invited to a dinner party. Will 
something in all that give him a 
reason to live? Malle combines 
the melancholy and the fragile in 
a way that recalls F, Scott Fitzger- 
ald. With Jeanne Moreau and a 
score by Erik Satie. | French | 
108m | MFA: Thurs 
®@® THE 40-YEAR-OLD VIRGIN | 
2005 | Judd Apatow, the genius 
behind the TV cult hit Freaks and 
Geeks, brings his smart, sweet 
sensibility to this adult sex come- 
dy. Title virgin Andy (Steve Carell 
from Comedy Central's The Daily 
Show) is a nerdy guy who’s given 
up on getting it on. When his 
sex-obsessed buddies find out, 
they make getting him laid their 
mission, but Andy holds back un- 
til he meets single mother Trish 
(Catherine Keener), who wants to 
take things slow. The joke is that 
Andy’s experienced friends, with 
their fixation on women’s bodies 
and their inability to stay in a re- 
lationship (Paul Rudd stands out 
as the broken-hearted David), are 
more immature than he is. They 


provide the gross-out moments, 
and the proceedings drag when 
everyone’s forced to grow or 
learn, but Andy and Trish with 
their gentle courtship keep the 
movie from becoming a one-note 
joke. | 113m | Boston Common + 
Fenway + Fresh Pond + Circle + 
suburbs 

®®@ FOUR BROTHERS | 2005 | 
John Singleton’s film finds four 
street-tough adopted brothers, 
two white and two black, band- 
ing together to avenge their 
mother’s murder in the badlands 
of Detroit. Mark Wahlberg’s Bob- 
by, the lawbreaking but good- 
hearted eldest, grab-asses and 
galvanizes lothario Angel (Tyrese 
Gibson), troubled punk-rocker 
Jack (Garrett Hedlund), and strug- 
gling family man Jeremiah (An- 
dré Benjamin) into a team who 
must take down corruption in 
high places to achieve justice. 
Justice in this case is vigilantism, 
so you have to wonder why 
mom's smiling spirit, having 
made a visit to correct the boys’ 
table manners at a mawkish 
Thanksgiving dinner, is absent 
when they gun down helpless 
evildoers in cold blood. Singleton 
gets credit for espousing racial 
equality but loses points for the 
film’s taint of homophobia and 
misogyny. There's no faulting the 
boys’ off-color camaraderie, how- 
ever, or Singleton’s endorsement 
of organized labor in a last- 
minute twist. | 120m | Boston 
Common + Fenway + Fresh Pond + 
Circle + suburbs 

@®@@® FULL METAL JACKET | 1987 
| Set in 1968, Stanley Kubrick’s 
Vietnam film opens with a basic- 
training sequence that’s like a 
funny, epic summing-up of every 
basic-training sequence ever 
filmed, though it does raise the 
question how the overweight butt 
of the drill sergeant’s anger ever 
got this far into Marine boot 
camp (if he’d been drafted, that 
would be a different story). Once 
our heroes arrive in Vietnam, the 
film grows ominous and scary by 
degrees, moving through laugh- 
ter and stoned horror and finally 
to a shoot-out with a sniper in 
which we lose one of the men 
through whose eyes we've been 
observing the carnage. Kubrick 
sets up a unbearable dilemma for 
his soldiers that seems to have no 
solution, but then he lets them 
off the hook. Still, he’s the first 
director to show us Vietnam en- 
tirely from the disoriented view 
of the American soldiers who 
fought there. With Matthew Mo- 
dine, Lee Ermey, Vincent 
D'Onofrio, Adam Baldwin, Arliss 
Howard, and Dorian Harewood. | 
116m | Brattle: Mon-Tues 


®@®®© GRIZZLY MAN | 2005 | 
Timothy Treadwell, who spent 13 
summers living among grizzlies 
in the Alaskan wilderness, is the 
latest of Werner Herzog’s “holy 
fools,” but he has less in common 
with Herzog’s “best fiend,” Klaus 
Kinski, than with the director 
himself. As Herzog relates in his 
distinctive German-accented nar- 
tation, Treadwell — who shot 100 
hours of nature footage over five 
years — was able to capture “the 
unexpected magic of cinema.” 
Like Herzog, Treadwell frequently 
turned the camera on himself. 
After descending into a life of 
booze and drugs, the former Tim- 
othy Dexter reinvented himself as 
“kind warrior” Treadwell, child- 
like bear expert, educator, and 
preservationist from Australia. 
But on October 6, he and his girl- 
friend were eaten by a grizzly. Af- 
ter showing initial empathy, Her- 
zog allows Treadwell’s madness to 
emerge. Herzog’s conclusion? 
“The common denominator of 
the universe is not harmony — 
it’s chaos, hostility, and murder.” 
| 103m | Kendall Square + West 
Newton 
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CRASH Lions Gate Writer/director 
Paul Haggis slices into America’s racism and 
elitism with this story set in highway-connected 
Los Angeles. Officer Ryan (Matt Dillon), in 
search of carjackers, starts the ball rolling when 
he pulls over a luxury SUV driven by well- 
dressed African-American couple Cameron and 
Christine (Terrence Howard and Thandie 
Newton) and humiliates them by frisking and 
groping her. The ripples from his transgression 
spread far and wide over the film's 48-hour 
span, snaring image-hawking DA Rick (a snooty 
Brendan Fraser), his brass bitch of a lily-white 
wife, Jean (Sandra Bullock), the real carjackers 
(rapper Ludacris, in a breakthrough perform- 
ance, and Larenz Tate), the Latino locksmith 
under suspicion because of his gang-banger tat- 
toos (Michael Pefia), an Iranian shopkeeper with 
a chip on his shoulder (Shaun Toub), and 
Graham (Don Cheadle), the by-the-book homi- 
cide detective bearing the shame of his family’s 
indigence. By its end, Crash has produced a cav- 
alcade of wrecks, from twisted metal and torn 
flesh to broken souls. | 107m 


do you make a successful movie with protago- 
nists who won't talk? The short answer is to 
hire Kim Ki-duk as writer and director. The 
prolific enfant terrible of the burgeoning new 
Korean cinema returns to the softer territories 
that made his Spring, Summer, Fall, Winter. . . 
and Spring (2003) an international hit. 
Although the plot here recalls an anti-Bonnie 
and Clyde, Kim is more interested in a meta- 
physics of domestic spaces. Enigmatic Tae-suk 
(Jae Hee) affixes flyers to house doors, checking 
back later to enter the homes of vacationing 
‘burb dwellers. Instead of robbing the flats, he 


makes himself dinner, repairs broken appliances, 


and even does the laundry. In one house, he en- 
counters Sun-hwa (Lee Seung-yeon), a doe- 
eyed model battered by her domineering hus- 
band, and she joins him on his silent cruisings. 
The police catch up with the pair and Sun-hwa 


returns to her husband. In the final minutes, 
however, she and Tae-suk have a surreal re- 
union. As in previous films, Kim imagines an in- 
sular world, but 3-/ron leaves the aquatic bios- 
pheres of The Isle (2000) and Spring, Summer 
for a string of bourgeois suburban interiors 
Once again, violence and generic patterns sim- 
mer and erupt, but Kim has learned restraint. 
In the absence of language, material objects in 
3-lron take on a grand scale, functioning as 
vessels of communication. The last act’s concil- 
iatory stasis — a mélange of E.T.A. Hoffmann’s 
uncanny Romanticism and Ghost — is the only 
undesirable: you won't want Kim's existential 
puzzle to be solved. In Korean with English 
subtitles. | 95m 


®@®© STUPEUR ET TREMBLEMENTS/ 
FEAR AND TREMBLING Home Vision 
Entertainment | Based on Amélie Nothomb’s au- 
tobiographical novel, Alain Corneau’s film stars 
Sylvie Testud as a young Belgian woman, 
Amélie, who goes to work as a low-level em- 
ployee at a japanese company. Her attempts at 
understanding Japanese business culture are 
spotty at best, and her constant missteps put 
her at odds with her boss, Miss Mori (Kaori 
Tsuji as a corporate ice queen). They enter into 
a symbiotic S&M relationship, with Miss Mori 
giving Amélie increasingly demeaning office 
tasks, to which she thrills with determined 
subservience. Testud and Tsuji tear into their 
roles, giving depth to what could otherwise be- 
come cartoonish, and the intricate and delicate 
workings of Japanese corporate culture are 
fascinating, though the Japanese characters, 
aside from Miss Mori, never rise above cliché. 
Amélie’s apparent awareness of Japanese cus- 
toms makes her gaffes all the more startling, 
and her stated desire to advance her career is 
at odds with her willingness to be demeaned. 
By never leaving the office building, Corneau 
creates a happy little world in which this 
drama can be played out. | French + 
Japanese 107m 


}®®© THE HARDER THEY 
COME | 1973 | One of Cam- 
bridge’s all-time cult favorites — 
it played at the Orson Welles for 
years and years. Jimmy Cliff 
tries for that pie in the sky 
above Kingston’s Shantytown, 
but he’s got many rivers to 
cross. This is the de rigueur reg- 
gae picture, and its music and 
mythic pop narrative (Cliff tries 
to lead the gangsta life of 
amoral spaghetti Westerns) are 
enthralling even when the visu- 
al style is B-movie clunky. 
Cliff's singing is extraordinary, 
introducing America to reggae 
prior to Bob Marley. Directed by 
Perry Henzell. | 120m | Coolidge 
Corner: Fri-Sat midnight 

®@® HEATHERS | 1989 | Shot in 
a fluorescently garish cartoon 
style, Michael Lehmann’s 
black-comic high-school satire 
centers on three very nasty, 
very popular girls, all named 
Heather. Although our heroine, 
Veronica (Winona Ryder), 
knows they're evil, she still 
wants to be one of them; the 
high-school caste system leaves 
them no choice. Then she 
meets the spacy new rebel, J.D. 
(Christian Slater doing an 
amusing variation on Jack 
Nicholson’s nasal croak), and 
the two of them team up to kill 
the more popular kids and pass 
the deaths off as suicides. After 
about a half-hour, unfortunate- 
ly, the movie stops being much 
fun: the characters are too in- 
human for good satire, and the 
sarcastic relentlessness of it all 
wears you down. | 102m | Inde- 
pendent Bar & Restaurant 
®@®® HOWL'S MOVING CASTLE | 
2005 | Hayao Miyazaki (Spirited 
Away) seems constrained here by 
the busy imagination of Diana 
Wynne Jones, on whose novel 
this film is fitfully based. The 
Witch of the Waste (Lauren Ba- 
call), a Cruella De Vil sporting an 
extra 300 pounds, enters the hat 
store of young Sophie (Emily 
Mortimer) and, disgusted with 
the wares, turns her into a 90- 
year-old woman. Yet the spell 
doesn’t disguise Sophie so much 
as reveal her true nature; she’s 
impelled to set out and seek her 
fortune. That comes in the form 
of the Wizard Howl (Christian 
Bale), a baby-faced mage with a 
peripatetic castle. The Witch of 
the Waste pursues him, and the 
kingdom wants to enlist him in- 
to its nightmarish wars, but you 
suspect his greatest danger will 
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come from the ornery old Sophie 
(Jean Simmons) and her domesti- 
cating powers. Although not as 
breathtakingly convoluted as Spir- 
ited Away, Howl does meander 
down many mythic blind alleys; 
it’s Miyazaki’s precise, other- 
worldly images that save the film 
from contrivance. | 119m | Arling- 
ton Capitol 

HUMAIN, TROP HUMAIN|HU- 
MAN, TOO HUMAN | 1971 | Louis 
Malle looks inside the workings 
of a Citroén factory in the Breton 
town of Rennes. This is accompa- 
nied by the 18-minute short “Vive 
le Tour” (1962), Malle’s ode to the 
Tour de France. | French | 75m | 
HFA: Fri + Sun 


FANTOME|PHANTOM IN- 
DIA | 1-3 | 1968 | “My proposition 
was that we would start in Cal 
cutta, look around and eventual- 
ly shoot. No plans, no script, no 
lighting equipment, no distribu- 
tion commitments of any kind.” 
That's how Louis Malle embarked 
on this set of seven film about an 
India he calls “opaque” and “im- 
possible to understand for a for- 
eigner.” | French | 162m | HFA: Sat 
+ Mon 
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FANTOME|PHANTOM IN- 
DIA | 4-7 | 1968 | See above. | 
French | 216m | HFA: Sat + Tues 


®@@® JUNEBUG | 2005 | Phil Mor- 
rison’s film begins with a caval- 
cade of pig calls, a rendering of 
General Lee’s dick shooting bul- 
lets, and an anonymous fuck. The 
director’s dysfunctional Southern 


TRavErt 


JAMES VERMGRE OF Her ald RAVES: 


A gorgeous film with great performances from 

a talented cast, a genuinely urgent and relevant 
subject and a director capable of astonishing 
artistry. This movie glows! 


universe centers on George 
(Alessandro Nivola), a quiet, re- 
served type with a boyish grin 
that hides trouble. George returns 
home to small-town North Caroli- 
na with Madeline (Embeth 
Davidtz), his wife of six months, 
who owns an art gallery in Chica- 
go; she’s making the trip not to 
meet his parents but because 
she’s interested in a local who 
specializes in Civil War art. After 
a warm reception, nothing clicks. 
George’s pregnant sister-in-law, 
Ashley (Amy Adams), is obsessed 
with Madeline’s worldliness, and 
his brother, Johnny (Benjamin 
McKenzie from The OC), is a jeal- 
ous hack, unfulfilled and ready to 
explode. Revelations fly, and the 
actors carry the proceedings with 
gusto, especially Adams and Celia 
Weston and Scott Wilson as 
George’s parents. | 102m | Kendall 
Square 


THRILLER THAT ENDS 
SUMMER HIGH NOTE! 

One of the year’s best and most provocative movies! Prepare 
for a tiwilling ride. Ralph Fiennes plays this reluctant hero like 
a gathering storm. Rachel Weisz is electrifying.” 


®@® LADIES IN LAVENDER | 2005 | 
Making his directorial debut, actor 
Charles Dance adapts William J. 
Locke's short story of the same title 
(which itself seems to echo Joseph 
Conrad's far darker “Amy Foster”), 
a slight idyll about two elderly sis- 
ters, Ursula (Judi Dench) and Janet 
(Maggie Smith), who find a young 
man (Daniel Briihl) half drowned 
on the beach by their house on the 
Cornwall coast. He can’t speak a 
word of English, but the way Ursu- 
la stares at him like a moonstruck 
heifer makes it clear he doesn’t 
need to, and it almost seems unfair 
when he picks up a violin and sum- 
mons up a Bach Partita to die for. 
Oh and World War Il is starting up, 
or at least that seems to be gist of 


the occasional broadcasts sputtered 
on the wireless, and Olga 
(Natascha McElhone), a mysterious 
Russian visitor, has taken an inter- 
est in the newcomer. So it appears 
Ursula’s hopeless crush might be 
spirited away, and Poland might be 
invaded as well. David Warner puts 
in a dyspeptic performance as the 
horny local doctor; otherwise this 
exercise in scenery and music is as 
innocuous as a nosegay. | 104m | 
West Newton + Arlington Capitol 
@® LAWS OF ATTRACTION | 2004 
| For a brief moment, it’s kind of 
fun seeing James Bond in a wrin- 
kled suit sleeping off a hangover in 
a chair. Then he wakes up, and it’s 
not really Bond, it’s Pierce Brosnan 
playing an attorney in this roman- 
tic comedy (that’s the genre, not a 
description) from Sliding Doors direc- 
tor Peter Howitt. He’s up against 
Julianne Moore, who appears to be 
the only other divorce lawyer in 
New York. They go head to head in 
several high-profile cases, and 
wouldn't you know it, they find 
themselves falling for each other. 
Enter Parker Posey and Michael 
Sheen as the entertainingly obnox- 
ious rock-star couple getting a 
messy divorce, throw in a trip to 
Ireland and a drunken marriage, 
and you've got a movie. What you 
don’t have is Adam's Rib. Brosnan 
and Moore are appealing leads, but 
they try too hard to capture the an- 
archic spirit of classic screwball 
comedies. Moore is brittle and up- 
tight, Brosnan wacky and sincere; 
the result is just antic, and the 
emotional payoff, when it comes, 
feels like a bad concluding argu- 
ment. This is the kind of movie 
where having someone watch the 
Weather Channel passes for charac- 
ter development. | 93m | Fenway 
®@® LOLITA | 1962 | Viadimir 
Nabokov’s novel scandalized read- 
ers with its tale of a love affair be- 


tween a middle-aged, obsessed 


roué and his lower-class pre-pubes- 


cent lover; and his movie adapta- 


tion of the book, directed by Stan- 
ley Kubrick, was instrumental in 
overthrowing the Production Code. 


Time hasn't been entirely kind to 
the film however — now it seems 
more quaint than outrageous. 
James Mason is properly epicene as 
Humbert Humbert, Sue Lyon seems 
only a little old as his beloved 
nymphet, Shelley Winters is glori- 
ously blowzy as her mother, and 
Peter Sellers is hilarious and bril- 
liant in his too brief stint as Hum- 
bert’s nefarious rival, Clare Quilty. 
Kubrick’s direction transforms 
Nabokov’s luxuriant prose into 
black-comic caricature, a warm-up 
for the explosive comedy of Dr. 
Strangelove. | b&w | 152m | Brattle: Fri 


very 
One of the places it might go is 
the Aca iemy Awards® this year. 


®@ MADAGASCAR | 2005 | This 
romp about two friends pushed to 
opposite ends of the food chain gets 
lost in the jungle of target market 
greed — no surprise since it comes 
from the same DreamWorks Ani- 
mation factory that churned out 
Shrek and Shark Tale. The African is- 
land of the title, home to lemurs 
and other oddities, is the acciden- 
tal dumping point for a lion, a hip- 
po, a giraffe, and an antsy zebra 
from the pampered keep of the 
Central Park Zoo. Best friends Alex 
the Lion (Ben Stiller) and Marty the 
Zebra (Chris Rock) realize they’re 
predator and prey — can friendship 
surmount primal instincts? How 
they get shipwrecked (a SWAT team 
and penguins who hijack a 
freighter) is the most amusing part 
of the tale. But once on the island, 
the displaced four fall into a lemur 
orgy, get chased by a pack of raven- 
ous fossa, and watch a duckling get 
mauled by a croc. In short, Mada- 
gascar is a violent place, and the 
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®®® MAD HOT BALLROOM | 2005 


CPE 


| This documentary about New York 
City fifth-graders in a ballroom- 
dance competition follows the lead 
of 2002's Spellbound, but whereas the 
latter turned the National Spelling 
Bee into a nailbiter, director Mari- 
lyn Agrelo’s debut sometimes loses 
its fancy footing. In the early go- 
ing, Agrelo waltzes a crowd of kids 
from three public schools across 
the screen; several, such as coltish 
Emma and amber-eyed Wilson, beg 
for back story. After-school chats 
underscore the problems of poverty 
and urban evil, yet Agrelo never 
delves into any one life. Still, 
there’s no denying the charms of 
these frank-talking little Freds and 
Gingers, and the film delivers the 
expected dose of pathos and hu- 
mor. Like its young subjects, Mad 
Hot Ballroom starts out stiff but 
swings in the end. | 105m | Chest- 
nut Hill + Embassy + Somerville 
Theatre + Arlington Capitol 
®@® THE MAGDALENE SISTERS | 
2002 | Focusing on three Irish girls, 
Margaret (Anne-Marie Duff), 
Bernadette (Nora-Jane Noone), and 
Rose (Dorothy Duffy), who in 1964, 
for real or imputed sexual delin- 
quency, are sent to a reform 
school/laundry run by wicked 
nuns, Peter Mullan’s film belongs 
to a long tradition of artistic works 
denouncing the evils of Catholi- 
cism: a visiting priest shoots a 
home movie of two nuns who act 
all sweet and embarrassed for the 
camera, but we've already seen this 
trio committing the worst sexual 
abuses depicted in the film. What's 
odd about the film is that it plays 
down Margaret, who’s portrayed as 
the most intelligent of the girls and 
the one best equipped to carry her 
first-hand knowledge of injustice 
into the reformist future, in favor 
of Bernadette, who incarnates the 
victims’ identification with their 
torturers. The satisfaction we're af- 
forded is inseparable from nostal- 
gia and from a perverse complicity 
with what Mullan’s film indicts. 
This screening is part of the 
Coolidge’s “Film Appreciation Sem- 
inar” series. | 119m | Coolidge Cor- 
ner: Wed 
THE MAN | 2005 | Special agent 
Samuel Jackson and doofus sales- 
man Eugene Levy hook up on an 
investigation. Lee Mayfield (Flubber) 
directs. | 95m | Boston Common + 
Fresh Pond + Circle + suburbs 
LA MARCHE DE LEM- 
PEREUR|MARCH OF THE PEN- 
GUINS 2005 The emperor pen- 
guin waddles forth as an exemplar 
of family values in first-time direc- 
tor Luc Jacquet’s quiet, engrossing 
documentary. Each spring, the 
Antarctic birds shuffle 70 miles to 
begin their mating ritual, and soon 
the trumpeting mob are dancing 
beak to beak. As kinky as it sounds, 
the penguin sex scene is weirdly 
sensual; it’s also one of the few 
times, and appropriately so, that 
otherwise eloquent narrator Mor- 
gan Freeman (in the English-lan- 
guage version) keeps mum. From 
here, the stakes rise, as the males 
egg-sit, the females leave to feed, 
and the temperature dips to 80 be- 
low. It’s a tedious life, and that 
shows in the film’s pacing. Still, 
there are arresting visuals, from 
the sculptural, blue-glossed gla- 
ciers to the snow-dusted mass of 
penguin patres familias, and im- 
ages of toddling chicks balance out 
the darker moments. Jacques Per- 
tin’s Le peuple migrateur|Winged Migra- 
tion has the aerial footage, but the 
emperors’ flightlessness doesn’t 
ground their story. | 80m | Boston 
Common + Fenway + Harvard 
Square + Coolidge Corner + Chestnut 
Hill + Embassy + suburbs 
®@®@ ME AND YOU AND EVERY- 
ONE WE KNOW | 2005 | Perfor- 
mance artist Miranda July’s debut 
feature recalls a number of contem- 
porary films about interconnecting 
lives and kooky relationships made 
by women — Rebecca Miller’s Per- 
sonal Velocity, Rose Troche’s The Safety 
of Objects, Nicole Holefcener’s Lovely 
Amazing. John Hawkes is affecting 
and humorous as a shoe salesman 
rebounding from a broken mar- 
riage and resisting the advances of 
an aspiring performance artist 


played with authoritative kooki- 
ness by July herself. This romance 
has charm, feeling, and rueful 
comedy, and yet you might be more 
intrigued by the things off to the 
side, like the sexual explorations of 
Hawkes’s character’s two sons, or 
the secret trousseau of the sad, pal- 
lid neighbor girl. Perhaps that’s 
what makes a film an independent 
film: it suggests a life independent 
of its being a film. | 90m | Kendall 
Square + Coolidge Corner 
®@® THE MEMORY OF A KILLER | 
2003 “Seek and you shall find” 
the directive that sends thoughtful 
detective Eric Vincke (Koen De 
Bouw) and his sharp-shooting part- 
ner, Freddy Verstuyft (Werner De 
Smedt), searching for clues to a 
murder. In this above-average pro- 
cedural thriller, it’s the killer him- 
self who issues the order. Utilizing 
a gothic Belgian locale, director 
Erik Van Looy orchestrates an intri- 
cate game of cat and mouse. Ange- 
lo Ledda (veteran Jan Decleir), the 
graying rodent, is a victim of child- 
hood abuse; he’s also a cold-heart- 
ed contract killer exhibiting ad- 
vanced signs of Alzheimer’s. Refus- 
ing to kill a 12-year-old girl, he 
turns on his client, leading Eric to- 
ward a web of political blackmail 
and child prostitution. Only Ange- 
lo’s deadly skills and Eric’s sympa- 
thy can keep him from becoming 
trapped within an increasingly 
confused maze. Seek and you'll 
find a stylish thriller that lingers in 
the memory. | Dutch + French | 
120m | Kendall Square + West New- 
ton 
LE MONDE DU S!LENCE|THE 
SILENT WORLD | 1956 | Imagine: 
you're 23 years old and a world-fa- 
mous explorer asks you to make a 
documentary about him that goes 
on to win the Palme d’Or at Cannes 
and then the Best Documentary Os- 
car from Hollywood. The filmmak- 
er is Louis Malle, the explorer is 
Jacques Cousteau, and Malle shot 
much of the underwater photogra- 
phy himself. | French | 86m | HFA: 
Fri + Sun 
®@®@®© MURDERBALL | 2005 | Part 
ESPN highlight reel, part MTV 
flash, Henry Alex Rubin & Dana 
Adam Shapiro’s documentary 
about wheelchair rugby moves in 
unexpected ways. The film begins 
with the US and Team Canada 
squaring off for the 2002 world 
championship and concludes with 
a rematch at the 2004 Paralympics 
in Athens. The agitating element: 
perennial MVP Joe Soares, cut from 
the US squad, coaches the Canadi- 
ans. Early on Soares gets into a 
four-letter pissing contest with 
Mark Zupan, one of the young 
guns who unseated him. Acrimony 
aside, the two exude the same 
machismo; Soares is the embodi- 
ment of Robert Duvall’s hard-ass in 
Apocalypse Now and Zupan proclaims 
himself a “serious” athlete, “not 
like the Special Olympics where 
you get a pat on the back.” Off | 
court there’s the cheesy “how to” 
sex video for quads, Soares advising 
his effeminate son, and Zupan con- 
fronting the driver that crippled 
him. It’s a compelling tour de force 
with a torrent of emotion pound- 
ing underneath. | 88m | Coolidge 
Comer + Embassy + Somerville The- 
atre 
®® MUST LOVE DOGS | 2005 | 
Sarah (Diane Lane) is a lovelorn di- 
vorcée, so her sister, in a fit of con- 
trived helpfulness, posts Sarah’s 
profile on an on-line dating site. 
Little hilarity ensues as Sarah goes 
on numerous bad dates; then she 
Meets Jake (John Cusack) after his 
friend finds her photo. Director 
Gary David Goldberg makes it 
painfully clear that Jake and Sarah 
have submitted to on-line dating 
only to please others, but it hardly 
matters, since there’s nothing re- 
motely interesting about either of 
them. And though Lane and Cusack 
can be appealing, they flounder 
here. Goldberg pulls out every ro- 
mantic-comedy cliché for a movie 
that you should see only if that’s 
what it takes to get someone to go 
out with you. | 98m | West Newton 
+ Arlington Capitol + suburbs 
Continued on p 14 


ARTS + ENTERTAINMENT | THE BOSTON PHOENIX 
Film 
q 
BEST REVIEWED THRILLER THE YEAR 
film of nuance and power, flawiessty BE 
‘surges with a heartbept of its own.” a 
‘ ” 
TWO THUMBS WAY SEE THE SCREEN TODAY. 


boston 
ilm festival 


BOSTON FILM FESTIVAL 


CELEBRATE THE 21st ANNUAL 


} 
| 
4 
1 
ot 
| 
3 
THEATRES 


14 SEPTEMBER 93,2065 | ARTS + ENTERTAINMENT | THE BOSTON PHOENIX 


Continued from p 12 


PAPER CLIPS 2004 The 
eighth-grade class of a school in 
Whitwell, Tennessee (a community 
of 2000, predominantly white and 
Christian), decides to study the 
Holocaust and create a commemo- 
Yrative art project. Having learned 
that paper clips were a secret sign 
worn by supporters of victims of 
the Nazis, the students attempt, 
via grassroots appeals, to amass 
nine million of them. The response 
and its effect upon the community 
are remarkable: the students enlist 
two savvy and lovable German jour- 
nalists to expand the scope of their 
project, and eventually it’s widely 
publicized and celebrated. But di- 
rectors Elliot Berlin and Joe Fab 
have made Paper Clips a self-congrat- 
ulatory, ingenuous, and smarmy 
portrait of a small-town America 
that had apparently never heard of, 
much less considered, the Holo- 
caust. There are so many egre- 
giously scripted and gratuitously 
choreographed moments that this 
film can serve as a study in how 
not to make a documentary. | 82m | 
West Newton 
®@®@© PARALLEL LINES | 2004 | 
Peter Keough’s review on p 6 | 38m 
| MFA: Sun + Thurs 
®@® PATHS OF GLORY | 1957 | Its 
anti-war message is simplistic, but 
Stanley Kubrick's story of honor 
and authority on the French front 
during World War I contains some 
of the most horrifying depictions of 
trench warfare ever filmed. George 
Macready is the martinet who or- 
ders his men on a suicide mission; 
Adolphe Menjou is the general who 
agrees to court-martial three of the 
soldiers for their refusal to follow 
the order; Kirk Douglas is the brave 
colonel who defends them. | b&w | 
‘86m | Brattle: Mon-Tues 
Louis Malle here seems the heir to 
Godard, as he flags down passers- 
by for interviews in the title 
Parisian square but then inter- 
sperses sequences with hidden 
cameras and microphones. | French 
| 94m | HFA: Wed-Thurs 
® PRETTY PERSUASION | 2005 | 
When Kimberly (Evan Rachel 
Wood) first appears on screen, de- 
based by the piggish casting direc- 
tors of the TV series she's trying to 
land a role on, she seems a sympa- 
thetic victim of male chauvinism. 
By the end of the picture, those 
chauvinists are proved right. To get 
her way, Kimberly targets her fan- 
cy prep school’s sleazy drama 
teacher (Ron Livingston) and en- 
lists two fellow students (one an 
Arab girl, so look out for racist 
jokes) in taking him to court for 
sexual harassment. Her motives 
prove less than idealistic, and so do 
director Marcos Siega’s; it’s bad 
enough that he lampoons the weak 
and oppressed, but the jokes aren't 
even funny. | 104m | Harvard 
Square + Embassy 


RED EYE 2005 Veteran hor- 
tor director Wes Craven combines 
the specter of terrorism and the ob- 
noxious person you're crammed 
next to for six hours on a cross- 
country flight and comes up with a 
bore. Rachel McAdams is a lumi- 
nous talent waiting for a breakout 
role; she won't find it as Lisa, a 
workaholic functionary at a swank 
Miami hotel. Flying back home af- 
ter attending a funeral, Lisa’s at 


lian Murphy, looking disarmingly 
like documentarian Ken Burns), 
then shocked when he tells her 
that her father (Brian Cox, who 
gets to sleep a lot) will be killed if 
she doesn't assist in a plot to assas- 
sinate the Head of Homeland Secu- 
tity, who'll be staying at her hotel. 
Craven gets some mileage out of 
the minimal confined setting (a 
ballpoint pen, a Dr. Phil book), but 
Murphy proves an unthreatening 
antagonist and McAdams is bur- 
dened by empowerment issues. 
One to watch on an airplane with 
the sound off. | 85m | Boston Com- 
mon + Fenway + Fresh Pond + Circle 
+ suburbs 


by 


PARALLEL LINES After 9/11, Nina Davenport traveled cross-country interview America. 


RHYTHM IS IT! | 2004 | Thomas 
Grube and Enrique Sanchez Lansch 
made this documentary about 250 
“at-risk youth” whom Roysten Mal- 
doom brought together to dance 
Stravinsky’s Le sacre du printemps with 
Simon Rattle and the Berlin Phil- 
harmonic. | 100m | MFA: Sun 
®@® RIVERS AND TIDES: ANDY 
GOLDSWORTHY WORKING WITH 
TIME | 2001 | Albert Camus’s “The 
Myth of Sisyphus” comes to mind 
while you're watching Scottish en- 
vironmental sculptor Andy 
Goldsworthy work on a project in 
Thomas Riedelsheimer’s documen- 
tary. He’s trying to build one of his 
trademark pinecone-shaped sculp- 
tures out of stones on a beach be- 
fore the tide comes in. After it’s 
collapsed for the fourth time, he 
says that with each attempt he got 
to know the stone a little better, 
but he just didn’t get to know it 
well enough. What most would re- 
gard as futility and transience 
Goldsworthy, like the mythical 
hero of Camus’s essay, embraces. 
Art, he believes, is not about per- 
manence, it’s about catching the 
patterns of the ephemeral, the nat- 
ural cycle of ebb and flow. That all 
sounds a bit touchy-feely, but as 
Goldsworthy points out, his work 
often speaks better than his words, 
and the images of him pulverizing 
a stone into an iron-rich powder 
and then tossing it into a river so 
that it flows red like blood give 
force to the notion that even rocks 
are fluid. Goldsworthy finds a fine 
collaborator in Riedelsheimer, and 
the film shimmers with stunning 
images of intricate pieces achieving 
their apotheosis and then collaps- 
ing in a variety of environments. 
Riedelsheimer's illuminating 
recording of the process, however, 
begs the question: if a sculpture 
falls in the woods and only the 
sculptor sees it, is it art? | 90m | 
New Art Center: Thurs 

®® THE ROCKY HORROR PICTURE 
SHOW | 1976 | This horror-camp ex- 
travaganza still draws midnight 
crowds. Its story of two dorky, all- 
American kids (Barry Bostwick and 
Susan Sarandon) who find them- 
selves indoctrinated into the pan- 
sexual ways of Dr. Frank-N-Furter 


aux Folles, but only a curmudgeon 
would deny the magnetism of Tim 
Curry, whose lip-smacking rendi- 
tion of “Sweet Transvestite” re- 
mains one of the high points in all 
of cult movies. Jim Sharman di- 
rects. | 100m | Harvard Square: Sat 
midnight 


SCHULE|NO MORE SCHOOL | 2000 | 
Marco Petry’s film follows a group 
of high-school students in a small 
German town during the 24 hours 
before they graduate. “Deutsche 


Graffiti”? With Daniel Briihl (Good 
Bye, Lenin!), | German | 99m | MFA: 
Thurs 

SEARCHING FOR THE WRONG- 
EYED JESUS | 2003 | This documen- 
tary from Britisher Andrew Dou- 
glas is narrated by musician and 
songwriter Jim White, who ex- 
plores his own Southern heritage 
as he talks to other musicians in- 
cluding Johnny Dowd, the Hand- 
some Family, Lee Sexton, David Jo- 
hansen, and Melissa Swingle. | 
82m | MFA: Sat 

®® THE SISTERHOOD OF THE 
TRAVELING PANTS | 2005 | One 
pair of jeans that flatters four dif- 
ferent asses? That’s the initial mag- 
ic of the eponymous thrift-shop 
threads, until they mystically con- 
nect the 16-year-olds who share 
them during a summer of separa- 
tion. Ken Kwapis’s middling film 
Stays true to the fanciful aspects of 
Ann Brashares’s best-selling 
young-adult novel, which digs 
deep into the inner lives of the out- 
wardly stereotypical best friends. 
But here rebellious Tibby (Amber 
Tamblyn), prim Lena (Alexis 
Bledel), reckless Bridget (Blake 
Lively), and expressive Carmen 
(America Ferrera) are quartered in- 
to flat teen versions of the Sex in the 
City gals. By the time each actress 
has worked her climactic moping/ 
yelling/crying scene, the drama 
has become shrill and over- 
wrought, though Ferrera (Real 
Women Have Curves) is a standout. 
Unlike the peripatetic pants, this 
awkward jump from page to screen 
is a less-than-perfect fit. | 119m | 
Arlington Capitol + suburbs 

®® THE SKELETON KEY | 2005 | 
Ehren Kruger, scripter of The Ring, 
wrote this predictable offering, 
which proves that all the Spanish 
moss in the South does not a 
thriller make. Hospice worker 
Caroline (Kate Hudson) moves in- 
to an old Louisiana mansion to 
care for its ailing owner (John 
Hurt). She’s given a skeleton key 
that unlocks every room, includ- 
ing an attic stocked with enough 
gris-gris to fill a voodoo museum 
and clues about ghosts, spells, 
and a lynching. Thunderstorms, 
flickering candles, and bumps in 


night 


queen is smarter than most but 
still meets the requirements — 
snooping where she shouldn’t, 
flashing a bit of breast in the 
obligatory shower scene, and 
looking frightened-yet-adorable 
throughout. Hurt is the star: asa 
wheelchair-bound mute, he uses 
his eyes to convey his fear of his 
wife (Gena Rowlands), who may 
be to blame for his condition. Like 
The Ring, Key has creepy images 
and ends with a twist, but direct- 
ed by Iain Softley (K-PAX), it un- 
locks none of that film’s uncanny 
terror. | 104m | Boston Common + 
Fenway + Somerville Theatre + 
suburbs 


SKY HIGH 2005 The title 
high school in the clouds for super- 
hero offspring is divided into the 
have-powers (heroes) and the have- 
nots (sidekicks), Freshman Will 
Stronghold (Michael Angarano, the 
gimpy hanger-on in Lords of 
Dogtown) flunks his powers test and 
is relegated to the latter group, 
gravely disappointing his parents, 
the Commander (Kurt Russell) and 
Jetstream (Kelly Preston), highly 
revered crimebusters who under- 
cover are the most prolific real-es- 
tate agents in their tidy burb. We 
get superpowered pranks, classist 
hallway jockeying, and a villainous 
uprising; Wonder Woman Lynda 
Carter even pops up as Principal 
Powers, and of course Will finds 
his mojo when the prom goes 
Carrie. Derivative and cheesy, yes, 
but director Mike Mitchell (Deuce Bi- 
galow) spins it all together with the 
tongue-in-cheek verve of Pee-wee's 
Playhouse. | 102m | Arlington Capitol 
A SOUND OF THUNDER | 2005 | 
Chris Wangler’s review on p 6 | 
103m | Boston Common [tentative] 
+ Fenway + Fresh Pond + suburbs 
®®© SPARTACUS | 1960 | Stanley 
Kubrick’s epic about the slave 
(Kirk Douglas) who leads a rebel- 
lion against Rome could have used 
a more interesting script and live- 
lier heroes. The film is widely 
credited with being the first to 
break the Hollywood blacklist by 
letting Dalton Trumbo adapt 
Howard Fast’s novel under his 
own name. But Trumbo’s Sparta- 
cus is too noble to be real. Douglas 
loses his savage edge as the film 
progresses, and his peasant army 
is a utopian social clique. Much 
more interesting are the villain- 
ous, decadent Romans, among 
them Charles Laughton, Peter 
Ustinov (a nimble scene stealer), 
and, best of all, Laurence Olivier 
as the crafty general Crassus. 
Kubrick crams an astonishing 
amount of information into the 
widescreen, and the battle scenes 
are more exciting, horrific, and 
bloodily realistic than most war 
films. | 198m | Brattle: Sun 

®@0 A STATE OF MIND | 2004 | 
For his BBC documentary, Daniel 
Gordon managed to convince the 


could make a fair-minded, judi- 
cious film. And that’s what he’s 
done, though at the price of self- 
censorship. A State of Mind focuses 
on two adolescent gymnasts who're 
training for the Mass Games, in 
which thousands of North Koreans 
do synchronized athletics in honor 
of Kim Jong Il in the hope that 
their reclusive leader will come to 
watch them perform. Gordon takes 
us to see the girls’ rigorous train- 
ing; he also follows them to school, 
and home. The two gymnasts live 
in squat apartments in high-rise 
buildings, with too many relatives 
in too few rooms. Yet as highly 
ranked athletes, they have far bet- 
ter domiciles than regular North 
Koreans. That’s why their domestic 
life seems so familiar to Western- 
ers, with parents insisting that 
homework be finished before their 
daughter can watch TV cartoons. 
Then it’s off to bed, before the Or- 
well dawn: at 7 am, the Workers’ 
Siren screams “Get Up!” across Py- 
ongyang. | English + Korean | 94m | 
Coolidge Corner 


TOUCH THE SOUND | 2004 | 
Thomas Riedelsheimer (Rivers and 
Tides) made this documentary about 
the celebrated Scottish percussion- 
ist Evelyn Glennie, who is almost 
deaf but “hears” sound with her 
body. | 99m | MFA: Sat 
TRANSPORTER 2 | 2005 | Tom 
Meek’s review on p 6 | 88m | Boston 
Common + Fenway + Fresh Pond + 
Chestnut Hill + suburbs 

2046 2004 Wong Kar- 
wai’s sequel of sorts to his 2000 
film In the Mood for Love, Chow Mo- 
wan (Tony Leung Chiu-wai) has 
given up the Don Quixote of illuso- 
ty ideals for the Don Juan of imme- 
diate gratification and discovered 
that neither self-denial nor self-in- 
dulgence makes a dent in the 
prison of time, space, and desire. 
To make ends meet, he serializes a 
story set in 2046, the year of Hong 
Kong’s final reintegration into the 
mainland. It’s more a place than a 
time, attainable by the futuristic 
bullet trains Wong renders in Ma- 
trix-like CCI. But 2046 is also a hotel 
room, the one where Mo-wan and 
Su Li-zhen enacted their non-affair 
in Mood. Mo-wan moves into the 
room next door and falls for Wang 
Jing Wen (Faye Wong), daughter of 
the hotel owner. His rendezvous 
with the prostitute Bai Ling (Ziyi 
Zhang) are jokingly but strictly 
monetary, until they’re not. Then 
there’s the gambler named Su Li- 
zhen (Gong Li) who bails him out 
when his luck runs out in Singa- 
pore. Mo-wan writes these charac- 
ters into his novel, making them 
android attendants on the bullet 
train to the future. Perhaps it’s not 
the love that’s lost in 2046 but the 
moment, with the loser con- 
demned to relive it forever. | Can- 
tonese + Mandarin + Japanese | 
129m | Kendall Square + Embassy 


UNDERCLASSMAN | 2005 | Tom 
Meek’s review on p 6 | 95m | Boston 
Common + Fenway + Fresh Pond + 
Circle + suburbs 

AN UNFINISHED LIFE | 2005 | Peter 
Common + Kendall Square + Em- 
bassy + suburbs 


®® VALIANT | 2005 | The true sto- 
ty of the Allied forces’ use of hom- 
ing pigeons (and other animals) to 
deliver messages during WW2 is 
compelling, particularly since it 
offers yet another example of the 
havoc wreaked by war. Yet as a 
cutesy coming-of-age tale involv- 


North Korean pipsqueak pigeon (Ewan Mc- 


Gregor) who joins the Royal Hom- 
ing Pigeon Service out of patriotic 
duty, Valiant is about as illuminat- 
ing as Heckle and Jeckle. And even 
though director Gary Chapman 
passes on drama in favor of puns, 
there are moments, as when the 
pigeons try to escape the tumul- 
tuous English Channel, that 
might be too scary for his core au- 
dience of kids. Thanks to the dry- 
witted Ricky Gervais (The Office), 
whose ad libs give wings even to a 
crusty bird caged in a formulaic 
story, Valiant manages to hover 
just above the level of pigeon drop- 
pings. | 76m | Fresh Pond + Chest- 
nut Hill + suburbs 


WAKE ISLAND | 1942 | Brian Don- 
levy is the spit-and-polish com- 
mander who takes charge of the ti- 
tle island, but the Marines resist 
his discipline until Pearl Harbor is 
attacked. Then the Japanese go af- 
ter Wake Island. How long can our 
boys hold out? Robert Preston, 
Macdonald Carey, Albert Dekker, 
and Barbara Britton also star in 
this patriotic Hollywood wartime 
effort; John Farrow directed. | bgw 
| 87m | South Boston Branch Li- 
brary: Thurs 

®@®@® WEDDING CRASHERS | 
2005 | John Beckwith (Owen Wil- 
son) and Jeremy Grey (Vince 
Vaughn) are friends whose spe- 
cialty is crashing nuptials and 
bedding the bridesmaids, and af- 
ter David Dobkin’s opening mon- 
tage of the pair at their worst, 
they wind up at the wedding of 
Christina Cleary (Jennifer Alden), 
daughter of Treasury Secretary 
John Cleary (Christopher Walken, 
with few lines but a devastating 
stare). But though Jeremy quickly 
seduces Christina’s sister Gloria 
(Isla Fisher), she’s a wildcat who 
proves more than he can handle. 
And after John exchanges glances 
with the other sister, Claire 
(Rachel McAdams), she turns out 
to be the property of a boorish 
fiancé. Nothing daunted, John 
persuades Jeremy to come with 
him when they’re invited to the 
Clearys’ beachfront estate. The 
pair are spirited ciphers inventing 
themselves as they go along, the 
descendants of Jay Gatsby. Even 
without the film's heavy-handed 
homo-erotic suggestions, it’s obvi- 
ous that theirs is the perfect mar- 
riage. | 119m | Boston Common + 
Fenway + Fresh Pond + Circle + 
suburbs 


ZAZIE DANS METRO 
1960 | Louis Malle’s adaptation of 
Raymond Queneau’s Joycean best- 
seller is a madcap mix of Dziga 
Vertov, Buster Keaton, Chuck 
Jones, and just about any other 
filmmaker with a penchant for 
camera tricks, slapstick, or party 
colors. Ten-year-old Zazie (Cather- 
ine Demongeot) is a pint-sized 
Audrey Tautou, with her black 
bangs and her world of absurdi- 
ties and serendipities verging on 
the dreamlike. She’s in Paris to 
spend the day with her Uncle 
Gabriel (Philippe Noiret), a hulk- 
ing melancholic who dances 
nights in a tutu at a cabaret and 
is otherwise content with his 
beautiful wife, Albertine (Carla 
Martlier), and the host of oddities 
who are his neighbors. But 
frisky, foul-mouthed Zazie insists 
on riding the Métro, which is on 
strike, and she finds herself men- 
aced by a mustachio’d mystery 
man (Vittorio Caprioli) with a 
thing for disguises and females of 
all ages. Centering the storm is 
Noiret’s performance: his half- 
cracked soliloquies about mortali- 
ty and dreams within dreams un- 
derscore the tawdry artifice that 
engulfs him. | French | 88m | 
MFA:Sat_ , , 
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and travel time observe their musculature and EVENT, GENRE ATE, ANY KEYWORD 
nor, but they aren’t supposed ad- respiration action. REAL YOUR SEATS ARE RESERVED 
vanced enough feel love. Nintendogs Like highly evolved Tamagotchi, 
presents convincing argument the Nintendog depends human care 
contrary. Rather than conventional thrive. simple status screen displays 


game, it’s puppy simulator. Although how hungry, thirsty, and dirty your dog 


puppies never age the world Ninten- is. Keeping happy addressing these 


RIGHT AWAY! 
CONFIRMATION WITH ALL YOUR ORDER DETAILS 
ONLINE ACCOUNTS WHERE YOU CAN SEE YOUR 
ORDER HISTORY 

q 


dogs, their affection all needs the essence the gameplay. But OPENAFREE ONLINE 
overcome even the most cynical hipster. don’t worry: your Nintendog may run AND ENTERED WIN FREE 

Nintendogs originated Japan, away you neglect it, but can THEATER TICKETS! 
the country that ever die, unlike certain re- Visit TODAY 


between reality and fantasy. 
The eponymous mutts aren’t 
superdogs, seeing-eye dogs, 
even our brave fighting dogs cur- phone, you can train your dog re- 
They’re regular old puppies; back that you advance beyond 


al-life dog could mention doing 
didn’t tear inside. 
Using the DS’s built-in micro- 


simply pick breed call your HOT TIP “Sit” and “Lie down,” the mike can 
own and start raise it. There THE FASTEST finicky about what will accept. But 
are three Nintendogs cartridges WAY that should affect only disciplinari- 
available: ans whose perfectly behaved dogs are 
Friends, and Chihuahua Friends, FRISBEE the nerds the canine world. 
each which offers six Despite its lack formal game- 
dogs choose from. (Eventually PRAISE play, the notoriously grouchy Japan- 
you can unlock all breeds YOUR DOG ese rag Famitsu gave Nintendogs un- 
each cartridge.) EVERY TIME heard-of perfect score. And there are 
Whichever dog you start with, things You can explore the 
immediately start petting DISC BACK neighborhood with your dog, be- 
it, using the DS’s and friending other pooches and playing 
touchscreen. The simulation the park. rudimentary econom- 


accurate enough that would eerie allows you earn money win- 
weren’t gosh-darn adorable. Scratch athletics and obedience competitions. 


their ears with the stylus and You can spend your winnings new dogs, 
cock their heads the side. Rub their grooming supplies, and better dog food. 
tummies and lift paw the air Mostly, take your dog for walk, 
give you better access. Touch their feed it, pet it, and then leave fora 


noses and stick out while. plastic touchscreen may 
tongues lick hand. Al- for wet nose, but when 
though there’s rarely much to look at on stuck in an apartment that doesn’t allow 
screen besides the dogs, the the next best thing: 
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Long Journey into Night Gloucester Stage, plus The Story Zeitgeist Stage 


_BY STEVE VINEBERG 


or three of its four acts, Gloucester 
Stage Company’s production 
Long Day’s Journey into Night (through 
September 18) Eugene O’Neill’s 
immense and relentless family 
drama, a test for any regional theater — 
triumphs over the shortcomings un- 
even ensemble and barely adequate set and 
costume designs (by Jenna McFarland and 
Shanna Parks, respectively). Director Eric 
Engel has done careful work shaping 
the scenes, and two the four principal 
actors are strong enough unleash both 
the text’s lyricism and its whiplash power. 
Sandra Shipley has the legendary role 
Mary Tyrone, the morphine-addicted matri- 
arch the family O’Neill modeled his 
own. It’s perilous part for actress ten- 
der and delicate on the one hand, on the oth- 
unyielding, walled against the efforts 
the three Tyrone men, husband James and 
sons Jamie and Edmund, to get through to 
her, living the feeble hope that she 
sinks low enough, the Virgin Mary take 
pity her and restore her lost faith. Mary 
has been played with aristocratic theatri- 
cality (by Katharine Hepburn the 1962 film 
version), as a diminished, spectral presence 
(by Colleen Yale Rep the late 
*80s), and with an almost monstrous 
strength and brutality (by Vanessa Redgrave 
the Broadway revival two seasons ago). 
Shipley’s Mary seems more ordinary than 
any those women, despite her Midwestern 
convent-school snobbery about consorting 
with her actor husband’s professional 
cronies. She’s the first Mary I’ve seen who 
suggests what Essie Miller, the mother 
pipe-dream version his family 
the sentimental comedy Ah, might 
like difficult pregnancy and igno- 
rant doctor had made her dope addict. The 
performance itself hardly ordinary: it’s po- 
etic, varied, accomplished. Her best mo- 
ments, like her acknowledgment of her lone- 
liness when her men have left her for the af- 
ternoon the end act two, and her way 
waving away remnants the past she 
longer wants linger on, are memorable. 
And Joe Pacheco brings rough-hewn, 
all-American tragic aura Jamie, the eld- 
er son, who at 33 is already entrenched in 
ugly, self-deploring alcoholism. 
Pacheco doesn’t ride the crest O’Neill’s 
language, the way Jason Robards did the 
movie smart choice, since Robards had 
that approach pretty much sewn up. But 
isn’t slobby, beefy drunk either, 
Philip Seymour Hoffman was opposite 
Redgrave. He’s streetwise, vernacular 
Jamie, with the melancholic, doomed 
beauty movie gangster. 
Paul certainly handsome 
enough play Tyrone matinee idol 
who threw away promising 
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classical actor fit stage vehicle that 
was popular made him rich and in- 
capable playing anything else. (The real 
James O’Neill toured in The Count of Monte 
Cristo for decades.) O’Brien works hard, 
and isn’t bad. But Tyrone 
miser, scarred for life childhood pover- 
ty, helpless throw off the bitter les- 
sons of his early life — even if it means 
shelling out for the best medical treatment 
for his consumptive son, Edmund 
Mary and Jamie are to unshackle them- 
selves their addictions. And O’Brien 
simply doesn’t have the tragic weight 
drag the character into those depths. 

Edmund, Michael Tennant disas- 
trously miscast, not just physically 
isn’t delicate enough play tubercular 
poet but terms his abilities. Ed- 
the playwright young man, 
but Tennant has feel for the rhythm 
his lines (he tends to chatter), and he 
pouts and snarls. funny when 
says “Nietzsche” with exaggerated slow- 
ness after Jamie, adopting unconvinc- 
ing proletarian stance, claims can’t pro- 
nounce the name Edmund’s favorite 
philosopher; but it’s dead-ended per- 
formance. And though Cathleen the maid 
minor role, Anais Koivisto’s sashay- 
ing, flirtatious scene stealing mistake 
Engel should have prevented. 

The production almost sinks the end 
because two-thirds act four consists 
long scene between Tyrone and Edmund 
that the actors aren’t to, and the 
time Pacheco makes his final entrance for 
Jamie’s big drunk scene, you’ve been 
pulled loose from the play’s iron grasp. 
And then, when Mary staggers down the 
stairs, stoned out of her head, dragging 
the wedding gown she’s excavated from 
some trunk in the attic, Engel throws ina 
piece cheesy expressionism: the men 
freeze downstage while fog shrouds Ship- 
ley behind upstage scrim wall and 
some unidentified crackling noise heralds 
her appearance. The actress splendid 
enough to rescue the finale, but you won- 
der what Engel could have been thinking 
when devised this crowning effect for 
the most celebrated example American 
the repertoire. 

Nothing rescues The Story, the Boston pre- 
miere Tracey Scott Wilson’s play that Zeit- 
geist Stage Company staging the 
Boston Center for the Arts (through Septem- 
ber 24). It’s slender minutes less than 
half the length Long Day’s Journey into Night 
but feels lot longer. ambitious 
young black journalist (Nydia lands 
city paper through the auspices 
the white editor (Gabriel Field), who hap- 
pens her boy friend, but the 
section, where she’s placed (along with 


THE STORY Better 
writers got these 
ideas before Wilson did. 


every other African-American the paper), 
frustrates her attempts write hard news. 
She feels she’s getting simple-minded as- 
signments by her editor (Michelle Dowd) 
and being forced give every article she 
writes phony black-community-role-mod- 
el uplift. Then, at a community center, she 
finds black teenage girl (Chantel Nicole 
Bibb) with true intellectual gift. And the 
kid confides that her gang was responsible 
for the neighborhood shooting the young 
white teacher whose death has hogged the 
metro-section headlines. 

With its attendant twists and turns (nei- 
ther the journalist nor the girl turns out 
be what she claims), the plot might make a 
good Order episode. But Wilson seems 
think it’s more revealing about race than 
too many better writers got 
these ideas before she did 
and she refuses tell 
straight. Much ren- 
dered overlapping con- 
versations that, Iassume, 
are meant underscore 
the notion that every 
story spun its 
teller. The technique 
distracting, and 
doesn’t add anything 
the play; get the 
point without it. 

It’s unlikely that 
The Story would look 
like much any 
context, but if 
there were 
play there 
worth doing, 
production 
would have 
mangled be- 


SANDRA 
MARY poetic, 
varied, accomplished. 


JOEL BENJAMIN 
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yond recognition anyway. It’s very poorly q t 

staged most the action consists per- 

formers rambling around table placed 

center stage and not one the many 

short scenes has any shape. The acting 

over-animated, over-gesticulated, and flat T 

at the core — seems better suited for an in- ae P 

structional video than stage play. You 

can spot talent in some of the cast, espe- i $ li 

cially Field and Dowd; Keedar Whittle (as | P 

another reporter the outlook section 

who wrestles Yvonne for the story) has a g 

wry delivery some his lines; and Kaili 

Turner, in several small roles, demon- I | d 
strates versatility and imagination. But 
they’re badly directed, along with the oth- 


er five members of the ensemble. One ac- 
tress Caryn Andrea Lindsey the 
teacher’s pregnant widow cries 
in every single scene, 
and 
Yvonne, cries 
through most 
0" the last half- 
hour, That’s 
lot of histrion- 
fora space 
the size the 
BCA Plaza 
Black Box 
Theatre. © 
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ABYSSINIA | Stafford Arima is at the 
helm of this revised proscenium 
staging of the rousing gospel musi- 
cal North Shore Music Theatre first 
produced in 1995 and is now present- 
ing at the Shubert Theatre in the 
wake of a fire at its Beverly facility. 
Based on Joyce Carol Thomas’s Marked 
by Fire, the musical fable by James 
Racheff and Ted Kociolek is set in the 
African-American Baptist communi- 
ty of Stillwater, Oklahoma, circa 
Carousel, and tells the story of the 
birth, crisis of faith, and return to 
the flock of sweet-voiced Church 
soloist Abyssinia Jackson. With its 
gospel-derivative score, which runs 
the gamut from the frisky to the con- 
soling, it’s a crowd pleaser. But the 
subplot involving a disheveled God 
hater named Trembling Sally is far 
from subtle. | Shubert Theatre, 265 
Tremont St, Boston | 800.447.7400 
Through September 11 | Curtain 7:30 
pm Thurs | 8 pm Fri | 2 + 8 pm Sat | 2 
pm Sun | $32-$62 

ALL MY SONS | The venerable Foot 
light Club takes on Arthur Miller's 
powerful 1947 moral drama set in the 
backyard of successful American 
businessman Joe Keller, a man with a 
guilty secret regarding faulty air- 
plane parts sold to the US military 
during World War II. Artie Leger di- 
tects. | Eliot Hall, 7A Eliot St, Jamaica 
Plain | 617.524.3200 | September 
16—October 1 | Curtain 8 pm Fri-Sat | 
$16; $15 students; $14 seniors; $13 
children under 12; $1 discount for ad 
vance purchase 

ARSENAL CENTER FOR THE ARTS 
GRAND OPENING | The Arsenal Cen- 
ter for the Arts, new home of New 
Repertory Theatre, celebrates its 
completion with a showcase in the 
Mosesian Theater featuring perform- 
ances by Richard and Peter Stoltz- 
man, Prometheus Dance, and New 
Rep; readings by Gail Mazur and An 
dré Dubus III; and a commemorative 
video by filmmaker Michael Neel 
that documents the transformation 
from artillery to arts. There is also a 
public open house. | Arsenal Center 
for the Arts, 321 Arsenal St, Water- 
town | 617.923.0100 x 301 | Perfor- 
mance 7 pm September 10 | $150 | 
Open house 1-4 pm September 11 | 
Free and open to the public 

BLUE MAN GROUP | The Drama Desk 
Award-winning trio of cobalt-painted 
bald pates begin their delightful and 
deafening evening of anti-perform- 
ance art beating drums that are also 
deep buckets of paint, so that sprays 
of color jump from the instruments 
like breaking surf, and end by en- 
gulfing the spectators in tangles of 
toilet paper. | Charles Playhouse, 74 
Warrenton St, Boston | 617.426.6912 | 
Indefinitely | Curtain 8 pm Wed-Thurs 
|7 +10 pm Fri| 4+7+10 pm Sat|2+5 
pm Sun | $46-$56; $21.75 obstructed- 
view seating, available at the box 
office and Boston day of performance 
THE BOYFRIEND | Julie Andrews di- 
rects this Goodspeed Musicals pro- 
duction of the musical in which she 
made her 1954 Broadway debut. A 
“jazzy spoof of 1920s musical come- 
dies,” the Sandy Wilson show centers 
on an English heiress who falls for a 
delivery boy. The production comes to 
Boston’s Wang Theatre in October. | 
Goodspeed Opera House, Rte 82, East 
Haddam, CT | 860.873.8668 | Through 
September 24 | Curtain 2 + 7:30 pm 
Wed | 7:30 pm Thurs | 8 pm Fri | 4 + 
8:30 pm Sat | 2 + 6:30 pm Sun | $24- 
$53; $10 student rush 

BUG | Wellfleet Harbor Actors Theater 
co-artistic director Jeff Zinn is at the 
helm of Tracy (Killer Joe) Letts’s Obie- 
winning Off Broadway hit, a colli- 
sion of violence and the underclass 
set in a cheap Oklahoma City motel 
room where a woman hiding out 
from her ex-con ex-husband hooks up 


with an impassive Gulf War vet who 
harbors the strange conviction that 
someone has planted “blood-sucking 
aphids” in his bloodstream for brain- 
washing purposes. Drink-and-drug- 
steeped, sorrowing waitress Agnes is 
so hungry for a human connection 
that she’s happy to embrace stranger 
Peter’s paranoid obsession, and soon 
the two of them are barricading the 
place with pest strips and scratching 
themselves bloody. An X Files episode 
that morphs into Psycho, the play is 
way out there. The point of the piece 
— which blends perverse comedy, 
redneck melodrama, sci-fi, and 
Grand Guignol — is that the line be- 
tween pathological and healthy para- 
noia is thin. And the WHAT produc- 
tion bristles with a roughed-up hu- 
manity. | Wellfleet Harbor Actors 
Theater, next to town pier, Wellfleet | 
508.349.WHAT | Through September 
10 | Curtain 8 pm Thurs-Fri | 4 + 8 pm 
Sat | $19-$25; $12 student rush | 
CARMEN | Minneapolis-based The- 
atre de la Jeune Lune once again col- 
laborates with the American Reperto- 
ry Theatre, bringing to Cambridge 
co-artistic director Dominique Ser- 
tand's celebrated staging of Bizet’s 
1875 opera about a Cypsy spitfire and 
her excitable lovers. Serrand, who 
previously directed The Miser and 
Amerika at the ART, views the piece 
“as one that demonstrates the strug- 
gle of morality versus human desire 
and distills the essence of Bizet’s 
grand pageant to create a potent and 
volatile chamber opera between the 
four principals, accompanied by du- 
eling grand pianos.” The production 
is sung in French, with English su- 
pertitles. | Loeb Drama Center, 64 
Brattle St, Cambridge | 617.547.8300 | 
Through October 8 | Curtain 7:30 pm 
Tues-Thurs [except September 15] | 8 
pm Friday [except September 9] | 2 pm 
(October 1 and 8] or 8 pm (September 
10, 17, 24] Sat | 2 pm [September 11 
and 18] or 7:30 pm [September 25 and 
October 2] Sun | $12-$74 

CAVALIA: A MAGICAL ENCOUNTER 
BETWEEN HORSE AND MAN | Nor- 
mand Latourelle, one of the founders 
of Cirque du Soleil, is the creator of 
this “grand-scale spectacle involving 
acrobatics, music, projected images, 
and 50 horses, including 25 stallions.” 
The show, which has toured the West 
Coast, also trots out a European 
“horse whisperer,” Frédéric Pignon, 
and his wife, rider Magali Delgado, 
who share the stage with the nags — 
all under “North America’s largest 
touring tent — a white, 26,264- 
square-foot big top rising 100 feet 
high.” | Suffolk Downs, junction of 
Rte 1A & Rte 145, Boston | 866.999.8111 
| Through September 18 | Curtain 8 pm 
Wed-Fri | 3 + 8 pm Sat |1+5 pm Sat| 
$69-$79; $49-$59 children under 12 | 
Cavalia Rendezvous, which includes 
hors d’ceuvre, a tour of the stables, 
free parking, and “special souvenir,” 
$169; $99 for children under 12 

THE COMEDY OF ERRORS | Publick 
Theatre artistic director Diego Arcin- 
iegas removes Shakespeare's early 
romp featuring two sets of twins and 
a chaos of mistaken identity to the 
mid-2oth-century Italy of Vittorio De 
Sica, where smoldering guys in linen 
pants and shades give orders, jealous 
women in full skirts agitatedly 
smoke cigarettes, and Catholicism, 
lingering fascism, and the ghost of 
Sophia Loren are in the air. The en- 
joyable al fresco show, balm to a sum- 
mer evening, is well acted if 
insufficiently antic. | Publick The- 
atre, 1400 Soldiers Field Road, 
Brighton | 617.782.5425 | Through Sep- 
tember 10 | 7:30 pm Thurs | 8 pm Fri- 
Sat | $30; $25 seniors and students 
DESTRUCTION | Boston-based Caleb 
Hammond directs this multimedia 
performance based on texts from 


ROMEO’S ARSENAL 


NEW REP TESTS OLD PLAY NEW SPACE 


©) For New Repertory Theatre, numbers are 
everything. The company has moved into 
new digs at the Arsenal Center for the Arts, 
where it's the resident professional theater 
company. The old stage in Newton was 21 feet 
wide and 28 feet deep; the new one is 45 feet 
wide and 45 feet deep. The old theater seated 
155; the new one seats 350. 

For producing artistic director Rick Lom- 
bardo, the upgrade is what makes possible the 
inaugural production, Romeo and Juliet, which 
he directs. “It would have been impossible to 
stage Romeo and Juliet in the old space. 
There's the big party at the Capulet estate, the 
big crowd scenes, and then you have all these 
very athletic swordfights. In terms of stage vi- 
olence, it would have been dangerous for the 
audience and actors to do it there.” 

Staging a play “about youthful exuberance” 
is made easier when “people are able to run 
across the stage,” adds the Elliot Norton 
Award-winning director, who hopes to “wed a 
Late Renaissance sensibility with a 21st-century 
understanding of these feudal conflicts that 
unfortunately remain with us today. We still de- 
stroy and kill off the best and brightest of us.” 

The New Rep's set includes a villa and 
“what looks like a Renaissance chapel. But in 
front are the remains of a vehicle that is clear- 
ly the result of a car bomb.” Broken stained- 
glass windows are set in walls riddled with 
bullet holes, though the combatants still fight 
with rapiers and wear garments that, Lombar- 


do says, “might have come off the runway of a 
Milan fashion house if that fashion house had 
been influenced by the Renaissance 

Young performers, including Brandeis Uni 
versity MFA graduates Lombardo knows from 
their involvement in the Brandeis/New Rep 
touring theater program, will play alongside 
seasoned area professionals like Diego Arcinie- 
gas (Friar Laurence), Steven Barkhimer (Lord 
Capulet), and Bobbie Steinbach (Juliet’s Nurse) 
Steinbach last worked with Lombardo on The 
Waverly Gallery and A Girl's War. She's glad the 
bigger new theater still seems intimate, and 
she thinks the audience will appreciate the new 
stadium-style seating, which improves sight 
lines. Also, she points out, “One of the things 
we're going for is the extreme comedy and 
bawdiness. The Nurse is the earth mother who 
is not afraid to play with the idea of sexuality.” 

Lombardo promises an intense and emo- 
tionally charged version. “! last did Romeo and 
Juliet 11 years ago. The play hasn't changed, 
but I've changed in those 12 years. When | was 
a younger man, | was very much in touch with 
the passion of the play. Now it’s clear to me 
that [the older] characters are trying slow 
this thing down — this out-of-control train.” 

_Sally Cragin 


New Repertory Theatre | ROMEO AND JULIET 
| Arsenal Center for the Arts, 321 Arsenal St, 
Watertown | Sept 18-Oct 9 / $30-$48 | 
617.923.8487 or www.newrep.org 


the notebooks of avant-garde direc- 
tor Richard Foreman, “a vampire 
story set on the edge of a war zone.” 
The piece, which features a video 
design by Prague native Bara Kirk- 
patrick and a sound design by Stock- 
holm’s Simon Milner, was first pre- 
sented at the American Living 
Room Festival at HERE Arts Center 
in Manhattan. | Devanaughn The- 
atre in the Piano Factory, 791 
Tremont St, Boston | 857.498.0042 | 
Through September 10 | Curtain 8 
pm Thurs-Sat | $12 in advance; $10 
for students; $15 at the door 

DON’T DRESS FOR DINNER | The 
Cape Playhouse concludes its 79th 
season with Marc Camoletti’s farce, 
as adapted by Robin Hawdon. James 
Brennan directs Dee Hoty, Michael 
Rupert, and Kevin (Days of Our Lives) 
Spirtas in a comedic mix of sex and 
cooking. | Cape Playhouse, 820 Main 
St, Rte 6A, Dennis | 877.385.3911 | 
Through September 10 | Curtain 8 pm 
Thurs-Sat + 2 pm Thurs $25-$45 


THE EDUCATED | Kevin Mark Kline 
directs the premiere of a play by actor 
and recent BU Playwriting Masters 
grad Donna Sorbello. Bathed in the 
shadow of September 11 and the re- 
cent London bombings, “the play in- 
troduces its viewers to Haji and San- 
dahar, two ‘educated’ men. Cultural 
ties and difference of the heart weave 
the intricate threads of their fragile 
relationship.” | Boston Playwrights 
Theatre, 949 Commonwealth Ave, 
Boston | 866.811.4111 | September 9-26 
| Curtain 8 pm Thurs-Sat | 4 pm Sun | 
$20; $12 seniors and students 

ELVIS — THE MURDER MYSTERY | 
An “interactive murder mystery 
about an Elvis-impersonator competi- 
tion” that’s afloat. | Boston Harbor 
Mystery Cruise, 1 Long Wharf, 
Boston | 781.784.7469 | Indefinitely. | 
Curtain 7:30 pm Fri-Sat | $59 dinner + 
show + cruise 

AN EVENING WITH LIZ CALLOWAY | 
As part of Provincetown Theater's Fall 
Concert Series, this Broadway veteran 


of Cats and Miss Saigon offers show 
tunes and 1960s pop classics from her 
CD “The Beat Goes On.” | Province- 
town Theater, 238 Bradford St, 
Provincetown | 508.487.9793 | Septem- 
ber 17 | 8 pm Sat | $40-$50 

GYPSY IN MY SOUL | Tony winner 
Donna McKechnie leads off Province- 
town Theater’s Fall Concert Series 
with a performance that “takes the 
audience on a tour of her life on the 
toad” and includes Broadway stan- 
dards, among them “Music and the 
Mirror” from A Chorus Line, for which 
McKechnie won her Tony. | Province- 
town Theater, 238 Bradford St, 
Provincetown | 508.487.9793 | Septem- 
ber 10 | Curtain 8 pm Sat | $40-$50 

I'M NOT PAYING FOR THIS! | Fresh 
from her Sydney Opera House debut, 
Varla Jean Merman, the glamorous 
alter ego of actor Jeffery Roberson, 
takes you on a guided tour of the Sev- 
en Deadly Sins in her new show. 
“From the Carden of Eden to her own 
detrof iniquity; who betrer t6 explore 


a Dante's Inferno of lust, gluttony, 
greed, envy, pride and anger than 
that award-winning, flame-tressed 


celebutante?” Prepare for over-the 
top. | Post Office Cabaret, 303 Com 
mercial St, Provincetown | 


508.48 93 | Through September 10 
Curtain 8:30 pm Thurs-Sun | $22.50 
JIMMY TINGLE’S AMERICAN 
DREAM | Larry Arrick directs this lat 
est outing by the Cambridge-bred po- 
litical satirist described on CNN as 
“the Will Rogers of the 21st century 
Jimmy Tingle’s Off Broadway, 255 
Elm St, Davis Square, Somerville 
1.1616 or 866.811.4111 

itely | Curtain 


30 pm Thurs 


Sat | $15-$2' 


JOEY AND MARIA'S COMEDY 
WEDDING | “One wedding that's 


Italiar 


atered by Italian Express 


THE LEARNED LADIES OF PARK 
AVENUE ticd 


rector M 


Stage ar 


ber 9] | 2 pm [Octobe + 8 pm Sat 
2 pm + 7:30 pm [Septemt 
25] Sun | $22-$62 

LONG DAY’S JOURNEY INTO NIGHT 
Elliot Norton Award winner Eric C 
Engel is at the helm of this revival of 
Eugene O’Neill’s Pulitzer-winning 
autobiographical masterpiece, in 
which the four tormented Tyrones 
(read O’Neills) “struggle with 
demons, dreams, and addictions.” 
The production boasts the powerful 
pairing of Paul O’Brien and Sandra 
Shipley as the elder Tyrones. 
Gloucester Stage Company, 267 East 
Main St, Cloucester | 978.281.4433 
Through September 18 | Curtain 7:30 
pm Wed-Sat | 5 pm Sun | $30; $20 sen 
iors and students | Steve Vineberg’s 
review on page 16 

LOVE: FROM BEGINNING TO END 
AND EVERYTHING IN BETWEEN | 
Boston Actors Theater artistic director 
Danielle Leeber “has put together a 
series of scenes and monologues by 
established and local playwrights,” 
ali concerning matters of the ex- 
citable, breakable heart. The scribes 
you've heard of include Christopher 
Durang, Tony Kushner, Oscar Wilde, 
and Shakespeare. Local playwrights 
having work performed are Elizabeth 
DuPre, Vincent C. Morreale, Forrest 
Blount, Ashley Santor, and Michael 
Phillips. | Actors Workshop, 327 Sum- 
mer St, Boston | www.actorswork 
shopboston.com | September 9-18 | 
Curtain 7:30 pm Fri-Sat | 2 pm Sun | 
Pay what you can with an $8 mini- 
$5 students 

McREELE | Wellfleet Harbor Actors 
Theater presents Stephen Belber’s 
“searing social drama.” Its title char- 
acter is a man exonerated from a 
murder rap who goes on to become 
“the charismatic African-American 
candidate for a Senate seat. Then the 
reporter who helped spring him from 
death row discovers his story may not 
be as cut-and-dry as his DNA test re- 
sults.” Is McReele “a sweet-talking ex- 
con con man or the political sensation 
the Democratic Party has been pray- 
ing for?” Benny Sato Ambush directs 

| Wellfleet Harbor Actors Theater, 1 
Kendrick Ave, next to town pier, 
Continued on p 18 
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| 4 had an unbelievable reception,” th 
nuptials are back. | Tremont Play 
house, 275 Tremont St, Bostor 
‘Lucas Hall and Indefinitely | 800.944. JOEY | Curtain 
Jenni ‘leur as 30 pm Sat | $55 includes dinner 
ichael Wilson directs the 
world premiere of David Grimm's 
| comedy, which is translated and 
} trae freely adapted” from Moliére’s Les 
femmes savantes. “Writer Crimm’s cor 
i pis mission from Hartford Stage was to 
bring Moliére into Cole Porter's Jazz 
! ei Age.” | Hartford Stage, 50 Church St, 
; Hartford, CT | 860.527.5151 | Through 
oe October 2 | Curtain 7:30 pm Tues 
ahs Thurs + 2 pm Wed [September 21 
ee and 28] | 8 pm Fri [7:30 pm Septem 
x | 
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Wellfleet | 508.349.WHAT | September 
15-October 8 | Curtain 8 pm Wed-Sun + 
4 pm Sat October 8 | $19-$25, $12 stu- 
dent rush 

MENOPAUSE THE MUSICAL | Jeanie 
Linders’s hit Off Broadway musical, 
which “relyricizes” tunes from the "60s 
and ‘70s to create a parodic paean toa 
familiar checklist of aprés-40 concerns 
of the distaff set, is another critic- 
proof show that nonetheless takes the 
easy way out at every opportunity. 
There’s doubtless a clever musical to be 
written on the subject of menopause 
but this one is no hot flash. The show, 
which brings four disparate middle 
agers together at the lingerie counter 
of Bloomingdale's New York, abounds 
in cliché. Still, the Boston cast is zip- 
py, and a few of the sight gags are 
great. Just don’t go expecting The Vagi- 
na Monologues. | Stuart Street Play- 
house, 200 Stuart St, Boston | 
800.447.7400 | Indefinitely | Curtain 8 
pm Wed-Fri | 2 + 5 pm Sat-Sun | $42.50; 
$38.25 for seniors and “Girls’ Night 
Out” groups of 10 or more 

MURDER AT PROM '89 | An “interac- 
tive murder mystery set in a 1980s 
high-school prom.” With killer clothes 
and hairdos. | Mystery Café Dinner 
Theater, 290 Congress St, Boston | 
781.784.7469 | Indefinitely | Curtain 
7:30 pm Fri-Sat | $45 dinner and show 
MURDER AT THE COCONUT CABANA 
| Sway Mambo Interactive Theater & 
Party Productions unveils this interac- 
tive murder-mystery dinner-theater 
piece by Jeffrey P. Landry. It’s set ona 
fictional Caribbean island that an evil 
banker is attempting to buy for rev- 
enue. | Tremont Playhouse in the 
Tremont Hotel, 275 Tremont St, 
Boston | 866.468.7619 | Indefinitely | 


Curtain 7 pm Fri | $55 includes show + 
live music + dancing + dinner 

THE MYSTERY OF EDWIN DROOD | 
Acting artistic director Amanda Dehn- 
ert is at the helm of this Trinity Reper- 
tory Company production of Rupert 
Holmes’s Tony-winning 1985 musical 
based on the unfinished novel by 
Charles Dickens. “Detective Dick 
Datchery pursues suspects Princess 
Puffer, Rosa Bud, Reverend 
Crisparkle, and the rest. Decades be- 
fore American Idol, The Mystery of Edwin 
Drood puts the audience in the driver's 
seat: when they vote on the murderer, 
they choose the ending performed 
each night!” Hmm, Oliver Twist crossed 
with Shear Madness. Musical direction 
is by Tim Robertson. | Trinity Reperto- 
ty Company, 201 Washington St, Prov- 
idence, RI | 401.351.4242 | September 
9-October 9 | Curtain 7 pm Tues-Wed + 
2 pm Wed October 5 | 8 pm Thurs [7 
pm September 15] | 8 pm Fri|2 pm 
{September 17 + October 8] + 8 pin Sat | 
2 pm [except September 11] + 7 pm Sun 
| $40-$50; $25 September 9-13 pre- 
views; $20 educators, military, 
firefighters, and police; $15 students; 
$15 rush, two hours prior to curtain 
‘N’ (AS IN BONAPARTE) | Pilgrim 
Theatre Research and Performance 
Collaborative presents the world pre- 
miere of Laura Harrington's “absurd 
comic tragedy,” a “phantasmagorical 
wor for theater centered on the 
figure of Napoleon in his final years 
of exile on the island of St. Helena. 
Guarded by 2000 British soldiers, 
surrounded by sycophants, toadies, 
and an unforgiving sea, and plagued 
by rats, the Little Emperor confronts 
his legacy and crafts his future leg- 
end.” Kim Mancuso directs a cast 
headed by Kermit Dunkelberg and 
Belle Linda Halpern. | Boston Center 
for the Arts’ Plaza Theatre, 539 
Tremont St, Boston | 617.933.8600 | 
September 16—October 8 | Curtain 8 
pm Thurs-Sat | 2 pm Sun | $22, $16 
seniors and students, $10 student 
rush, $10 artist rush September 25 
NEW VOICES FOR THE AMERICAN 
MUSICAL | Provincetown Theater pres- 


Dinner Theater 


You'll sing! You’li dance! You'll eat! You'll laugh yourself silly! 
about our new musical comedy, 


OFY, 7) One wedding that’s had an unbelievable 
(HP reception! Now in our 13th year! 


Comedy Wedding 


Every Saturday Night at 7:00PM 


New England’s ONLY 
interactive bachelorette party! 
Featuring the hottest male dancers in Boston. 


9/9, 10/14 at 7:00PM 9/26 at 8:00PM** 


the Awild and interactive spoof of the 


Emmy winning HBO series! 
Come get “made” into our family. 


10/14, 11/11 at 8:00PM** 


The Matrix Nightclub, 275 Tremont Street, Boston 
(Shows at this location include free entry to the nightclub after the show) 
**Kowloon Restaurant, Rt 1 N, Saugus 


Mention this and receive 


ents a three-part emerging-composer 
showcase. September 11: Frank Antho- 
ny D'Agostino presents a selection of 
songs from his Cold As Ice, a “musical 
on ice that draws from his experiences 
as an accomplished figure skater and 
coach.” September 18: Tajlei Levis and 
John Mercurio present selections from 
ATimeTo Be Born, based on a novel by 
Dawn Powell set in New York City in 
the 1940s. September 25: Danny Whit- 
man and Robert Bartley present selec- 
tions from Dance with Me, a 1940s Hol- 
lywood musical comedy, and Give It Up, 
a contemporary musical fable. | 
Provincetown Theater, 238 Bradford 
St, Provincetown | 508.487.9793 | Sep- 
tember 11-25 | 7 pm Sun | $10 

OUR COUNTRY’S GOOD | The Theatre 
Cooperative takes on Timberlake 
Wertenbaker’s Olivier Award-winning 
1988 paean to the redemptive power of 
theater. The play is set in 1789 ata 
British penal colony in Australia, 
where the convicts (including a lead- 
ing lady about to be hanged) are urged 
by a young lieutenant to attempt a 
production of George Farquhar’s 
Restoration comedy The Recruiting 
Officer. Linda Carmichael directs. | The 
Theatre Cooperative, 277 Broadway, 
Somerville | 617.625.1300 or 866.811.4111 
| September 16-October 1 | Curtain 8 pm 
Fri-Sat | 3 pm Sun | $20;$15 seniors and 
students; $10 military personnel 

PAL JOEY | Stoneham Theatre artistic 
director Weylin Symes is at the helm 
of this revival of Rodgers & Hart's 
world-weary 1940 Broadway classic 
with book by John O'Hara based on 
stories he wrote for the New Yorker. 
The title character is a nightclub MC 
with a reputation for being a heel 
with the ladies. The wonderful score 
includes “Bewitched, Bothered, and 
Bewildered,” the Elaine Stritch signa- 
ture tune “Zip,” and “I Could Write a 
Book.” The Stoneham cast includes 
Brad Bass in the title role and Leigh 
Barrett as the flamboyant Vera. | 
Stoneham Theatre, 395 Main St, 
Stoneham | 781.279.2200 | September 
15-October 2 | Curtain 7:30 pm Thurs | 
8 pm Fri| 4 + 8 pm Sat | 2 pm Sun| 


A North Shore Music Theatre production 


Through Sept. 
The Shubert Theatre 


Hailed by critics as "a flood 
of life-affirming joy," 
ABYSSINIA is an uplifting 
story filled with gospel, jazz 
and ragtime rhythms. 


For Tix 
Call Telecharge 800-447-7400 


MADNESS 


Crackin Boston 
for ears! 


Every Tues-Fri, 8pm 
Sat, 6:30 9:30pm 
Sun, 3pm 7:30pm 


www.shearmadness.com 


617-426-5225 


$36, $32 seniors, $18 students 
PUBLIC ART ACTS 2005 | The Cam- 
bridge Arts Council and Underground 
Railway Theater team up to present 
‘free 20-minute theatrical performanc- 
es at public art sites in Cambridge.” 
Here's the schedule. | Ritsuko Taho's 
Multicultural Manifestoes | September 18 
and October 1 | Carl Barron Plaza, Cen- 
tral Square | 1 + 3:30 pm | Mierle Lader- 
man Ukeles’s Turnaround/Surround | Sep- 
tember 24 | Danehy Park | 12:30 +1 + 
1:30 pm | Free and open to the public 
THE REAL THING | The Huntington 
Theatre Company opens its 24th sea- 
son with Tom Stoppard’s Tony-win- 
ning 1982 play, a dazzlingly clever yet 
heartfelt examination of love, mar- 
riage, adultery, and the theater. Evan 
Yionoulis, who directed the troupe’s 
36 Views, is as the helm. | Boston Uni- 
versity Theatre, 264 Huntington Ave, 
Boston | 617.266.0800 | September 
9-October 9 | Curtain 7:30 pm Tues- 
Thurs [except September 20] | + 2 pm 
Wed [September 21 and October 5] | 8 
pm Fri | 2 pm [except September 10] + 8 
pm Sat | 2 pm [except September 11] +7 
pm [except September 11 and 25] Sun 
RIVERDANCE | The Irish stepdance 
phenomenon, with music by Bill 
Whelan, has clogged its way through 
10 years and 30 countries; one of its 
three touring productions touches 
down in Boston. | Wang Theatre, 270 
Tremont St, Boston | 800.447.7400 | 
September 16-25 | Curtain 8 pm Tues- 
Fri | 2 + 8 pm Sat|1+7pm Sun | 
$29.50-$69.50 
ROMEO AND JULIET | This production 
inaugurates New Repertory Theatre's 
new home at the Arsenal Center for 
the Arts. The cast includes Rachel 
Harker, Steven Barkhimer, Bobbie 
Steinbach, Diego Arciniegas, and 
Adam Zahler. Lucas Hall and Jennifer 
Lafleur play R&J. | Arsenal Center for 
the Arts, 321 Arsenal St, Watertown | 
617.923.8487 | September 18-October 9 | 
Curtain 7:30 pm Wed-Thurs + 2pm 
Wed [ September 28] | 8 pm Fri | 3:30 + 
8 pm Sat | 2 pm + 7:30 pm [September 
18 and 25 | Sun | $30-$48, senior and 
student discounts, student rush | Sally 


LOVE 


FROM BEGINNING 
END EVERYTHING 


IN BETWEEN 
Boston Actors Theater 
Proudly Presents: 

A series of monologues & 
scenes from established & 
local playwrights 
Sept. 9, 10, 16, 17th @ 7:30 
& 11, 18th @ 2 


@ Actors Workshop: 
327 Summer St., Boston 
PWYC, $8 min. 


for tix email: 
bostonactorstheater@yahoo.com 


A North Shore Mas Theate production 


At The Shubert Theatre 


join King Arthur, Guenevere 
and Sir Lancelot in this epic 
saga of love and betrayal, set 
to the soaring melodies of 
Lerner and Loewe. 


For Tix 
Call Telecharge 800-447-7400 


Cragin’s preview on page 17 

RUTH | New Life Fine Arts presents 
David MacAdam's musical drama 
based on the Biblical book of Ruth 
about the woman born in Moab and 
married to an Israelite who after her 
husband's death stuck with her moth- 
er-in-law and God. Following its 1998 
debut in Concord, the piece was pro- 
duced in Israel, | Chevalier Theater, 30 
Forest St, Medford Square, Medford | 
508.370.8455 | September 10-18 | Cur- 
tain 7:30 pm Thurs-Fri | 2 + 7:30 pm 
Sat | 3 pm Sun | $20; $18 seniors and 
students; $15 children under 12; $2 dis- 
count for ordering in advance 

SHEAR MADNESS | The dramatis per- 
sonae of the audience-participation 
whodunit (which is now the longest- 
running non-musical in American 
theater history, having run 25 years in 
Boston) continue to comb Newbury 
Street for the murderer of a classical 
pianist who lived over the unisex hair 
salon where the show is set. | Charles 
Playhouse Stage Il, 74 Warrenton St, 
Boston | 617.426.5225 | Indefinitely | 
Curtain 8 pm Tues-Fri | 6:30 + 9:30 pm 
Sat | 3 + 7:30 pm Sun | $34 

SMOKEY JOE’S CAFE | Turtle Lane 
Playhouse offers the musical revue 
built on the 1950s and "60s songs by 
the duo of Jerry Leiber and Mike 
Stoller, two white guys steeped in 
black music, whose hits included 
“Love Potion Number Nine,” “Jail- 
house Rock,” and “Spanish Harlem.” | 
Turtle Lane Playhouse, 283 Melrose St, 
Newton | 617.244.0169 | September 
16-October 9 | Curtain 8 pm Thurs-Sat | 
2 pm Sun | $24, $17 for seniors Thurs, 
$17 students Fri 

THE STORY | Zeitgeist Stage Company 
opens its season with David J. Miller 
directing Tracey Scott Wilson's topical 
drama. “Yvonne Robinson, an ambi- 
tious African-American reporter, in- 
vestigates the brutal murder of a 
white man in a black neighborhood. 
She cracks the case with a sensational 
scoop — but is her story true?” | 
Boston Center for the Arts’ BCA Plaza 
Black Box Theater, 539 Tremont St, 
Boston | 617.933.8600 | Through Sep- 


tember 24 | Curtain 8 pm Thurs-Fri | 4 
+8 pm Sat | 7 pm Sun | $30; $25 stu- 
dents, seniors | Steve Vineberg’s re- 
view on page 15 

SWEENEY TODD | MIT Musical The- 
atre Guild takes on Stephen Sond- 
heim’s Tony-winning 1979 musical, 
with book by Hugh Wheeler, about 
the demon barber of Fleet Street and 
his gastronomically sickening revenge 
on a world that done him wrong. | 
Kresge Little Theater, 48 Massachu- 
setts Ave, Cambridge | 617.253.6294 | 
Through September 17 | Curtain 8 pm 
Thurs-Sat | $10; $8 MIT community, 
seniors, and other students; $6 MIT/ 
Wellesley students; $3 new MIT stu- 
dents with temporary ID 
URINETOWN THE MUSICAL | Spiro 
Veloudos directs this wry Brechtian 
musical, which won 2002 Tonys for 
Creg Kotis’s book and Mark Holl- 
mann’s score. “True love blooms in 
the shadows of a corrupt corporation 
that exploits a terrible water shortage 
and charges residents a fee to pee” in 
this unlikely Broadway hit, “the mu- 
sical for people who hate musicals” 
and don’t mind one that takes some 
potshots at Broadway tradition. Musi- 
cal direction is by Jonathan Goldberg, 
choreography by Ilyse Robbins. 
Christopher Chew, Peter A. Carey, 
Sean McGuirk, Robert Saoud, Mari- 
anne Zschau, and Veronica Kuehn are 
in the cast. | Lyric Stage Company of 
Boston, 140 Clarendon St, Boston | 
617.437.7172 | September 9-October 15 | 
Curtain 7:30 pm Tues [September 20] | 
7:30 pm Wed-Thurs + 2 pm Wed [Sep 
tember 14 and October 5] | 8 pm Fri| 4 
+ 8 pm Sat | 3 pm Sun | $22-$47; $10 
student rush half hour prior to per- 
formance; $10 for college students 
September 20 

WAITING FOR GODOT | Theater in the 
Open takes Beckett’s absurdist vaude- 
ville outdoors, where Vladimir and Es- 
tragon can await the elusive Godot by 
a real tree. Jeffrey Rath directs. | 
Maudslay State Park, 76 Curzon Mill 
Rd, Newburyport | 978.465.2572 | 
Through September 25 | Curtain 2 pm 
Sat-Sun | $8; $5 seniors and students 


The New Student 
Video Festival 
Coolidge Corner Theater 
October 11th 


fee! Deadline Sept 15th 
minute limit 
there! seen! 


Visit NESVF.COM 
Mail video with contact info to: 


N.E.S.V.F c/o Tim Jackson * New England Institute of Art 
10 Brookline Place West * Brookline, MA 02445 


Don't Miss 


LEWIS BLACK 
Friends 


Sept. 


The Cutler Majestic Theater 
Emerson College 


For tickets: www.maj.org 
www.bostoncomedyfestival.com 
Call Telecharge: 1-800-233-3123 


SEPTEMBER 3, 2005S | 
a5 


MADNESS 


HILARIOUS 
WHODUNIT 


$20 STUDENT RUSH 
TICKET PER COLLEGE 
BOX OFFICE 


visit amre 
for complete 


bound Bizet's fiery drama 

fent and volatile 


gripping new play from Colombia, The Keening 
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ABOUT LOVE 


NOW PLAYING CALL TODAY! 


“The Real Thing reminds you why you 
the theatre and why you fall LOVE. 
And why, just sometimes, all worth 
the effort.” 


WIT zaps with LAUGHTER 
like sub machine gun delivering one 
liners.” 


THE 


Tom Stoppard 
Directed Evan Yionoulis 
the B.U. Theatre 264 Huntington Avenue 


The Spectator 


—CurtainUp London 


under? 
Join for NiGHT CLUB 


THURSDAY, SEPT. 6:00 


Attend pre-show reception nearby 
restaurant and enjoy post-show backstage 
tour FREE with the purchase ticket 
the 7:30 performance The Real Thing. 


SEPTEMBER ONLY: under tickets 
are just $35! (use code 669 ordering online.) 


Visit 
for more information. 


Night Club is sponsored by: Pheenix 


JOIN TODAY! 


Theatre 2005-2006 Season are sale now! 
Visit 
contact the Box Office for more information. 


THEBOSTON 
bostonphoenix.com bostonphoenix.com bostonphoenix.com bostonphoenix.com bostonphoenix. 


The question here not whether this 
“vanity whether it’s good art. 


The many, the one, and the two 


Bill Koch the MFA, Brother Thomas the Pucker, Cézanne and Pissarro MoMA 


_BY JEFFREY GANTZ 


“THINGS LOVE: THE 
COLLECTIONS 
WILLIAM KOCH” 


IN THE MUSEUM OF FINE ARTS’ TORF GALLERY 
THROUGH NOVEMBER 13. 


“HOW GREAT OUR 
OY: NEW PORCELAINS 
BROTHER THOMAS” 


AT PUCKER GALLERY SEPTEMBER 10 THROUGH 
OCTOBER 16 


“PIONEERING MODERN 
PAINTING: CEZANNE 
PISSARRO 1865-1885” 


AT THE MUSEUM OF MODERN ART. NEW YORK, 
THROUGH SEPTEMBER 12 


Malcolm the merciless has struck again. 
Last spring packed the MFA’s Gund 
Gallery with sleek, gleaming Porsches 
and Ferraris Style, and Beau- 
ty: Cars from the Ralph Lauren Collec- 
tion.” Now he’s snuck into the Torf 
Gallery four Monets that MFA patrons 
don’t ordinarily get see plus Renoir, 
Cézanne, a Grant Wood, two Picassos, 
two and Modigliani that muse- 
um directors worldwide are drooling over, 
not mention the two America’s Cup 
finalists from 1992 presently beached 
the front lawn. He’s not even al- 
lowing you pay for the privilege: this 
new show free with your MFA admis- 
sion. The man has shame. 

That’s one way look “Things 
Love: The Many Collections William 
Koch,” the latest “controversial” show 
from MFA Ann and Graham Gund direc- 
tor Malcolm Rogers. It’s not the only 
way, but I confess I don’t understand the 
controversy: this not the first personal 
collection grace the Torf Gallery, and 
it’s hardly the least worthy. And 
Rogers had the thought that mounting 
“Things Love” might induce Koch 
send Monet Modigliani the mu- 
seum’s direction, what’s wrong with 
that? Over the past three years the MFA 
has presented shows focusing Impres- 
sionist still life, Dutch painting, 
borough, Rembrandt, and Art 
Deco, it’s not weren’t getting 
the traditional blockbusters. But does all 
our art have painting and sculp- 
ture? Can’t make room for Ralph Lau- 


ren’s cars and Bill Koch’s boats? 

for Formula One and America’s Cup races 
(when the Cup went Down Under, I’d stay 
watching till 2am), not the 
most objective judge. But the question 
here, should have thought, not 
whether this “vanity collection” but 
whether it’s good art. It’s not uniformly 
good, but uniformly interesting, es- 
pecially when Koch explains, did 
the press week ago Tuesday, why 
bought each piece and what means 
him. there’s anything shameful here, 
it’s the museum’s failure record Koch’s 
remarks and turn them into audiotape 
guide. (Bill likes talk maybe there’s 
still time?) 

Koch himself grew up in Kansas, went 
MIT, built billion-dollar alternative- 
energy company, became an MFA trustee, 
and turned his interest sailing into 
America’s Cup campaign that 1992 de- 
feated the mighty Dennis Conner and 
went defend the Cup for the San 
Diego Yacht Club. (That’s his boat, 
and Moro Venezia, the Italian 
boat he defeated and later bought, out on 
the front lawn.) “Things Love” 
proceeds from entry room highlighted 
Grant Wood’s Arbor Day and three Ameri- 
ca3-sized celebratory wine bottles 
room “Impressionism and Its Affinities” 
(including canvases Monet’s Morning 
the Seine and Water Lilies series), room for 
Koch’s Western art (guns owned by Jesse 
James and Bat Masterson as well as work 
Frederic Remington and Charles Mari- 
Russell), and room for “Modern and 
Contemporary Art”; spills out into the 
hallway for his maritime paintings and 
his models of America’s Cup boats (all the 
way back the first winner, America, 
1851), and then there are the Fernando 
Botero sculptures the West Wing lawn 
and the two yachts, their 125-foot masts 
dwarfing the museum. 


decided like have things around 


happy moments youth and make 
feel comfortable, peaceful, pleasant,” 


Koch explains the well-turned-out cata- 


logue that accompanies the show. That’s 
where, museum exhibit, “Things 
Love” falls down: too many “pleasant” 


works. But Koch also reaches out things 


that aren’t pleasant, like Grant Wood’s 
nightmarish perspective, and that gives 
the show balance. It’s Europe versus 
America not only the celebrated 1813 
battle off between the HMS 


Shannon and the USS Chesapeake (command- 


Koch’s distant relation James “Don’t 
give the ship” Lawrence), but Louis- 
Eugéne Boudin’s Canaret, Fishing Boats An- 
chored the Port next Fitz Henry Lane’s 
The Golden Rule, Joan Bird Woman 


ESTATE OF PABLO PICASSO/ARTISTS RIGHTS SOCIETY 


next Thomas Seascape #20, 
Dennis Miller Bunker’s The Brook: 
Medfield next Monet’s Field Oats and Pop- 
pies. Where Boudin’s boats are orphans 
the storm, Lane’s sun-dappled ship rules 
the waves; it’s standoff between yanked 
and Yankee. But Wesselmann’s ’60s sea- 
shore breast looks dated beside the still ex- 
plosive and sea grass 
like photograph the midst the 
Even Europe there are mis- 
matches: Jan van Still Life Flowers and 
Fruit next to Cézanne’s Cup, Glass, and Fruit. 
Koch’s American West battle be- 
tween Remington and Russell and their 
attitude toward Native Americans, one 
scornful, one almost worshipful. Reming- 
ton tells stories, simple ones The Trooper 


NIGHT CLUB SINGER lady 


and Evening Canadian Lake and Coming 
the Call, more perturbing Argument 
with the Town Marshal, where the marshal 
has half dozen deputies and the “argu- 
ment” looks like bigger deal than the 
O.K. Corral. Russell borders sentimen- 
tality with his Native Americans, but Scat- 
tering the Riders, balancing does be- 
tween the individual and the community, 
could scene from John Ford film. 
The “Modern and Contemporary Art” 
room dominated the female body, of- 
ten decorative and yielding, but Modi- 
gliani’s Reclining Nude and Picasso’s Night 
Club Singer match for the male voyeur’s 
gaze. That gaze subverted the tender- 
ness Picasso’s Two Children (Claude and 
Paloma Picasso, one blue, one red, mak- 


match for the male gaze. 


a 


rt. 


= 


ing art) and Gabriele Miinter’s Child with 
Doll (the barren artist’s portrait 
neighbor’s child). And the three pic- 
tures Raoul Dufy Rowing the 
Marne, Regatta at Cowes, and The Coronation 
George VI— move from individualism 
community celebration. Perhaps 
that’s the lesson Koch, genuine Ameri- 
can maverick, learned making the 
transition from Remington’s The Bronco 
Buster the skipper whose team won 
the America’s Cup. 


“Art something seen about 
something unseen,” one way 
which Brother Thomas Bezanson de- 
scribes what does, and maybe that’s 
the best defense cars and boats art. 
Brother Thomas potter from Nova 
Scotia who entered Benedictine 
monastery Vermont 1959 and then 
1985 became artist-in-residence 
Mount Saint Benedict Erie, Pennsyl- 
vania. He’s having his isth show 
Pucker Gallery what’s become bi- 
ennial event. 

William Koch’s collections bespeak 
the many, Brother Thomas’s porcelain 
bespeaks the one. That might seem 
odd statement make about artist 
whose glazes run from black-and-copper 
tenmoku iron yellow, red copper, 
celadon, ice crackle, night-sky blue, 
and oil spot infinite variations and 
whose vases alone range from tall and 
square spherical long-necked 
canteen-like. (There are also tea bowls, 
jars, flasks, and plates.) But his work 
keeps moving, like Stephen Dedalus 
his famous conversation with Vincent 
Lynch, toward defining Thomas 
three characteristics beau- 
ty: integritas, consonantia, and claritas, 
growing simpler and more focused 
essence even grows more complex 
appearance. Beauty here not the 


perfect white pot; it’s large cut-lip moon 
vase with teadust tenmoku glaze that 
looks like lava spilling out the Earth’s 
tenmoku. purple copper, eggshell glaze, 
and blue kairagi, pair kairagi-with- 
Tutile tea bowls that suggest 
cracking open ice spring. 


The votes are and the critical deci- 

sion appears unanimous. “Not 
since the similarly titled ‘Picasso and 
Braque: Pioneering 1989-90, 
has MOMA, any other museum that 
can think of, produced such pitiless 
comparison stylistically related 
painters, one great and one just very 
good,” concluded Peter Schjeldahl the 
New Yorker. Writing for the Village Voice, 
Jerry Saltz put more succinctly: “Poor 
Pissarro, steamrolled Cézanne.” 

They’re talking about “Pioneering 

Modern Painting: Cézanne Pissarro 
1865-1885,” the summer blockbuster that 
you can still see (through Monday) the 
Museum Modern Art New York. And 
it’s reminder that art history, like every 
other kind, written the winners. 
Pissarro and Cézanne worked outdoors to- 
gether Auvers and Pontoise the early 
1870s, and their landscapes aren’t always 
easy tell apart, though Cézanne’s al- 
ways have more earth them and Pissar- 
ro’s more air. Cézanne went see 
painting more object than represen- 
tation; his canvases are forthrightly two- 
dimensional whereas Pissarro’s temporize 
every sense the word, still equally 
open time and weather. Modern that 
is, painting followed 
Cézanne’s line into Cubism and Abstrac- 
tion; Pissarro holds open different possi- 
bilities. Cézanne Stravinsky’s sacre 
printemps, Pissarro Debussy’s Prélude 
midi faune. need one and not the 
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GALLERIES 


Admission to the following galleries is free, 
unless otherwise noted. In addition to the 
hours listed here, many galleries are open by 
appointment. Galleries are in Boston, except 
where indicated otherwise. Galleries with photo 
exhibitions are listed under Photography. 


NEWBURY STREET 
BACK BAY 


ACME FINE ART | 617.585.9551 | 38 
Newbury St, Boston | Tues-Fri 10:30 
am-s pm; Sat 11 am-s5 pm | Sept 8-Oct 
8: “Kenneth Stubbs: Still Life Paint- 
ings” | Reception Sept 8 6-8 pm 
ARDEN GALLERY | 617.247.0610 | 129 
Newbury St, Boston | Mon-Sat 11 
am-5:30 pm | Through Sept 29: 
“Robert Jackson: New Works” | Re- 
ception Sept 9 5-7 pm 
LATTITUDE GALLERY | 617.927.4400 | 
218 Newbury St, Boston | Mon-Sat 10 
am-6 pm; Sun noon-5 pm | Through 
Oct 2: “Vistas Revisited: New Work by 
Russ Vogt and Karen Ehart” 
BARBARA KRAKOW GALLERY | 
617.262.4490 | 10 Newbury St, Boston | 
Tues-Fri 10 am-5:30 pm | Sept 10-Oct 
19: “Donald Judd: Sculptures from 1991” 
CHASE GALLERY | 617.859.7222 | 129 
Newbury St, Boston | Mon-Sat 10 
am-6 pm | Through Oct 1: work by 
Don Maynard, Dorothea Van Camp | 
Reception Sept 9 5-7 pm 
CHILDS GALLERY | 617.266.1108 | 169 
Newbury St, Boston | Tues-Fri 9 am-6 
pm; Mon and Sat 10 am-s5 pm | Sept 
12-Nov s: “Painters of the Art Stu- 
dents League” | “Joseph Pennell: Tem- 
ples to the Gods, Temples to Industry” 
|“Joseph Pennell in the Swiss Alps” 
COPLEY SOCIETY OF BOSTON | 
617.536.5049 | 158 Newbury St, Boston 
| Tues-Sat 10:30 am-5:30 pm | Sept 
8-Oct 1: “Laurene Krasny Brown: 
Paper Route” | Reception Sept 8 
5:30-7:30 pm 
ECLIPSE GALLERY | 617.247.6730 | 164 
Newbury St, Boston | Tues-Sat 9 am-6 
pm | Through Sept 24: “New Abstract 
Paintings by Jeffrey Ringdah!” 
GALLERY NAGA | 617.267.9060 | 67 
Newbury St, Boston | Tues-Sat 10 
am-5:30 pm | Through Oct 8: “Ken 
Beck: Echt Beck” | “Yizhak Elyashiv: 
Prints and Drawings from Ireland 
2000-2004 | Reception Sept 9 6-8 pm 
HARCUS GALLERY | 617.451.3221| 6 
Melrose St, Boston | Call for hours | 
Ongoing: Boston Croup Artists show 
INTERNATIONAL POSTER 
GALLERY | 617.375.0076 | 205 New- 
bury St, Boston | Mon-Sat 10 am-6 
pm; Sun noon-6 pm | Sept 15-Nov 30: 
“Masterpieces of Graphic Design” 
JUD! ROTENBERG GALLERY | 
617.437.1518 | 130 Newbury St, Boston | 
Tues-Sat am-6 pm | Sept 8-Oct 1: “José 
Goncalves: Tudo ao Mesmo Tempo” | 
Reception Sept 8 6-8 pm 
JUDY ANN GOLDMAN FINE ART | 
617.424.8468 | 14 Newbury St, Boston | 
Tues-Sat 11 am-5 pm | Through Oct 8: 
“Kunie Sugiura: The Artist Papers” | 
“Hazel Walker: Elsewhere” | Recep- 
tion Sept 10 3-5 pm 
JUST AFRICA GALLERY | 617.536.1648 
| 201 Newbury St, Boston | Tues-Sat 10 
am-6 pm; Sun noon-s pm | Ongoing: 
contemporary stone sculptures by 
major and emerging artists from 
Zimbabwe, with works by Henry 
Munyaradzi and Gladman Zinyeka. 
KELLY BARRETTE FINE ART | 
617.266.2475 | 123 Newbury St, Boston 
| Tues-Sat 10 am-5 pm; Sun 1-5 pm | 
Ongoing: revolving exhibit featuring 
works by Lisa Houck, Nancy Wagner, 
and others 
KIDDER SMITH GALLERY | 
617.424.6900 | 131 Newbury St, Boston | 
Mon-Sat 11 am-5:30 pm | Through Oct 
1: “Ann Strassman: New Work” | Re- 


ception Sept 9 5:30-7:30 pm 

MARTIN LAWRENCE GALLERIES | 
617.360.4800 | 77 Newbury St, Boston | 
Mon-Sat 10 am-9 pm; Sun 11 am-7 
pm | Ongoing: works by Picasso, Cha- 
gall, Warhol, Lichtenstein, and more 
MPG CONTEMPORARY | 617.357.8881 
| 450 Harrison Ave, Suite 315, Boston | 
Tues-Sat 11 am-5 pm; Sun-Mon 1-5 
pm | Sept 9-Oct 1: “Ann Christensen: 
Some of the Best New Work & Old” | 
Reception Sept 9 5:30-7:30 pm 
PEPPER GALLERY | 617.236.4497 | 38 
Newbury St, Boston | Tues-Fri 10 am- 
5:30 pm; Sat 11 am-5 pm | Sept 8-Oct 
8: “Jim Zingarelli: Paintings and 
Sculpture” | Reception Sept 8 6-8 pm 
PUCKER GALLERY | 617.267.9473 | 171 
Newbury St, Boston | Mon-Sat 10 
am-5:30 pm; Sun 1-5 pm | Sept 10-Oct 
16: “Brother Thomas: How Great Is 
Our Joy” | Reception Sept 10 3-6 pm 
RICHARDSON-CLARKE GALLERY | 
617.266.3321 | 38 Newbury St, Boston | 
Tues-Fri 10 am-5 pm; Sat 11 am-5 pm 
| Ongoing: American & European 19th 
& 20th Century Paintings & Drawings 
ST. GEORGE GALLERY | 617.450.0321 | 
245 Newbury St, Boston | Tues-Sat 10 
am-5:30 pm; Sun noon-5 pm | 
Through Sept 30: “Luminescence” 
THOMAS KINKADE NEWBURY 
STREET GALLERY | 866.639.2879 | 
221 Newbury St, Boston | Mon-Sat 10 
am-8 pm; Sun noon-6 pm | Features 
over 100 limited edition canvas litho- 
graphs by Thomas Kinkade 


SOUTH END 


ALLSTON SKIRT GALLERY | 
617.482.3652 | 65 Thayer St, Boston | 
Wed-Sat 11 am-5 pm | Sept 9-Oct 1: 
“Laura Chasman: Those Around Me” 
|“Downstrokes and Feedback” | Re- 
ception Sept 9 5-8 pm 

ARS LIBRI | 617.357.4212 | 500 Harri- 
son Ave, Boston | Mon-Fri 9 am-6 pm; 
Sat 11 am-5 pm | Permanent collec- 
tion features rare and scholarly books 
in the fine arts 

BF ANNEX | 617.451.3344 | 450 Harri- 
son Ave, Boston | Tues-Fri 9:30 
am-5:30 pm; Sat 10 am-5 pm | 
Through Sept 30: “Bob Oppenheim” 
BOSTON CENTER FOR THE ARTS | 
Mills Gallery 617.426.5000 | 539 
Tremont St, Boston | Sun, Wed-Thurs 
noon-5 pm; Fri-Sat noon-1o pm | Sept 
9-Oct 30: “Standing on One Foot” | 
“Steve Locke: Circumference” | Recep- 
tion Sept 9 6-8 pm 

BOSTON SCULPTORS GALLERY | 
617.482.7781 | 486 Harrison Ave, 
Boston | Tues-Sat 11 am-6 pm | 
Through Oct 8: “Murray Dewart: 
Sculptures of the Late Flower Alpha- 
bet” | “Niho Kozuru: Trans/Lucent” | 
Reception Sept 9 5-8 pm 

BROMFIELD GALLERY | 617.451.3605 
| 450 Harrison Ave, Boston | Wed-Sat 
noon-5 pm | Through Oct 1: “Members 
Show” | Reception Sept 9 5:30-7:30 pm 
EQUATOR GALLERY | 857.540.9236 | 
450 Harrison Ave, Suite 201, Boston | 
Mon-Fri 10 am-6 pm; Sat noon-5 pm | 
Ongoing: “Latin American Fine Art” 
GALLERY OF SOCIAL AND POLITI- 
CAL ART | 617.266.6710 | Community 
Church of Boston, 565 Boylston St, 
Boston | Sat-Sun 2-6 pm | Sept 10-Oct 
9: “What Is Freedom?” | Reception 
Sept 10 6-9:30 pm 

GALLERY AT LACONIA LOFTS | 
617.350.0036 | 433 Harrison Ave, 
Boston | Call for hours | Sept 8-24: 
“Residents Group Show” | Reception 
Sept 9 5-8:30 pm 
GENOVESE/SULLIVAN GALLERY | 
617.426.9738 | 450 Harrison Ave, Suite 
47, Boston | Tues-Sat 10:30 am-5:30 
pm | Sept 9-Oct 2: “Craig Stockwell: 
Perfectly Useless” | Reception Sept 9 
5:30-8 pm 

HAMILL GALLERY OF AFRICAN 
ART | 617.442.8204 | 2164 Washington 
St, Boston | Thurs-Sat noon-6 pm; 
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“NEW PORCELAINS 
BROTHER THOMAS” 
opens Pucker 
September 10. 


Sun noon-5 pm | Through Oct 9: 
“African Selections 6” 

KINGSTON GALLERY | 617.423.4113 | 
450 Harrison Ave, Boston | Tues-Sat 
noon-s5 pm | Through Oct 1: “Site- 
Lines” | Reception Sept 9 5-7:30 pm 
LOCCO RITORO GALLERY | 
617.875.3284 | 450 Harrison Ave, Suite 
37, Boston | Daily 11 am-5:30 pm | 
Sept 10-Dec 4: “Masterworks of Chi- 
nese Painting: In Pursuit of Mists 
and Clouds” 

SAMSON PROJECTS | 617.357.7177 | 
450 Harrison Ave, Boston | Tues-Sat 
noon-6 pm | Sept 9-Oct 15: “Off My 
Biscuit, Destroy Your District!” | Re- 
ception Sept 9 6-8 pm 

SOPRAFINA GALLERY | 617.728.0770 
| 73 Thayer St, Boston | Tues-Sat 1 am- 
5:30 pm | Sept 8-Oct 1: work by Lori 
Warmer 

SOUTH END BRANCH LIBRARY | 
617.536.8241 | 685 Tremont St, Boston | 
Mon, Wed-Thurs 10 am-6 pm; Tues 
noon-8 pm; Fri 9 am-5 pm; Sat 9 am-2 
pm | Through Sept 19: “Ed Tekeian: 
Urban Masks” 

SPACE OTHER | 617.451.3500 | 63 
Wareham St, Boston | Wed-Sat 11 am-7 
pm; Sun noon-5 pm | Sept 10-Oct 22: 
“Resonance: Works by Melodie 
Provenzano, Richard Monge” | Re- 
ception Sept 10 6-9 pm 


DOWNTOWN 


ARTEMIS GALLERY | 617.338.4122 | 

92 South St, Boston | Tues-Sat 10 
am-6 pm; extended hours to 8 pm on 
Thurs | Ongoing: 18th and igth centu- 
ty Chinese furniture | Now on view: 
“New Chinese Works”; works from 
Quin Feng’s “Original Sound” series, 
and “lyrical” scrolls by Fei Yang 
COLONY GROUP | 617.723.8200 | 2 At- 
lantic Ave, Boston | Mon-Fri 9 am-6 pm. 
| Through Sept 30: “Brigid McCabe: 
Paintings” | Reception Sept 8 6-8 pm 
FORT POINT ARTS COMMUNITY 
GALLERY | 617.423.4298 | 390 Summer 
St, Boston | Mon-Fri 9 am-9 pm; Sat 
noon-s pm | Through Sept 10: “Tran- 
sitional: Work by Dean DeCocker, Ian 
Kennelly” | Reception Sept 9 5-8 pm 
ONYX HOTEL | 617.557.9955 | 155 Port- 
land St, Boston | Daily 9 am-8 pm | 
Through Feb 1: “Fashion: Style 
Throughout History” 


OTHER BOSTON 
NEIGHBORHOODS 


AHIMSA STUDIO GALLERY | 
617.429.9597 | 11 Pearl St, Dorchester | 
Fri-Sat 3-6 pm | Sept 9-Oct 17: “Opaque/ 
Transparent” | Reception Sept 9 6-9 pm. 
BELLA LUNA | 617.524.6060 | 401 
Centre St, Jamaica Plain | Call for 
hours | Through Sept 30: work by 
Galina Sokolova 

CHARLESTOWN NAVY YARD | 
617.266.5152 | Charlestown | Daily 
noon-5 pm | Through Oct 10: “The 
Secret Ark of Icon by Jerry Beck” 
GALLERY AT SPENCER LOFTS | 
617.889.5223 | 60 Dudley St, Chelsea | Call 
for hours | Through Sept 30: “Heather 
Buechler: Cattle Marker Drawings” 
GREEN STREET GALLERY | 
617.522.0000 | 141 Green St, Jamaica 
Plain | Tues 6-9 pm; Wed-Thurs 2-9 
pm; Fri-Sat, noon-5 pm | Sept 10-Oct 
15: “Joe Wardwell: Solo” | Reception 
Sept 107-9 pm 

JOHN RAIMONDI GALLERY | 
617.241.1165 | 80 City Square, 
Charlestown | By appointment only | 
Through Sept 16: “26 Paintings x 26 
Painters: Selections from the John 
Raimondi Collection” 

PARADISE LOUNGE | 617.562.8814 | 
967 Comm Ave, Boston. | Nightly 5 pm 
to late | Sept 8-Oct 10: “Tikis, Ninja 
Girls, Monsters, and Drunken Mon- 
keys: New Artwork by Jennifer 
Swanson” | Reception Sept 87 pm 


CAMBRIDGE 
SOMERVILLE 
WATERTOWN 


ART ATTACK | 617.441.3833 | 108 Bea- 
con St, Somerville | Call for hours | 
Through Sept 23: “Facials: The Win- 
dow to the Soul by Sydney Hardin” 
BRICKBOTTOM GALLERY | 
617.776.3410 | 1 Fitchburg St, 
Somerville | Thurs-Sat noon-5 pm | 
Sept 9-Oct 16: “Hidden in Plain Sight: 
Peggy Badenhausen, Alicia Dwyer, 
Gail Martin, Patty Rosenblatt” | Re- 
ception Sept 11 4-6 pm 
CAMBRIDGE ARTS COUNCIL 
GALLERY | City Hall Annex | 
617.349.4380 | 344 Broadway, Cam- 
bridge | Mon-Fri 8:30 am-5 pm; until 
8 pm on Thurs | Through Sept 9: 
“Open: Paul Ramirez Jones” 
CAMBRIDGE CENTER FOR ADULT 
EDUCATION | 617.547.6789 x1| 42& 
56 Brattle St, Cambridge | Mon-Thurs 
9 am-9 pm; Fri 9 am-7 pm; Sat 9 
am-2 pm | Sept 8-30: “Ann Sayre 
Wiseman: Summer Images” 
— Gallery at One Story St, Harvard 
Square | Through Sept 30: “Watercolors” 
CLUB PASSIM | 617.492.7679 | 47 
Palmer St, Harvard Square, Cambridge 
| Daily 1 am-6 pm | Through Sept 24: 
“Hung: works by Arturo Vega, Bun- 
ni, David Fair, Jad Fair, Dee Dee Ra- 
mone, Codlis, Jayne County, John 
Holmstrom, John Nikolai, Jon Lang- 
ford, Jon Strymish, Knox, Niagara” 
GALLERY AT BOSTON BIOMEDICAL 
RESEARCH INSTITUTE | 617.658.7700 
| 64 Grove St, rear entrance, Watertown 
| Mon-Fri 8:30 am-5 pm | Through 
Sept 30: “Gil Murray’s Collages of 
Dance” | Reception Sept 15 5:30-7 pm 
KATHRYN SCHULTZ GALLERY | 
Cambridge Art Association | 
617.876.0246 | 25 Lowell St, Cambridge 
| Tues-Sat 11 am-5 pm; Sun 1-5 pm | 
Sept 10-28: “Fall Salon” 
MOBILIA GALLERY | 617.876.2109 | 
358 Huron Ave, Cambridge | Tues-Fri 12 
am-6 pm; Sat 10 am-s pm | Ongoing: 
sculptural jewelry by various artists 
NAVE GALLERY | 617.625.4823 | 
Clarendon Hill Presbyterian Church, 155 
Powderhouse Bivd, Somerville | Thurs 
4-8 pm; Sat 1-5 pm | Through Sept 15: 
“Reassembled: Pieces of Me through 
Mixed Media” 
OUT OF THE BLUE GALLERY | 
617.354.5287 | 106 Prospect St, Cam- 
bridge. | Daily noon-8 pm | Ongoing: 
“Local Cambridge Artists” | “The Pri- 
vate Collection of the Late Margarete 
Koehler-Bittkow” 
REGATTABAR | 617.395.7757 | Charles 
Hotel, 1 Bennett St, Cambridge. | Call 
for hours | Ongoing: “Meet Miles Davis 
. .. the Artist: Paintings by Miles Davis” 
SALON 2323 | 617.876.2323 2323 Mass 
Ave, Cambridge | Thurs-Sat 10 am-6:30 
pm; Wed 1-6:30 pm | Sept 15-Oct 31: 
“Kate Vrijmoet: Essential Gestures” 
STEBBINS GALLERY | 617.576.0131 | 
Zero Church St, Cambridge | Sat 12 
am-5 pm; Sun noon-4 pm | Through 
Sept 25: “Our Mothers, Ourselves” 
UNIVERSITY PLACE GALLERY | 
Cambridge Art Association | 617.876.0246 
| 124 Mt. Auburn St, Cambridge | Mon- 
Fri 9 am-6 pm; Sat 9 am-1 pm | Sept 
10-28: “Annual Fall Salon” 
ZEITGEIST GALLERY | 617.876.6060 | 
1353 Cambridge St, Inman Square 
Cambridge. | Tues-Sun 1-7 pm | Through 
Sept 30: “Maren Tober: New Works” 


BROOKLINE/NEWTON 


BROOKLINE ARTS CENTER | 
617.566.5715 | 86 Monmouth St, Brook- 
line | Mon-Fri 9 am-4 pm | Through 
Oct 5: “Tradition and Innovation” 
GASP | 617.731.2500 | 362 Boylston St, 
Brookline | Call for hours | Through 
Sept 30: “Bit Logic” | Reception Sept 
105-8 pm 

GATEWAY GALLERY | 617.734.1577 | 


62 Harvard St, Brookline | Mon-Fri 9 
am-4:30 pm | Sat 11 am-6 pm | Sun 
noon-5 pm | Through Sept 24: “Gate- 
way Arts Celebrates Brookline” 

MATT MURPHY’S PUB | 617.232.0188 
| 14 Harvard St, Brookline | Call for 
hours | Through Oct 11: “Eleven: A 
Pub Records Photo Show and Audio 
Exhibition” 

NEWTON FREE LIBRARY | 
617.796.1360 | 330 Homer St, Newton | 
Mon-Thurs 9 am-9 pm; Fri 9 am-6 
pm; Sat 9 am-s pm | Through Sept 29: 
“Boston: The Old and the New” by 
Natalie Warshawer | “Audrey Doyle- 
Richardson: Floral Heritage” 
WENTWORTH GALLERY | 
617.630.9163 | 199 Boylston St, Chestnut 
Hill | Call for hours | Sept 9: “Alexandra 
Nechita” | Reception Sept 9 6-9 pm. 


SUBURBS SOUTH 


GALLERY X | 508.992.2675 | 169 William 
St, New Bedford | Wed-Sun 1 am-3 
pm | Through Sept 25: “Elementals” 


SUBURBS NORTH 


BIGZANDA GALLERY | 978.281.5824 | 
211 East Main St, Gloucester | Call for 
hours | Through Sept 21: “Jon Sarkin: 
Recent Works” 
BRUSH ART GALLERY | 978.459.7819 
| 256 Market St, Lowell | Tues-Sat 11 
arh-4 pm; Sun noon-4 pm | Through 
Sept 11: “Imagine: Brush Resident 
Artist's Exhibition” 
ERLICH GALLERY | 781.631.1202 | 96 
Washington St, Marblehead | Tues-Sat 
10:30 am-5:30 pm; Sun noon-5 pm | 
Through Oct 5: work by Conley Har- 
tis, Will Barnet, Richard Bertman 
FORT GALLERY | 978.281.2008 | 20 
Pleasant St, Gloucester | Tues-Sun 11 
am-6 pm | Ongoing: “Contemporary 
Oil Paintings by John P. Flynn, Ed- 
ward Herman Jr” 
GALANT GALLERY | 978.745.1001 | 
197 Derby St, Salem | Call for hours | 
Ongoing: “Mary Rogers & Joel Levine: 
Where the Land Meets the Sea” 
GALLERY OF MODERN ART | 
781.631.3204 | 154 Washington St, 
Marblehead | Thurs 1:30-5 pm; Fri, 
Sun-Tues noon-5 pm; Sat noon-6 pm 
| Ongoing: “Connections: Past, Pre- 
sent and Future,” works by Bernd 
Haussmann and Suzanne Ulrich 
LYNNARTS | 781.598.5244 | 25 Ex- 
change St, Lynn | Mon-Fri 10 am-3 pm 
| Through Sept 16: “Women To Be: 
Self Portraits from RAW Arts” 
MARBLEHEAD ARTS ASSOCIA- 
TION | 781.631.2608 | 8 Hooper St, 
Marblehead | Tues-Sat noon-4 pm; 
Sun 1-5 pm | Through Sept 25: 
“Members’ Show” | “ArtWorks!” | 
Reception Sept 11 2-4 pm 
NEWBURYPORT ART ASSOCIATION 
| 978.465.8769 | 65 Water St, Newbury- 
port | Mon-Sat 11 am-5 pm; Sun 
noon-5 pm | Through Sept 7: “Brush, 
Camera, Landscape” 
119 GALLERY | 978.452.8138 | 119 
Chelmsford St, Lowell | Tues-Sat 1-5 
pm | Through Sept 30: “Bebe Beard: 
Screenings” 


SUBURBS WEST 


CLARK GALLERY | 781.259.8303 | 
Mall at Lincoln Station, 145 Lincoln 
Rd, Lincoln | Tues-Sat 10 am-s5 pm | 
Through Sept 29: “Randall Deihl: 
Self-Awareness and American 
Views” | “Maryjean Viano Crowe: In 
the Memory of the House” | Recep- 
tion Sept 10 4-6 pm 

LACOSTE GALLERY | 978.369.0278 | 
25 Main St, Concord | Mon-Sat 10 
am-5:30 pm; Thurs 10 am-7 pm; Sun 
noon-5 pm | Sept 10-30: “Vanitas: 
Transient Treasures” | Reception Sept 
10 4-6 pm 


CAPE COD 


ARTSTRAND | 508.487.1153 | 53 Brad- 
ford St, Provincetown | Daily noon-9 
pm | Through Sept 14: work by Breon 
Dunigan, Irene Lipton, Tabitha Vevers 
BERTA WALKER GALLERY | 
508.487.6411 | 208 Bradford St, 
Provincetown | Daily 11 am-4 pm | 
Through Sept 11: work by Thomas 
McCanna, Polly Burnell, Nicholas 
Kahn/Richard Selesnick | “Wolf 
Kahn: A Return to Provincetown” 
FINE ARTS WORK CENTER | 
508.487.9960 | 24 Pearl St, Province- 
town | Mon-Fri 10 am-5 pm | Sept 8- 
21: “MassArt MFA Program Faculty 
Exhibition” | Reception Sept 9 6-8 pm 
GALLERIA ARTEMISIA | 508.487.8300 
|167 Commercial St, Provincetown | 
Daily noon-5 pm, 7:30-10:30 pm | 
Through Sept 23: “Reflecting the 
Landscape” 

LYMAN-EYER GALLERY | 508.487.3937 
| 349 Commercial St, Provincetown | 
Tues-Fri 1-6 pm; Sat 11 am-7 pm; Sun 
1-4 pm | Through Sept 15: work by 
Stuart Dunkel, Nan Hass Feldman 
RICE/POLAK GALLERY | 
508.4871052 | 430 Commercial St, 
Provincetown | Daily 11 am-21 pm | 
Through Sept 8: work by Linda Tou- 
by, David Jones, Robert Birbeck | Sept 
9-Oct 10: “Batter Up: Baseball & Its 
Legends by Charles De Simone” | 
Reception Sept 9 8 pm 

ROBYN WATSON GALLERY | 
508.487.3511 | 432 Commercial St, 
Provincetown | Daily 11 am-11 pm | 
Ongoing: “Standing On the Shoulders 
of Giants: Artists from the Outer 
Cape’s Past” 


MUSEUMS 


AMERICAN TEXTILE HISTORY 
MUSEUM | 978.441.0400 | 491 Dutton 
St, Lowell | Tues-Fri 9 am-4 pm; Sat- 
Sun 10 am-s5 pm | Admission $6, $4 
for seniors, students, and ages 6-16, 
free for ages 6 and under | The Muse- 
um houses the nation’s largest collec- 
tion of artifacts and documents relat- 
ing to America’s textile manufacture 
| Through Sept 11: “Batik from Court- 
yards and Palaces: The Rudolf 
Smend Collection” | “Batik 
Fashion/American Style” 
ARMENIAN LIBRARY AND 
MUSEUM OF AMERICA | 617.926.2562 
| 65 Main St, Watertown | Fri, Sun, 
Tues, 1-5 pm; Tues 7-9 pm | Admis- 
sion $2 | Ongoing: “The Armenian 
Genocide: In Memoriam”; “Armenian 
Musical Traditions” ; “The Bedoukian 
Family Collection”; “Moses Hadji 
Culesian: An Armenian Visionary” 
ART COMPLEX MUSEUM | 
781.934.6634 | 189 Alden St, Duxbury | 
Wed-Sun 1-4 pm | Free | Permanent 
collection features Shaker furniture, 
prints, American paintings, and 
Japanese art | Through Sept 11: 
“Shape of Tea” | Sept 11-Oct 30: “Into 
the Fold: Masterworks of Origami” 
BOSTON BEER MUSEUM AND 
VISITORS’ CENTER | 617.522.9080 | 
30 Germania St, Jamaica Plain | Tours 
Thurs-Fri 2 pm; Sat noon, 1, 2pm | 
Admission $2 | View two centuries of 
beer memorabilia and learn about 
the brewing process 

BOSTON PUBLIC LIBRARY | 
617.536.5400 | Copley Square, Boston | 
Mon-Thurs 9 am-9 pm; Fri-Sat 9 
am-5 pm; Sun 1-5 pm | Art and Archi- 
tecture tours offered Mon 2:30 pm; 
Tues, Thurs 6 pm; Fri-Sat 11 am; Sun 
2pm | Through Oct 27: “Words of 
Thunder: The Life and Times of 
William Lloyd Garrison” 

— Deferrari Hall | x 2336 | Ongoing: 


“We Bostonians: Intersecting Spiritu- 


al Journeys” 
— Wigging Gallery | Through Sept 19: 
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“Acquisitions by Sinclair Hitchings” 
CAPE COD MUSEUM OF NATURAL 
HISTORY | 800.896.3867 | 869 Rte 6A, 
Brewster | Mon-Sat 9:30 am-4:30 pm; 
Sun, 11 am-4:30 pm | Admission $5, 
$2 for children | The Museum runs 
programs, walks, classes, and field 
schools on its three nature trails 
through woodlands, salt marsh, un- 
spoiled beach, and Cape Cod’s largest 
herring run. Indoor exhibits repre- 
sent the Cape's native surroundings, 
from reptiles and insects to shells, 
minerals, and fossils, and include both 
the Clarence Hay Library for natural 
history information and an on-site 
archaeology lab. Ongoing: “The Cape 
Takes Shape”; “What About Whales?” 
CAPE MUSEUM OF FINE ARTS | 
508.385.4477 | Cape Playhouse, Rte 
6A, Dennis Village | Tues-Sat 10 am-5 
pm; Sun 1-5 pm | Admission $7, free 
for ages 16 and under and on Sat be- 
fore 1 pm | The permanent collection 
features works by Ross Moffett, 
Arthur Diehl, William Paxton, 
Amold Geissbuhler, Oliver Newberry 
Chaffee, and Sig Purwin 
COMMONWEALTH MUSEUM | 
617.727.9268 | 220 Morrissey Blvd, Co- 
lumbia Point, Boston | Mon-Fri 9 am-5 
pm; Sat 9 am-3 pm | Free admission | 
Ongoing: “Archaeology of the Central 
Artery: Highway to the Past” | 
Through June, 2006: “Le Grand De- 
rangement: The Acadian Exile in 
Massachusetts, 1755-1766” 
DECORDOVA MUSEUM | 781.259.8355 
| 51 Sandy Pond Rd, Lincoln | Museum 
closed through Sept 9 | Tues-Sun 1 
am-5 pm | Admission $9, $6 for stu- 
dents, seniors, and children | 
Through Sept 26 “Abstract Elements: 
The Dr. Beatrice H. Barrett Collection 
of Art” | “Annual Exhibition” | Sept 10- 
Jan 8: “Munroe Ferguson: June” | 
“Robert Amold: Zeno’s Paradox” | Re- 
ception Sept 9 6-9 pm 
— 35-acre Sculpture Park | open daily 
dawn-dusk | Recent additions include 
“Trojan Piggybank,” “Rooster Rings,” 
“Nam June Paik: Requiem for the 
2oth Century,” “Putto 4 over 4” | 
Through July 31: “Collection High- 
light: Makoto Yabe.” 
ERIC CARLE MUSEUM OF PICTURE 
BOOK ART | 413.658.1100 | 125 West 
Bay Rd, Amherst | Tues-Sat 10 am-4 
pm; Sun noon-4 pm | Admission $4, 
$2 for children under 18 | Features pic- 
ture book art from around the world | 
Through Nov 6: “Painter and Poet: 
The Wonderful World of Ashley Bryan” 
FRANKLIN PARK Z00 | 617.541.LION 
|1 Franklin Park Rd, Boston | Daily, 10 
am-s pm | Admission $9.50, $8 for 
seniors, $5 for ages 2-15, plus $1 for 
admission to Butterfly Landing | 
Home to over 150 species of mostly 
endangered or threatened animals 
including snow leopards, “Giraffe Sa- 
vannah”; “Kalahari Kingdom” ; “But- 
terfly Landing” ; “Tropical Forest” ; 
“Australian Outback Trail”; and 
“Bongo Congo” featuring bongo ante- 
lope, zebras, ostrich, ibex, auodad 
sheep and vultures 
FULLER CRAFT MUSEUM | 
508.588.6000 | 455 Oak St, Brockton | 
Daily, 10 am-5 pm | Admission $5, $3 
for seniors and students, free for chil- 
dren under 12 | Permanent collection 
features over 4,000 pieces of 19th and 
2oth century American art and crafts 
| Through Oct 10: “Built Books” | 
Through Oct 16: “Ricky Bernstein: 
Kitchen Dreams” | Sept 10-Jan 2: 
“Questioning Convention: The Studio 
Quilts of Michael James” | “Brad Sto- 


” ry: Aerodreams: Carved Birds in 


Flight” |“Fur, Fins and Feathers: 
Class from the Rifkin Collection” 
HARRISON GRAY OTIS HOUSE | 
617.227.3956 | 141 Cambridge St, 
Boston | Wed-Sun 1 am-4:30 pm | Ad- 
mission $8, $7 for seniors, $2.50 for 
children | Designed by Charles Bulfinch 
in 1796 and restored in the 1970's, the 
grand mansion provides insight into 
the social, business, and family life 
of the American elite in the New Re- 
public | Guided Tours of the house are 
Wed-Sun 11 amm-4 pm on the hour 
and half hour (all visitation is guided) 
HOUSE OF THE SEVEN GABLES | 
978.744.0951 | 54 Turner St, Salem | 
Mon-Sat 10 am-5 pm; Sun noon-5 pm 
| Admission $8, $7 for seniors, $6 for 
ages 6-17, free for ages 5 and under | 
The House of the Seven Cables, the 
inspiration for Nathaniel Hawthome’s 
novel, is the oldest 17th-century 
mansion remaining in New England. 


Furnishings include furniture and ar- 
tifacts spanning three centuries, in- 
cluding Hawthorne memorabilia. 
The grounds also contain Hawthome’s 
birthplace, a 19th-century counting 
house, period gardens, and a visitor 
center with interactive video, orien- 
tation programs, and garden cafe | 
Currently on view: “Digging Up the 
Past: 330 Years of Salem's History at 
the House of the Seven Gables”; “Im- 
ages of the Seven Gables: Paintings, 
Prints, and Photographs of Salem’s 
Most Illuminated Home” 

INSTITUTE OF CONTEMPORARY 
ART | 617.266.5152 | 955 Boylston St, 
Boston | Tues-Wed, Fri noon-5 pm; 
Thurs noon-9 pm; Sat-Sun 11 am-5 
pm | Admission $7, $5 for seniors and 
students, free for children under 12, 
free after 5 pm on Thurs | Established 
in 1936 as the first non-collecting con- 
temporary art institution in the U.S. 
ISABELLA STEWART GARDNER 
MUSEUM | 617.566.1401 | 280 the Fen- 
way, Boston | Tues-Sun 11 am-5 pm | 
Admission $10 ($11 on Sat-Sun), $7 for 
seniors, $5 for students with ID, free 
for ages 18 and under | The museum, 
built in the style of a 1sth-century 
Venetian palace, houses more than 
2500 art objects, with emphasis on 
Italian Renaissance and 17th-century 
Dutch works. Among the highlights 
are works by Rembrandt, Botticelli, 
Raphael, Titian, and Whistler | Guid- 
ed tours given Fridays at 2:30 pm | 
JOHN F. KENNEDY LIBRARY AND 
MUSEUM | 617.514.1600 | Morrissey 


Bivd, Columbia Point, Boston | Daily, 9 
am-5 pm | Admission $10, $8 for stu- 
dents, seniors, $7 for ages 13-17, free 
for ages 12 and under | Exhibitions 
portraying the life, leadership, and 
legacy of President Kennedy through 
memorabilia, video presentations, 
and settings. Ongoing: “Attorney 
General Robert F. Kennedy”; “Jacque- 
line Bouvier Kennedy: First Lady”; 
“John Clenn and the Space Race”; 
“The Cuban Missile Crisis”; “The 
Nixon v. Kennedy Presidential Race” ; 
“The Struggle for Civil Rights”; “Mrs. 
Kennedy's Tour of the White House”; 
“The Kennedy Family;” “Jacqueline 
Kennedy Travels Abroad” | Through 
Nov 13 2005: “Presents for a President 
and First Lady” | Through Spring 
2006: “JFK in World War I” 

JOHN FITZGERALD KENNEDY NA- 
TIONAL HISTORIC SITE | 617.566.7937 
| 83 Beals St, Brookline | Wed-Sun 10 
am-4:30 pm | Admission $3, free for 
ages 16 and under | President Kennedy 
(born in 1917) and his family lived in 
this restored nine-room house until 
1927. It was the first home shared by 
the president's father and mother, 
Joseph P. and Rose Fitzgerald 
Kennedy, and re-creates the social 
and political beginnings of one of the 
world’s most prominent families 
LONGFELLOW NATIONAL HISTORIC 
SITE | 617.876.4491 | 105 Brattle St, 
Cambridge | Wed-Sun 10 am-4:30 pm | 
Admission $3, free for 15 and younger 
| Built in 1759, this Georgian mansion 
is where George Washington planned 


the siege on Boston during the Revo- 
lutionary War and later served as 
home to poet Henry Wadsworth 
Longfellow. Ranger-guided tours 
throughout the day 

LONGYEAR MUSEUM | 800.277.8943 
| 125 Boylston St, Rte 9, Brookline | 
Mon, Wed-Sat, 10 am-4 pm; Sun, 1-4 
pm | Free admission | Museum ex- 
hibits explore the life of Christian 
Science founder Mary Baker Eddy 
through artifacts, manuscripts, 
books, and the biographical history 
of early workers in the Christian Sci- 
ence Church circa 1910. Located on 8 
acres including flower gardens, a 
fountain, pool, and statues. Now open: 
“Mary Baker Eddy: A Spiritual Journey” 
LORING-GREENOUGH HOUSE | 
617.524.3158 | 12 South St, Jamaica 
Plain | Open for tours Tues, Sat, 10 
am-noon | Donation $3 | A pre-Revo- 
lutionary house on the National Reg- 
ister of Historic Places decorated in 
period furnishings, costumes, and 
objets d’art 

MARY BAKER EDDY LIBRARY | 
617.450.7000 | 200 Mass Ave, Boston | 
Tues-Sun 10 am-5 pm | Admission $5, 
$3 for students, seniors, children | 
Reflect in the Hall of Ideas, explore 
goals in the Quest Gallery, learn how 
a newspaper is put together in the 
Monitor Gallery, plus the famous 
Mapparium 

MASSACHUSETTS MUSEUM OF 
CONTEMPORARY ART | 413.664.4481 
| 87 Marshall St, North Adams | Daily 
10 am-5 pm | Admission $10, $8 for 


LIFE DURING WARTIME 


THOMAS UTOPIA THE ICA, FRED THE ROSE 


Swiss-born, Paris-based artist 
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students, $4 for ages 6-16, free for 
children under 6 | Ongoing: “Joseph 
Beuys: Lightning with Stag in Its 
Clare”; “Outrageous Supercharge: 
Hand Painted Movie Posters from 
Chana”; “Natalie Jeremijenko: Tree 
Logic”; “Sound Art at MASS MoCA"” | 
Through Spring 2005: “Cai Guo 
Qiang: Inopportune.” 
MUSEUM OF AFRO-AMERICAN HiS- 
TORY | 617.742.1854 | 46 Joy St, Boston 
| Mon-Sat 10 am-4 pm | Free admis- 
sion | Collection includes documents, 
artifacts, and art works pertaining to 
the African American experience in 
New England. Includes the African 
Meeting House, the oldest standing 
black church in America; and the 
Abeil Smith School, Boston's first 
public school for Black children and 
an early home of the Abolitionist 
movement Through Dec 31: “Words 
of Thunder: William Lloyd Garrison 
and the Ambassadors of Abolition” 
MUSEUM OF FINE ARTS | 
617.267.9300 | 465 Huntington Ave, 
Boston | Sat-Sun 10 am-4:45 pm; 
Mon-Tues 10 am-4:45 pm; Wed-Fri 10 
am-9:45 pm (Only West Wing open 
Thurs-Fri after 5 pm) | Admission $15, 
$13 for students with college ID and 
seniors, free for ages 17 and under 
during non-school hours | MON-FRI: 
introductory walks through all collec 
tions 10:30 am, 3 pm | “Art of Asia 
Walks” 11 am | “Art of Europe Walks” 
11:30 am | “Art of the Americas 
Walks” 1:30 pm | “Art of Egypt and 


the Classical World Walks” 2 pm | In 


Thomas Hirschhorn is known for big 
constructions made from cheap, disposable 
materials like aluminum foil, cardboard, 
plastic, and packing tape, simple materials 
with which the artist barrages viewers with 
information and imagery on topics from 
philosophy to economics, poetry to war, as 
well as his commentary on politics, con- 
sumer culture, and social injustice. In 
“THOMAS HIRSCHHORN: UTOPIA, 
UTOPIA ONE WORLD, ONE WAR, ONE 
ARMY, ONE DRESS,” which opens at the 
Institute of Contemporary Art on Septem- 
ber 21, he looks at our world of violence and 
military conflict through the green-and- 
khaki metaphor camouflage, motif 
become prevalent street fash- 
ion as it is on the battlefield. 

The irony of taking a material that’s 
meant to make its wearer disappear and 
sporting it in order to stand out is symp- 
tomatic of the mess we find ourselves in. 
Hirschhorn creates a utopian world where 
everyone everywhere is clothed in camou- 
flage. The resulting environment, which 
comprises sculptural works, wall graphics, 
film, video, vitrines, and maquettes, could 
get some people up in arms. 

Also opening at the ICA on September 
21, “MOMENTUM PAUL CHAN” cets in- 
to the complex relationship between reli- 
gion and politics with projected digital an- 
imation depicting an idiosyncratic vision 
the Christian Rapture shining onto the 
gallery floor from vaulted window. 
Chan's graphic style and political content 
have drawn comparisons Keith Haring 
and William Kentridge, as he mixes his 
zsthetics with good dose activism. 

Here's a litany of materials that 
could be associated with only one artist: 
when you see pharmaceuticals, insects, 
leaves, photos, flowers, and paint, you 
know you're in the realm of Fred 
Tomaselli, whose intricately collaged 
“paintings” (they also have a lot in com- 
mon with extremely cool découpage) 


raise delighttul questions about pieas- 
ure, escapism, and art. “FRED 
TOMASELLI: MONSTERS OF PARADISE,” 
which opens at the Rose Art Museum at 
Brandeis University on September 15, 
combines abstraction and figuration, 
though the figures seem to be the domi- 
nant elements here, among them a multi- 
armed drummer and a wormy critter with 
arms. At the same time at the Rose, 

“ ‘POST’ AND AFTER: CONTEMPORARY 
ART FROM THE BRANDEIS UNIVERSITY 
COLLECTION” asks what's happened to 
the idea of “postmodern” art, and 
“ALVIN LUCIER: CHAMBERS” examines 
rooms and other enclosed spaces 


ONE DRESS 


Thomas 
Hirschhorn, from 
“Utopia, Utopia = 
One World, One 
War, One Army, 
One Dress” 


unexpected containers. 
_Randi Hopkins 


“THOMAS HIRSCHHORN: UTOPIA, UTOPIA 
= ONE WORLD, ONE WAR, ONE ARMY, ONE 
DRESS” and “MOMENTUM 5: PAUL CHAN” | 
Institute of Contemporary Art, 955 Boylston 
Street, Boston | Sept 21- jan 16 | 617.266.5152 
or www.icaboston.org | “FRED TOMASELLI: 
MONSTERS OF PARADISE,” “ ‘POST’ AND 
AFTER: CONTEMPORARY ART FROM THE 
BRANDEIS UNIVERSITY COLLECTION” and 
“ALVIN LUCIER: CHAMBERS” | Rose Art Mu- 
seum, Brandeis University, 415 South Street, 
Waltham | Sept 15-Dec 11 | 781.736.4203 or 
www.brandeis.edu/rose. 


troductory walk also offered WED 6:15 
pm, SAT-SUN 11 am, 1 pm, 2pm, 3pm 
— Exhibitions: Through Sept 26: 
“Lethal Elegance: The Art of Samurai 
Sword Fittings” | Through Nov 13: 
“Things I Love: The Many Collections 
of William I. Koch” | Through Jan 5: 
“Sounds of the Silk Road: Musical In 
struments of Asia” | Through jan 8: 
“American West: Dust and Dream” 
Through March 28: “A Much Record 
ed War: The Russo-Japanese War in 
History and Imagery” | Through Dec 
31: “Ansel Adams” 

— Gallery lectures are free with mu- 
seum admission | THURS 11 am “Trea- 
sures Along the Silk Road” SAT noon 
“American West: Dust and Dreams” 
SUN 2 pm “Saints and Salvation in 
Medieval and Renaissance Art” WED 
at 6 pm “Highlights of the Egyptian 
Collection” 

MUSEUM OF SCIENCE | 617.723.2500 
| Science Park, Boston | Sat-Thurs 9 
am-7 pm; Fri, 9 am-9 pm | Admis- 
sion $13, $11 for seniors, $10 for ages 
3-1 | The Museum features the The- 
ater of Electricity (with indoor thun- 
der-and-lightming shows daily, noon, 
2pm; Fri 7 pm) and more than 600 
hands-on exhibits | Ongoing: “A 

World”; “Dinosaurs: Modeling 
Mesozoic”; “Current Science & 
Technology Center”; “Journey into 

g Caves”; “Natural Mysteries”; 
rs ComputerPlace” ; “The Vir- 


juman Body Connection” ; 
“The Computing Revolution” | 
Through Sept 10: “Brain: The World 
Inside Your Head” 


MUSEUM OF TRANSPORTATION 


617.522.6547 | Larz Anderson Park, 15 
Newton St, Brookline | Tues-Sun 10 


2 in American society | 
ing: “New England Paves the Way” 
NATIONAL CENTER OF AFRO- 
AMERICAN ARTISTS | 617.442.8614 
300 Walnut Ave, Roxbury | Tues-Sun 1 
5 pm | Admission $4, $3 for stud 
and seniors | Ong: —- 
Nubian King’s Burial Chamber” 
NATIONAL HERITAGE MUSEUM 
781.861.6559 | 33 Marrett Rd, Lexing- 
ton | Mon-Sat 10 am-5 pm; Sun 
noon-s pm | Free admission | Ongo- 
ing: “Lexington Alarm’d,” an intro- 
duction to Colonial Lexington explor- 
ing the town’s connection to the Rev- 
olutionary War; “Made in Massachu- 
setts;” “To Build and Sustain: 
Freemasons in American Communi- 
ty”; “A Glimpse of Boston Theater: 
1850-1903” | Through Feb 16: “Teenage 
Hoboes in the Great Depression: Ma- 
terials from the Uys Family Collection” 
| Through March 3: “Blue Monday: 
Doing Laundry in America” | Sept 1- 
Jan 1: “Bearing Witness to History” 
NEW ENGLAND AQUARIUM | 
617.973.5200 | Central Wharf, Boston | 
Mon-Fri 9 am-5 pm; Sat-Sun, 9 am-6 
pm | Admission $13.50, $11.50 for 
seniors, $7.50 for ages 3-11, free for 
children under 3 | More than 70 ex- 
hibits featuring aquatic animals from 
Boston Harbor to the Amazon River | 
Includes the 200,000-gallon giant ocean 
tank, with sharks, moray eels, 600 
pound sea turtles, and hundreds of 
other Caribbean creatures | Pick up a 
hermit crab or watch vets care for an- 
imals in the Aquarium Medical Center 
— Now open: “Living Links: Choices 
for Survival” with baby sea turtles, 
poison arrow frogs, and rare tropical 
fish that shows how people affect 
aquatic life both positively and nega- 
tively around the world | Through 
Dec 2005: “Amazing Jellies” 
NORMAN ROCKWELL MUSEUM | 
413.298.4100 | 9 Glendale Rd, Stock- 
bridge | Mon-Fri 10 am-4 pm; Sat-Sun 
10 am-5 pm | Admission $12, free for 
ages 18 and under when accompa- 
nied by an adult | The Museum hous- 
es Rockwell's studio, and the world’s 
largest collection of his paintings | 
Ongoing: “My Adventures as an Illus- 
trator” | Through Oct 31: “The Art of 
the New Yorker: Eighty Years in the 
Vanguard” | ““Windblown: Contempo- 
rary American Weathervanes” 
OLD NORTH CHURCH | 617523.6676 | 
193 Salem St, Boston | Daily, 9 am-5 
pm | Admission $8, $5 for ages 15 and 
Continued on p 24 


ee THE BOSTON TERTAINMENT | SEPTEMBER 9, 2005 23 
| 
: 
tual Fish Tank”; “The Light House: 
g Beaming, Bouncing, and Bending 
Light”; “Messages”; “Science in the 
: = Park: Playing with Forces and Mo- 
: 4 am-5 pm | Admission $5, $3 for sen 
4 : ; iors, students, and ages 6-16 | Ex 
ina] hibits focus on the automobile and 
ONE ARMY 
i 
| 


Continued from p 23 
under | Built in 1723, Boston's oldest 
church continues as an active Episco- 
pal Church with services every Sunday 
OLD SOUTH MEETING HOUSE | 
617.482.6439 | 310 Washington St, 
Boston | Daily 10 am-4 pm | Admission 
$5, $4 for students and seniors, $1 for 
children | A museum and historic site 
built in 1729 as a Puritan house of 
worship, the Meeting House served 
as the location for meetings of Colo- 
nial revolutionaries leading up to the 
war for independence | Ongoing: “Voic- 
es of Protest”; “Behind the Scaffold- 
ing”; “If These Walls Could Speak” 
OLD STATE HOUSE | 617.720.1713 | 206 
Washington St, Boston | Daily 9 am-5 
pm | Admission $5, $4 for students 
and seniors, $1 for ages 6-18 | Ongoing 
exhibits detail the history of Boston 
during the Revolution, the history of 
firefighting, the John Hancock fami- 
ly, inns and taverns, and the Massa- 
chusetts Supreme Judicial Court. Also 
administers a Boston reference li- 
brary and photographic resource cen- 
ter at 15 State St | Now open: “Where 
in the World Does Boston Come 
From?” | Ongoing: “A History of 
Boston through Fire”; “The Boston 
Massacre: A Sound and Light Show” 
ORCHARD HOUSE/HOME OF THE 
ALCOTTS | 978.369.4118 | 399 Lexing- 
ton Rd, Concord | Mon-Fri 11 am-3 
pm; Sat 10 am-4:30 pm; Sun, 1-4:30 
pm | Admission $6, $5 for students 
and seniors, $4 for ages 6-17, free for 
ages 5 and under | Home of the Al- 
cotts and the site where Louisa May 
Alcott wrote Little Women in 1868 | Fea- 
tures personal objects and furnish 
ings that belonged to the Alcott fami- 
ly, the Concord School of Philosophy, 
and historical programs and exhibi- 
tions. The museum offers a variety of 
guided “living history” tours 
PAUL REVERE HOUSE | 617.523.2338 
| 19 North Square, Boston | Tues-Sun 
9:30 am-5:15 pm | Admission $2.50, 
$2 for students and seniors, $1 for 
children | Restored 17th-century 
house owned by Revere during the 
Revolutionary War. Next door is the 
Pierce/Hichborn House, a Georgian 
brick building built circa 1711 
PEABODY ESSEX MUSEUM | 
978.745.9500 | East India Square, Lib- 
erty & Essex Sts, Salem | Daily 10 
am-s pm | Admission $13, $11 for sen- 
iors, $9 for students, free for ages 16 
and under | The recently transformed 
Peabody Essex Museum presents art 
and culture from New England and 
around the world. The museum's col- 
lections showcase a spectrum of 
American art and architecture and 
Asian, Asian Export, Native Ameri- 
can, African, Oceanic, Maritime, 
and Photography collections. The 
museum campus features numerous 
parks, period gardens, and 24 historic 
properties, including Yin Yu Tang, a 
200-year old house that is the only 
example of Chinese domestic archi- 
tecture on display in the United 
States | Ongoing: “All of My Life: Con- 
temporary Works by Native American 
Artists” | “Exposing the Source: The 
Paintings of Nalini Malani” | 
Through Sept 18: “In Nature’s Compa- 
ny” | Through Oct 16: “Kingdom of 
Siam: Art & Culture of Thailand, 
1350-1800” | Sept 9-30: “Remembering 
September 11: Bengali Scroll Display” 
SKYWALK OBSERVATORY | 
617.859.0648 | Prudential Building, 
50th Floor, 800 Boylston St, Boston | 
Daily 10 am-10 pm | Ongoing: 
“Wings Over Boston: Aerial Video 
Tour of the City”; “Dreams of Free- 
dom Immigration Museum”; “Ted 
Williams Exhibition” ; “The Sights 
and Sounds of Boston”; “Famous 
Bostonians”; “Boston Map” 
SPORTS MUSEUM OF NEW ENG- 
LAND AT THE FLEETCENTER | 
617.624.1234 | Causeway St, Boston | 
Tues-Sat 10 am-5 pm; Sun noon-5 pm 
| Admission $5, $4 for seniors and 
ages 6-17, free for ages 6 and under | 
A showcase for Boston sports history 
with exhibits dedicated to the 
Celtics, Bruins, Boston Garden, and 
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the FleetCenter | Currently on view: 
“Ted Williams: An American Hero” 
STERLING AND FRANCINE CLARK 
ART INSTITUTE | 413.458.2303 | 225 
South St, Williamstown | Open Daily, 
10 am-5 pm | Admission $10, free for 
18 and under | Museum's collection 
centers on French Impressionist 
paintings, including over 30 by 
Renoir, plus American works by 
Homer, Sargent, Cassatt, and Rem- 
ington, as well as extensive collec- 
tions of prints, drawings, silver, and 
sculpture | Ongoing: “The Clark: Cel- 
ebrating 50 Years of Art in Nature” | 
Thiough Oct 9: “Little Women, Little 
Men: Folk Art Portraits of Children 
from the Fenimore Art Museum” | 
Through May 2006: “so Favorites” 
STONE PARK ZOO | 781.438.5100 | 
149 Pond St, Stoneham | Mon-Fri 10 
am-s5 pm; Sat-Sun 10 am-6 pm | Ad- 
mission $6, $5 for seniors, $4 for chil- 
dren | Home to over nine animal ex- 
hibits including a herd of bison, a 
colony of flamingoes, and spider 
monkeys | Ongoing: “Snowy Owl 
Creek”; “Touchable Barnyard” 

USS CONSTITUTION MUSEUM | 
617.426.1812 | Charlestown Navy Yard, 
Boston | Daily 10 am-5 pm | Free ad- 
mission | Ongoing: “Around the World 
in Old Ironsides,” chronicling the Con- 
stitution’s diplomatic mission, and “A 
Look Below the Waterline: Preserving 
Old Ironsides,” which explores past 
and current restorations of the boat 
WADSWORTH ATHENEUM | 
860.278.2670 | 600 Main St, Hartford, 
CT | Wed-Fri 1. am-s5 pm; Sat-Sun 10 
am-s5 pm | Admission $10, $8 for sen- 
iors, $5 for students, free for ages 12 
and under | Collections of American 
and European paintings and sculp- 
ture, as well as glass, silver, Wallace 
Nutting furniture, and Meissen 
porcelain. The second floor of the 
Morgan Building features the J. Pier- 
pont Morgan collection of American 
decorative arts | Ongoing: “We Also 
Served: African-Americans in the 
U.S. Military — Selections from the 
John H. Motley Collection” | Through 
Oct 9: “Romance to Rock and Roll: A 
Fashionable Reprise” | Through Jan 
15: “Old Masters/New Directions: A 
Decade of Collecting” | Through May 
21, 2006: “Following the North Star: 
From Civil War to Civil Rights” 
WORCESTER ART MUSEUM | 
508.799.4406 | 55 Salisbury St, Worces- 
ter | Wed, Fri, Sun, 1 am-5 pm; Thurs, 
u.am-8 pm; Sat, 10 am-5 pm | Admis- 
sion $8, $6 for seniors and students, 
free for ages 17 and under, admission 
free Sat 10 am-noon | The museum 
includes an extensive collection of 
Asian art in its Chinese, Japanese, In- 
dian, and Islamic galleries. Korean 
ceramics from the 5th and 6th cen- 
turies are on display. The Marianne E. 
Gibson Gallery includes works by John 
Singleton Copley, James Peale, Robert 
Fulton, and Edward Savage | Through 
Sept 25: “Hope and Healing: Painting 
in Italy in a Time of Plague, 1500-1800” 


PHOTOGRAPHY 


ADDISON GALLERY AT PHILLIPS 
ACADEMY | (978-749-4015), Rte. 28 & 
Chapel Ave., Andover. | Tues.-Sat., 10 
a.m.-5 p.m.; Sun., 1-5 p.m. Through 
Dec 31: “Unfamiliar Territory: Pho- 
tographs by Oscar Palacio” 
ARTSPACE@'6 | (781-321-8058), 16 
Princeton St., Malden. | Call for hours. 
Sept 10-Oct 8: “Color by Digital: A 
Digital Photography Show” 
CAMBRIDGE MULTICULTURAL 
ARTS CENTER | 617.577.1400 | 41 Sec- 
ond St, Cambridge | Mon-Fri 10 am-6 
pm Sept 12-Oct 14: “Our Culture Is 
Our Resistance: Repression, Refuge, 
and Healing in Guatemala: Pho- 


tographs by Jonathan Moller” | Recep- 


tion Sept 15 6-8 pm | Sept 14-Oct 20: 
“Sudan: The Land and the People: 
Photographs by Michael Freeman” 
CAMBRIDGE SEVEN ASSOCIATES | 
617.492.7000 | 1050 Mass Ave, Cam- 
bridge | Call for hours | Through Oct 31: 
“Travels: Photography from Australia, 
North America, Asia, Oceania, and 
Europe by Barbara Chitouras and 
Barry Sweet” 

DECORDOVA MUSEUM | (617-781- 
259-8355), 51 Sandy Pond Rd., Lincoin. 
| Tues.-Sun., 11a.m.-5 p.m. Admis- 
sion $6, $4 for seniors, students, and 


children. Sept 10-Jan 8: “Saga: The 
Journey of Amo Rafael Minkkinen, 
Photographs 1970-2005” | “John Hud- 
dleston: Killing Ground, Photographs 
of the Civil War and the Changing 
American Landscape” | Reception 
Sept 9 6-9 pm 
FRENCH LIBRARY AND CULTURAL 
CENTER | 617.912.0400 | 53 Marlbor- 
ough St, Boston | Tues-Thurs 10 am-8 
pm; Fri-Sat 10 am-5 pm | Through 
Oct 3: “Mots Cassés: Photographs by 
Alan Greene” 
GALLERY BLACK AND WHITE | 
617.266.2641 | 295 Huntington Ave, 
Suite 205, Boston | Mon-Fri 10 am-5 
pm | Through Oct 28: photographs by 
Nick Johnson 
GRIFFIN MUSEUM OF PHOTOGRA- 
PHY | 781.729.1158 | 67 Shore Rd, Win- 
chester | Tues-Sun noon-4 pm | Ad- 
mission $5, $2 seniors, free for chil- 
dren and students; free admission for 
all on Thurs | Through Sept 10: “Then 
Again: Maggie Taylor” | “John 
Chervinsky: CaCO3” 
FOGG MUSEUM | 617.495.9400 | 32 
Quincy St | Daily 10 am-s pm | Ad- 
mission $7.50, $6 for seniors and 
students; free for those under 18; free 
admission Sat 10 am-noon | Tours 
Mon-Fri 11 am | Through Oct 30: “A 
New Kind of Historical Evidence: 
Photographs from the Carpenter 
Center Collection” 
HARVARD MUSEUM OF NATURAL 
HISTORY | 617.495.3045 | 26 Oxford St 
| Daily 9 am-s5 pm | Admission $7.50, 
$6 for students and seniors, $5 for 
ages 3-18, free for ages 2 and under 
and Sun 9 am-noon | Through Oct 2: 
“Thoreau’s Walden: A Journey in 
Photographs by Scot Miller” 
LYNNARTS | 781.598.5244 | 25 Ex- 
change St, Lynn | Mon-Fri 10 am-3 pm 
| Through Sept 16: “The Greater Lynn 
Photographic Association” 
MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY | Cambridge 
— MIT Museum | 617.253.4444 | 265 
Mass Ave | Tues-Fri 10 am-5 pm; Sat- 
Sun noon-5 pm | Admission $5, $2 for 
seniors, students, and youth 5-18 | 
Ongoing: “Flashes of Inspiration: The 
Work of Doc Edgerton” 
MOUNT HOLYOKE COLLEGE ART 
MUSEUM | 413.538.2245 | South 
Hadley | Tues-Fri 11 am-5 pm; Sat-Sun 
1-5 pm | Free admission | Through Dec 
11: “Out of My Own Head: Photographs 
by Jay DeFeo” 
MUSEUM OF FINE ARTS | 617.267.9300 
| 465 Huntington Ave, Boston | Sat-Tues 
10 am-4:45 pm; Wed-Fri 10 am-9:45 
pm | Admission $15, $13 for seniors, 
students, free for ages 17 and under 
during non-school hours. Voluntary 
contribution after 4 pm Wed | Through 
Dec 31: “Ansel Adams” | Through Jan 
16: “Zhang Huan: Seeds of Hamburg” 
NEW ENGLAND SCHOOL OF PHO- 
TOGRAPHY | Gallery One | 6174371868 
| 537 Comm Ave, Boston | Mon-Fri 9 
am-5 pm | Sept 12-Oct 7: “Evening 
Workshop Show” 
PANOPTICON GALLERY BOSTON | 
Hotel Commonwealth | 617.267.8929 | 
500 Comm Ave, Boston | Call for 
hours | Through Sept 10: “A Storied 
Lens: The Photographic World of Nor- 
man Fortier” | Sept 15-Oct 22: “Panop- 
ticon Staff Exhibition” 
PANOPTICON GALLERY WALTHAM 
| 781.647.0100 | 435 Moody St, Waltham 
| Mon-Fri 10 am-6 pm | Through Sept 
10: “From the Attic” | Sept 15-Oct 22: 
“Before Photoshop: Photographs by 
John Urban” | Reception Sept 15 6-8 pm 
PEABODY MUSEUM OF ARCHAEOL- 
OGY AND ETHNOLOGY | 617.496.1027 
| 11 Divinity Ave, Cambridge | Call for 
hours | Ongoing: “Breaking the Si- 
lence: Nineteenth Century Indian 
Delegations to Washington, D.C.” 
ROBERT KLEIN GALLERY | 
617.267.7997 | 38 Newbury St, Boston | 
Tues-Fri 10 am-5:30 pm; Sat 11 am-5 
pm | Sept 8-Oct 8: “Photographs by 
Arno Rafael Minkkinen” | Reception 
Sept 86-8 pm 
SCHOOL OF THE MUSEUM OF FINE 
ARTS | Grossman Gallery | 617.369.3718 
| 230 The Fenway, Boston | Mon-Tue, 
Fri 10 am-5 pm; Wed-Thurs 10 am-8 
pm; Sat-Sun noon-s pm | Sept 8-17: 
“Unlearned Response” | Reception 
Sept 8 6-8 pm | Sept 15~Oct 21: 
“Rawhide Harangue of Aching In- 
dices As Told by Light: Installation 
by Jessica Stockholder” 
STONEHILL COLLEGE | Cushing-Martin 
Library | 508.238.6250 320 Washing- 
ton St, Easton | Mon-Fri 8 am-8 pm | 


Through Oct 14: “From a Small Island: 
Photographs by Jonathan Sharlin” 
TUFTS UNIVERSITY | Art Gallery | 
617.627.3518 | 40R Talbot Ave, Medford 
| Tues-Sun 11 am-5 pm; Thurs 11 am-8 
pm | Sept 8-Nov 13: “Pattern Lan- 
guage: Clothing as Communicator” | 
Reception Sept 8 5:30-8:30 pm 


SCHOOLS 
UNIVERSITIES 


ADDISON GALLERY AT PHILLIPS 
ACADEMY | 978.749.4015 | Rte 28 & 
Chapel Ave, Andover | Tues-Sat 10 
am-5 pm; Sun, 1-5 pm | Permanent 
collection includes works by Winslow 
Homer, Maud Morgan, Allan Crite, 
and Justin Kirchoff | Through Oct 15: 
“Eye on Collection: West to Hopper” | 
Through Dec 4: “Chuck Close Prints: 
Process and Collaboration” 
BOSTON COLLEGE | McMullen Muse- 
um | 617.552.8100 | Chestnut Hill | 
Mon-Fri 11 am-3 pm; Sun noon-5 pm; 
Closed holidays | Through Dec 4: “The 
Power of Conversation: Jewish 
Women and Their Salons” 
— Thomas P. O'Neill, Jr. Library 
617.552.4470 | Mon-Sat 11 am-4 pm | 
Ongoing: “‘Tip’ O’Neill Memorial 
Exhibit” 
BOSTON UNIVERSITY | 617.353.3349 
— Boston University Art Gallery | 
617.353.3329 | 855 Comm Ave | Tues-Fri 
10 am-5 pm | Sat-Sun 1-5 pm | Sept 
8-Oct 30: “Resurfaced” | Reception 
Sept 8 6-8 pm 
BRANDEIS UNIVERSITY | Rose Art 
Museum | 781.736.3434 | 415 South St, 
Waltham | Tues-Sun noon-s5 pm | Ad- 
mission $3, $2 for seniors, free for 
children 16 and under | Sept 14—Dec 
11: “Fred Tomaselli: Monsters of Par- 
adise” |“Post’ and After: Contempo- 
tary Art from the Brandeis University 
Collection” | “Alvin Lucier: Cham- 
bers” | Reception Sept 14 6 pm 
EMERSON COLLEGE | 617.824.8540 | 
Little Building, 80 Boylston St, Boston 
| Call for hours | 
— Huret and Spector Gallery, 10 Boyl- 
ston Place, 6th Floor | 617.824.8329 | 
Through Sept 30: “Saving Faces” 
HARVARD UNIVERSITY AND RAD- 
CLIFFE INSTITUTE | Cambridge 
— Amold Arboretum of Harvard Uni- 
versity | 617.524.1718 | 125 Arborway, 
Jamaica Plain | Call for hours | More 
than 6500 species of plants in a 265- 
acre botanical garden designed by 
Frederick Law Olmsted 
— Busch-Reisinger Museum | 
617.495.9400 | 32 Quincy St | Mon-Sat 
10 am-5 pm; Sun 1-5 pm | Admission 
$7.50, $6 for students and seniors; 
free for ages 18 and under; free on Sat 
10 am-noon | Tours Mon-Fri 1 pm | 
Features Central and Northern Euro- 
pean art, including late medieval, 
Renaissance, and Baroque sculpture, 
16th-century painting, and 18th-cen- 
tury porcelain. Features a collection 
of 2oth-century German works | 
— Carpenter Center for the Visual 
Arts | 617.495.3251 | 24 Quincy St | Mon- 
Sat 9 am-11:30 pm; Sun noon-11:30 
pm Through Sept 18: “Girls on Film” 
— Fogg Art Museum | 617.495.9400 | 
32 Quincy St | Mon-Sat 10 am-5 pm; 
Sun 1-5 pm | Admission $7.50; $6 for 
seniors and students; free for those 
under 18; free admission Sat 10 
am-noon | Tours Mon-Fri 11 am | The 
decorative arts gallery includes 17th- 
and 18th-century British and Ameri- 
can silver, furniture, and porcelain. 
The Maurice Wertheim Collection 
features Impressionist and Post-Im- 
pressionist works | Ongoing: “To Stu- 
dents of Art and Lovers of Beauty: 
Highlights from the Collection of 
Grenville L. Winthrop.” 
— Houghton Library | 617.495.2509 | 
Harvard Yard near Mass Ave + Quincy 
St Mon-Fri 9 am-s5 pm; Sat 9 am-1 pm 
Sept 12-Oct 29: “Conversion” 
— Harvard University Museum of 
Natural History | 617.495.3045 | 26 Ox- 
ford St | Daily, 9 am-5 pm | Admis- 
sion $7.50, $6 for students and sen- 
iors, $5 for ages 3-18, free for ages 2 
and under. Free on Sun 9 am-noon | 
The “Ware Collection of Glass Models 
and Plants” includes more than 
3,000 glass flowers. The Mineralogi- 
cal and Geological Museums feature 
mineral and ore collections, with dis- 
plays of gems and meteorites. The 


Museum of Comparative Zoology cov- 
ers species from the earliest fossil in- 
vertebrates and reptiles to fish and 
Teptiles alive today. Exhibitions also 
include whale skeletons, the largest 
turtle shell ever found, the Harvard 
mastodon, and a 42-foot-long Kro- 
nosaurus, the only complete and 
mounted model of the sea reptile in 
the country | Ongoing exhibits in- 
clude “Modeling Nature” an exhibit 
on glass and its use as an artistic and 
scientific medium | “Birthstones” | a 
“Creat Mammal” hall | the Romer 
Hall of Vertebrate Paleontology 
— Peabody Museum of Archaeology 
and Ethnology | 617.496.1027 | 11 Di- 
vinity Ave | Ongoing: “Hall of the 
North American Indian; Change and 
Continuity” | “Pacific Islands Art and 
Artifacts” | “Distinguished Casts: Cu- 
rating Lost Monuments” | “Encoun- 
ters with the Americas” | Through 
March 30, 2006: “Gifts of the Creat 
River: Arkansas Effigy Pottery from 
the Edwin Curtiss Collection” 
— Arthur M. Sackler Museum | 
617.495.9400 | 485 Broadway | Mon- 
Sat 10 am-5 pm; Sun 1-5 pm | Admis- 
sion $7.50, $6 for seniors and stu- 
dents; free for ages 18 and under; free 
admission Sat 10 am-noon | Docent 
tours Mon-Fri 2 pm | The second and 
fourth floors feature a permanent col- 
lection of works from Oriental, Is- 
lamic, Roman, and other ancient 
cultures | Through Oct 16: “Forging 
the New: East Asian Painting in the 
Twentieth Century” | Through Nov 
27: “Degas at Harvard” | Through Jan 
29: “Silver and Shawls: India, Eu- 
rope, and the Colonial Art Market” 
— Semitic Museum | 617.495.4631 | 6 
Divinity Ave | Mon-Fri 10 am-4 pm; 
Sun 1-4 pm | Ongoing: “Nuzi and the 
Hurrians: Fragments from a Forgot- 
ten Past” | “Ancient Cyprus: The Ces- 
nola Collection” | “The Sphinx and the 
Pyramids: 100 Years of American Ar- 
chaeology at Giza” | “The Houses of 
Ancient Israel: Domestic, Royal, Divine” 
MASSACHUSETTS COLLEGE OF ART 
| 617.232.1555 | Tower Bidg, 621 Hunt- 
ington Ave, Boston | Mon-Fri 10 am-10 
pm; Sat 11 am-10 pm | 
— Bakalar Gallery | 617.879.7333 | 
Mon-Fri 10 am-6 pm; Sat 11 am-5 pm 
| Sept 14-Nov 11: “The Graphic Imper- 
ative: International Posters for Peace, 
Social Justice and the Environment” 
— Stephen D. Paine Gallery | Mon-Fri 
noon-6 pm | Sat 11 am-5 pm | 
Through Sept 21: “The Rozome Mas- 
ters of Japan Exhibition” 
— Student Life Gallery | Kennedy 
Bldg, 621 Huntington Ave, 2nd floor | 
Mon-Fri 9 am-8 pm | Ongoing: “Un- 
der Pressure” 
MASSACHUSETTS INSTITUTE OF 
TECHNOLOGY | Cambridge | 
— MIT Museum | 617.253.4444 | 265 
Mass Ave | Tues-Fri 10 am-s5 pm | Sat- 
Sun noon-5 pm | Admission $5 | On- 
going: “Mind and Hand: The Mak- 
ing of MIT Scientists and Engineers” 
| “Robots and Beyond: Exploring Ar- 
tificial Intelligence at MIT” | “Holog- 
raphy: The Light Fantastic” | “Flash- 
es of Inspiration: The Work of Doc 
Edgerton” | “Gestural Engineering: 
The Sculpture of Arthur Ganson” | 
“Thinkapalooza” | “Young Inventors 
at MIT” 
— Dean's Gallery | 617.253.9455 | 50 
Memorial Dr | Mon-Fri 9 am-5 pm | 
Through Dec 16: “Theodore Roszak: 
Working Drawings for the MIT Bell 
Tower” 
— Hart Nautical Galleries | 
617.253.5492 | 55 Mass Ave | Daily, 9 
am-8 pm | Ongoing: “Ship Models: 
The Evolution of Ship Design” | “Deep 
Frontiers: Ocean Engineering at 
MIT” | “IQuarium” 
— List Visual Arts Center | 
617.253.4680 | 20 Ames St, Cambridge 
| Daily noon-6 pm | Through Sept 18: 
“Student Loan Art Program Exhibi- 
tion and Lottery” 
— Media Test Wall | 617.253.4400 | 
Whitaker Bldg No. 56 | Open round 
the clock | Through Sept 9: Videos by 
Oliver Herring 
— Strobe Alley | 617.253.4629 | 77 Mass 
Ave | Call for hours | Ongoing: “Never 
Stop Learning: The Life and Legacy of 
Harold Edgerton” 
— Wolk Gallery | 617.253.7334 | Room 
7-338 | 77 Mass Ave | Through Sept 16: 
“Rock Paper Scissors” 
— Women’s Studies Program | 
617.253.8844 | Room 14E-316, 77 Mass 
Ave | Call for hours | Ongoing: 


“Women at MIT” 
MONTSERRAT COLLEGE OF ART 
GALLERY | 978.922.8222 | 23 Essex St, 
Beverly | Mon-Fri 11 am-5 pm | Through 
Sept 15: “The Founding Faculty” 
— Carol Schlosberg Alumni Gallery | 
Mon-Thurs 9 am-7 pm | Fri 9 am-5 
pm | Sat noon-4 pm | Through Sept 
15: “In Memoriam: Paintings by Carol 
Schlosberg” 
— 301 Cabot Street Studio | Mon-Fri 
noon-4 pm | Through Sept 24: “Liz 
Nofziger: Spin” 
NEW ENGLAND INSTITUTE OF ART 
| 617.582.4442 | 10 Brookline Place 
West, Brookline | Call for hours | 
Through Oct 3: “Hand Made Cinema” 
| Reception Sept 8 6-9 pm 
NORTHEASTERN UNIVERSITY | 
617.373.2249 | Boston | 
— Ryder Hail Atrium | 147 Forsyth St | 
Daily 7 am-11 pm | Ongoing: “Recent 
Urban Design: Work in Boston” 
PINE MANOR COLLEGE | Hess 
Gallery | 617.731.7157 | 400 Heath St, 
Chestnut Hill | Mon-Thurs 8:30 am-10 
pm; Fri 8:30 am-5 pm; Sat noon-5 pm; 
Sun 2-10 pm | Through Oct 13: “Joseph 
Cantave and Other Haitian Artists” 
REGIS COLLEGE, | Carney Gallery | 
781.768.8367 | 235 Wellesley St, West- 
on | Mon-Fri 10 am-4 pm | 
— Spellman Museum of Stamps & 
Postal History | Thurs-Sun noon-5 pm 
| Admission $5, $3 for students and 
seniors, free for ages 16 and under | 
Exhibits include rare Lindbergh ma- 
terial from 1927 transatlantic flight, US 
and Boston airmail history, and inter- 
national airmail including the world’s 
first airmail flight in India in 1911 
RHODE ISLAND SCHOOL OF DESIGN 
| Museum of Art | 401.454.6500 | 224 
Benefit St, Providence, Ri | Tues-Sun 
10 am-5 pm | Admission $6, $5 for 
seniors, $3 for students, $2 for ages 5- 
18 | Ongoing: “19th-Century Paint- 
ing, Sculpture and Decorative Arts” | 
“Rethinking the Romans: New Views 
of Ancient Sculpture” | Through Sept 
18: “Alexis Rockman: Manifest Des- 
tiny” | “Infinite Variety: American 
Quilts and Coverlets” | Through Sept 
25: “Bodies of Evidence: Contempo- 
Tary Perspectives” | Through Oct 16: 
“Bandhani to Batik: Resist-Dyed Tex- 
tiles from Asia” | Through Jan 1: “The 
Lure of Ink: Japanese Monochromatic 
Prints and Books” 
ROXBURY COMMUNITY COLLEGE | 
617.445.5551 | 1234 Columbus Ave, 
Roxbury Crossing | Call for hours | 
Through Sept 28: “Algeria: Dianne 
Zimbabwe and Henoch Spinola” | 
Reception Sept 9 6 pm 
SCHOOL OF THE MUSEUM OF FINE 
ARTS | Grossman Gallery | 617.369.3718 
| 230 The Fenway, Boston | Mon-Tues, 
Fri, 10 am-5 pm; Wed-Thurs 10 am-8 
pm; Sat-Sun noon-5 pm | Through 
Sept 11: “Students Curate Students: 
Affirming the Hand” 
SUFFOLK UNIVERSITY | New Eng- 
land School of Art & Design Gallery | 
617.536.0383 | 75 Arlington St, Boston | 
Mon-Fri 9 am-9 pm; Sat 9 am-5 pm; 
Sun noon-5 pm | Through Sept 28: 
“Return on Investment: An Exhibi- 
tion on the Theme of Money” | Recep- 
tion Sept 15 5-7 pm 
SUFFOLK UNIVERSITY LAW 
SCHOOL | Adams Gallery | 617.573.8508 
| 120 Tremont St, Boston | Daily, 10 
am-6 pm | Through Sept 30: “Touch- 
ing All the Bases: A Red Sox History” 
TUFTS UNIVERSITY | Art Gallery | 
617.627.3518 | 40R Talbot Ave, Med- 
ford | Tues-Sun 11 am-s pm; Thurs 11 
am-8 pm | 
— Royall House Slave Quarters | 
781.396.9032 | 15 George St | Wed-Sun 
2-5 pm | Ongoing: “From Africa to 
Medford: The Untold Story of the 
Royall House Slaves” 
UMASS-LOWELL | McGauvran Stu- 
dent Center (978-934-3491), 71 
Wilder St., Lowell. | Mon.-Sat., 
noon-3 p.m. Through Oct 7: “Bernd 
Haussmann: Paintings” | Recep- 
tion Sept 14 3-5 pm 
WELLESLEY COLLEGE | 
781.283.2051 | 106 Central St, Welles- 
ley | Davis Museum and Cultural 
Center | Tues-Sun, noon-4 pm | On- 
going: “Art of the Ancient Americ- 
as” | “Divine Mirrors: The Madonna 
Unveiled” | “African Art In/Out of 
Context” | “The Multiple” Sept 
14-Dec 18: “Hold: Vessel 1: An In- 
stallation by Lynette Wallworth”| 
“Brice Marden: Etchings to 
Rexroth” | “Aaron Noble” | Reception 
Sept 14 6-8 pm 
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Invite you and guest special advance 
screening Tuesday, September 13th 7pm 


There is one firearm for every twelve people on the planet. 
The only question is, how do I arm the other eleven? 


get your advance screening pass 


movieworks 


1658 BEACON STREET, WASHINGTON SQUARE, BROOKLINE, MA 


One pass per person. No purchase necessa 


Saint, 90 Exeter Street 
September 12th, 6-10pm 


Hosted by Lisa Roach 
of KISS 108FM 


$25 minimum donation 


100% benefits the 
American Red Cross 


HOS) COMMITTEE 
Aer 


Amanda Read 
Daryi Settles 
Marci Tyldesley 


To reserve and donate now, go to www.bostoneventguide.com 


a 
WHERE THERE: THERES A WEAPON: Brian Burnil 
This film Not Rated. Supplies limited. phone calis please. 


PHILIP ROTH 


NOVELS AND STORIES: 1959-1962 | 938 PAGES | 
NOVELS: 1967-1972 | 786 PAGES | THE LIBRARY OF 
AMERICA | 535 EACH 


mw or those of us who devour every 
new book Philip Roth and 
churns them out almost at the rate 
one year the experience 
trekking through the Library 
America’s new two-volume collection 
early Roth both instructive and surprising, 
even you’re revisiting material you’ve 
encountered before. read Com- 
plaint college, when was still new and 
shocking, and the Goodbye, Columbus stories 
and his first novel, 20s, 
but the light his later work, they give 
off different vibrations now. don’t just 
mean that, for example, you can see the 
glimmers The Plot Against America early 
his audacious short story “Eli, the Fa- 
natic,” and of I Married a Communist in the 
adolescent leftism of Alexander Portnoy, 
but that the arc his early work wouldn’t 
have told you just what expect him. 
Certainly the Goodbye, Columbus collection, 
brought out in 1959, was an auspicious de- 
but confident (one might say cocky), 
sharp-witted, already trenchant and 
faceted its depiction the psychology 
and sociology of Jewish-American life, 
which immediately established his 
special area. It’s also true that these five 
stories and novella you can hear his 
influences most distinctly: Henry Roth, 
Delmore Schwartz, Clifford Odets, Saul Bel- 
low. The superbly crafted novella Goodbye, 
Columbus the linchpin the volume, 
ironic account romance between 
working-class boy and college deb Bren- 
Patimkin, one the first Jewish-Ameri- 
can princesses fiction. Their affair be- 
gins with such ease (“it would not take 
eagle carry those lousy hundred 
and eighty feet that make summer nights 
much cooler Short Hills than they are 
Newark,” writes the narrator hero, Neil 
Klugman) that Neil astonished when 
their class difference dooms it. Perhaps on- 
half-conscious what she’s doing, Bren- 
sets self-destruct leaving the di- 
aphragm Neil pressed her where her 
mother sure come across and then 
allows her parents exert their will over 
her sexual behavior. (It’s still the after 


all.) But Roth’s taste for the peculiar flavor 


Jewish-American exchanges also takes 
the precocious Hebrew-school boy strug- 
gling see beyond the boundaries his 
lessons (“The Conversion the Jews”), the 
con-man who exploits his background 
gain advantage with officers who are fellow 
Jews (“Defender the Faith”), and most 


“LET’S PUT THE BACK 
cries the embattled Alex. 


From Portnoy 


The education Philip Roth 


STEVE VINEBERG 


REVELATION The arc his early work have told you just what expect him. 


vividly the crisis assimilated Jew who 
finds his neighborhood invaded Hassidim 
(“Eli, the Fanatic”). 

You wouldn’t expect Roth leap from 
these stories his first two novels, Letting 
and When She Was Good, which don’t bear 
much resemblance each other 
thing else he’s tried since, except few 
satirical passages. Neither primarily 
satire, though When She Was Good which 
focuses how young relation- 
ship with the ne’er-do-well father she tries 
dump out her life haunts her unfortu- 
nate marriage perhaps semi-comic. 
confess the tone baffled me.) The mam- 
moth (660-page) Letting rambling ac- 
count mostly young academic’s inabili- 
keep himself out the lives casual 
graduate-school friend and his fragile wife, 
and Christian whose relationship 
has alienated both their families. Part 
the problem that the Herzes’ shaky mar- 
riage makes for more compelling reading 
than anything else the book like pro- 
tagonist Gabe Wallach’s on-again, off-again 
affair with a single mother, Martha Regan- 


hart, who’s seeking refuge from difficult 
workaday life and bitter memories 
abusive ex-husband. Roth tries too 
many directions (he even includes fasci- 
nating, sometimes brilliant chapter written 
from the point view Martha’s little 
girl), with too many subordinate characters 
you don’t have stake in. But the scenes be- 
tween Paul and Libby Herz demonstrate 
acute ear for tortured, no-exit marital 
squabbles. The best scene When She Was 
Good also shows off Roth’s mastery con- 
structing arguments it’s extended 
stand-off between Lucy, the main charac- 
ter, and Roy, the high-school beau whose 
sexual requests finally wear her 
down. (The result: she gets pregnant and 
they plunge into ill-starred union.) 

The three works that follow When She Was 
Good are all notable satires Com- 
plaint, Our Gang, and the novella The Breast. 
But they’re pointedly distinct from one an- 
sort Mad magazine approach Nixon’s 
presidency, and though it’s very funny and 
full bravado Tricky Dixon assassinat- 


(the feds can’t locate the perpetrator be- 
cause many step claim the deed) 
and winds Hell, campaigning against 
Satan it’s the least accomplished the 
three. The Breast Roth’s rewriting Kaf- 
ka’s Metamorphosis: its protagonist awakes 
one morning find himself converted “into 
gland disconnected from any 
human form such could only appear, 
one would have thought, dream Dali 
painting.” Succinct (39 pages), The 
Breast still has enough chutzpah make 
you gasp (just before you crack up), and 
must have given many Roth’s readers what 
they were looking for after the explosive 
sexual passages Portnoy, which had hit 
bookstands three years earlier, 1969. his 
new form, the narrator hero, David Kepesh, 
all sensual desire lives for the visits 
his girlfriend, Claire, who pleasures him 
with her tongue while imagines, but 
keeps himself, more extravagant ways 
which she might arouse him. 

the incomparable Portnoy, the protago- 
nist’s inability rein his sexual urges 
presented the logical consequence 
fiendishly overprotected Jewish childhood. 
The monstrous Sophie Portnoy such 
invasive and ubiquitous presence Alexan- 
der’s boyish life, “so deeply imbedded 
consciousness that for the first year of 
school seem have believed that each 
teachers was mother disguise.” 
“For mistakes she checked my sums,” he 
reports; “for holes, socks; for dirt, 
nails, neck, every seam and crease 
body. She even dredges the furthest recesses 
ears pouring cold peroxide into 
tingles and pops like earful 
ginger ale, and brings the surface, bits 
and pieces, the hidden stores yellow wax, 
which can apparently endanger person’s 
hearing.” And though he’s less powerful, 
Jack Portnoy, driven continual anxiety 
into state unrelieved constipation, 
shares his wife’s propensity for rendering 
guilt from little Alex “like fat from chick- 
en.” soon Alex discovers the joys 
masturbation, becomes, his own 
words, “the Raskolnikov jerking off the 
sticky evidence everywhere!” His penis 
his “battered battering ram freedom 
all really had that could call own.” 
Portnoy, which shaped series con- 
fessions shrink, protest against re- 
pression. “LET’S PUT THE BACK YID!” 
cries the embattled Alex, whose most un- 
trammeled sexual escapades fail resolve 

his mother issues. Unlike Letting (published 
mere seven years earlier), this book has only 
handful characters the Portnoys and, 
the end the line Alex’s girlfriends, 
“The Monkey,” nicknamed for her fellatio 
technique and all are vivid Henry 
Fielding might have drawn them. It’s one 
the great American comic novels, harbin- 
ger great achievements tocome. 


| 
q 
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Storyteller. Free Thinker. Poet. 
mid-air 
collusion. 


The Short Writings Robbins 


The beguiling and bestselling novelist Tom Robbins force nature 
indeed gifted raconteur who reckons with life from all directions 
and all forms. This collection new fiction, essays, 

travel articles, poems, and more will delight the 

hearts and minds Robbins’ fans everywhere. 


Available wherever books are sold 
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Rory early-20s crisis 


_BY ELISABETH DONNELLY 


For the past five seasons, Rory Gilmore 

(Alexis Bledel) of the WB’s Gilmore Girls 
(Tuesdays pm) has been that rarity: 
the realistically drawn smart girl. She’s 
indie-rocking reader who wants the 
next Christiane Amanpour, and her plot 
lines revolve around school, with boys 
distant second. There are some chinks 
the good-girl armor, however, and Rory 
has floundered at Yale, Girls creator Amy 
Sherman Palladino has shown young 
woman becoming unmoored the throes 
crisis. 


Cirle nraminesd in an the 


ling, critically maligned and estab- 
lished itself reason watch. Rory and 
her hot thirtysomething mom, Lorelai 
(Lauren Graham), are more like best 
friends, trading quips and coffee bucol- 
small-town Connecticut. Runaway Lore- 
lai had Rory 16, and she’s trying rec- 
oncile with her snobby society parents 


while her daughter tries figure out her 
own with them. 

Last season ended with Lorelai proposing 
to her diner-owner boyfriend, Luke. The 
season-six premiere, “The New and Im- 
proved Lorelai” (airs this Tuesday, Septem- 
ber 13), gives us the answer. But the more 
complex issues revolve around Rory. 
longer the self-possessed teen who the 
second season told off her meddlesome 
headmaster, Rory has been adrift, adopting 
various personae. The Rory who for three 
seasons had had steady boyfriend lost her 
“modern” relationship with freewheeling 
philandering rich kid Logan Huntzberger; 
culminated drunken night the bath- 
room floor her mother’s home, with Rory 
crying “Why doesn’t like me?” over Lo- 
gan’s He’s Just Not That into You snubs. Even as 
Rory insisted she was fine with Logan, the 
audience saw her coming apart the 


BEST FRIENDS? 
Lauren Graham 
and Alexis Bledel. 


seams. The lives lovable dramedy 
heroines don’t often get this messy. 

Rory’s experimenting with “casual” re- 
lationship and its emotional cost evolved 
into something more serious with Logan. 
But other parts her life have also become 
muddled. Despite having grown with 
egalitarian values instilled her the 
strong-willed Lorelai, she’s drawn the 
upper-crust society represented her 
grandparents and Logan’s rich dilettante 
friends. Yet when she’s handed swanky 
internship from Logan’s Rupert 
dad, she learns she 
doesn’t have what takes pursue her 
dream career, journalism. 

Having decided drop out Yale, Rory 
gets arrested for stealing yacht, which 
she justifies citing Moby-Dick (She feels 
like “knocking people’s hats off” and 
wants “take sea.”) Despite Lorelai’s 
plans get her back into school, the 


grandparents end siding with Rory, and 
they put her their palatial pool 
house. The once-self aware Rory an- 
nounces the season premiere, “I’ma 
grown-up, I’m independent,” but her 
grandparents are supporting her, and 
she’s longer speaking with her mother. 
The smart teen’s life usually ends 
when she enters college. Palladino antici- 
pated the logistical challenge extending 
Gilmore Girls drawing Rory’s life out fa- 
miliar and not-so-clear-cut terms. Yes, the 
show has been guilty sloppy plotting, 
with characters changing according actor 
availability, and Rory’s relationship with 
Logan takes unbelievable turn when 
decides wants her boyfriend. But 
shows like Felicity tried and failed address 
uncertainty exploring depres- 
sion. Gilmore Girls taking gratifying run 
young-adult confusion through Rory’s 
missteps. Smart girls 


CLIF GARBODEN 


FRIDAY 


12:30 [4] TENNIS | Live US Open 
action | Until 6 pm 

8:00 [44] NOVA: THE WAVE THAT 
SHOOK THE WORLD, HUNT FOR 
THE SUPERTWISTER, and 
VOLCANO’S DEADLY WARNING | 
We're very near the anniversary of 
September 11, which make this Fear 
Season, time to remind everyone how 
close we live to the brink of destruc- 
tion. Three Nova shows; three deadly 
threats — a tsunami, a really big tor- 
nado, and a volcano. | Until 11 pm 
9:00 [2] AMERICA REBUILDS | 
When New York’s World Trade Center 
towers came down in a shower of 
terror four years ago, the clean-up and 
the rebuilding process began almost 
immediately. (That stands in sharp 
contrast to the situation in New 
Orleans, where the federal govern- 
ment claims it didn’t even know peo- 
ple needed to be rescued until four 
days after the event. Of course, unlike 
New Orleans, the WTC disaster 
involved a lot of white people.) This 
documentary offers an inside look at 
what the engineers and construction 
workers faced. | Until 10:30 pm 
10:30 [2] FOR THE LOVE THEIR 
BROTHER | A human-interest follow- 
up to September 11 focusing on the loss 
of heroic New York firefighter Stephen 


Siller, who, off-duty at the time of the 
disaster, returned to Manhattan by 
running the length of the Brooklyn 
Battery Tunnel. In Siller’s memory, his 
family has organized the annual Tunnel 
to Towers Run, which retraces his steps. 
John Turturro hosts. | Until 1 pm 
12:27 AM [4] TENNIS | Us Open 
highlights | Until 1 am 


SATURDAY 


NOON [4] TENNIS | Live US Open 
action: the men’s semifinals. | 
Until 6 pm 

NOON [5] FOOTBALL | Notre Dame 
versus Michigan. 

1:00 [25] BASEBALL | The Sox versus 
the New York Yankees. 

3:30 [5] FOOTBALL | Iowa versus 
Iowa State, or North Carolina versus 
Georgia Tech. 

6:00 [44] WHALE RIDER | movie | 
Keisha Castle-Hughes stars in this 
adaptation of a Maori legend about a 
12-year-old girl who opts to be her tribe’s 
“chosen one” even though tradition 
preserves that honor for males. Plus 
some “making of” footage. | Until 8 pm 
8:00 [4] TENNIS | Live Us Open action: 
the ladies’ final. | Until 10 pm 

8:00 [5] FOOTBALL | Texas versus 
Ohio State. 

8:00 [44] MAN OF LA MANCHA | 
movie | A 1973 adaptation of the boffo 


Broadway musical derived from 
Miguel de Cervantes’s Don Quixote. 
With Peter O'Toole as the author 
defending his work, James Coco as 
Sancho Panza, and Sophia Loren as 
Dulcinea. | Until 10:10 pm 

10:10 [44] HAMLET | movie | The 
1948 edition, with Laurence Olivier 
as the doomed Dane. | Until 1 am 
11:00 [2] SOUNDSTAGE | Part two of 
a concert featuring the music of 
Heart. | Until midnight 


SUNDAY 


1:00 [4] FOOTBALL | The New York 
Jets versus the Kansas City Chiefs. 
1:00 [25] FOOTBALL | The Seattle 
Seahawks versus the Jacksonville 
Jaguars. 

4:00 [4] TENNIS | Live US Open 
action: the men’s final. | Until 7 pm 
4:00 [25] FOOTBALL | The Dallas 
Cowboys versus the San Diego Chargers. 
6:00 [2] EVENING AT POPS: KEITH 
LOCKHART 10TH ANNIVERSARY 
SPECIAL | Highlight performances 
featuring Nathan Lane, Patti 
LaBelle, k.d. lang, Dawn Upshaw, 
Sarah Jessica Parker, and Martin Short. 
9:00 [2] MYSTERY!: FOYLE’S WAR, 
SERIES THREE: THE FRENCH DROP 
| Michael Kitchen stars as DCS Foyle 
in a third series of homefront-wW2 
mysteries. In this one, a mysterious 
body (dead, we presume) lures Foyle 
into a web of espionage. To be repeated 
tonight at 1 am on Channel 44, and at 
4am on Channels 2 and 44, and on 
Monday at 8 pm, and on Thursday at 
9 pm. | Until 10:30 pm 

9:00 [4] OCEAN'S ELEVEN | movie | 
Steven Soderbergh’s 2001 remake of the 
famous, if not noteworthy, Rat Pack 
movie. George Clooney, Brad Pitt, and 
nine other guys star in the story of one 


man’s plan to knock over three Vegas 
casinos in one night. | Until 11:30 pm 
9:00 [44] P.0.V.: IN THE REALMS OF 
THE UNREAL | Dakota Fanning and 
Larry Pine narrate a film about Henry 
Darger, a reclusive Chicago janitor 
who produced a 15,000-page illustrat- 
ed novel that was discovered after 
his death in 1973. | Until 10:30 pm 


MONDAY 


9:00 [2] THE AMERICAN EXPERIENCE: 
RECONSTRUCTION: THE SECOND 
CIVIL WAR and REVOLUTION | A look 
at America from 1863 to 1877, during 
which the Civil War ended and the 
rebuilding of the South began. Tonight's 
edition tells how some freed slaves 
sought to establish their own commu- 
nities while some Southern whites mur- 
dered and persecuted them. To be repeat- 
ed tonight at 2 am | Until 10:30 pm 
9:00 [5] FOOTBALL The Philadelphia 
Eagles versus the Atlanta Falcons. 
9:30 [44] AMERICAN MASTERS: 
SATCHMO: THE LIFE OF LOUIS 
ARMSTRONG | Ken Burns tried his 
best to turn Armstrong into an over- 
exposed cliché in his Jazz documentary, 
but there’s no denying that the raspy- 
voiced trumpeter has influenced, as 
Tony Bennett puts it, “every musician 
of worth in popular music or jazz.” So 
forget Burns's embarrassing fawning; 
here we have Satchmo’s life through 
performances, home movies, and 
interviews. | Until 1 pm 


TUESDAY 


8:00 [44] GLOBE TREKKER: ULTIMATE 
CARIBBEAN | A composite program 


with clips drawn from episodes featur- 
ing Justine Shapiro, lan Wright, and 
Megan McCormick cruising the islands 
and Central America. | Until 9 pm 
9:00 [2] WIDE ANGLE: PICKLES, INC. 
| The story of a group of widows in the 
village of Tamra, in Galilee, who broke 
with Muslim tradition and started their 
own vegetable pickling company. | 
Until 10 pm 

9:00 [5] THE 2005 WORLD MUSIC 
AWARDS | The trophies are being 
handed out in Hollywood this year, 
but that won't spare us from some 
interesting international acts. Among 
the domestic performers, we get 
Mariah Carey, Destiny’s Child, Diana 
Ross, Bon Jovi, and (almost domestic) 
Carlos Santana. | Until 1 pm 

9:00 [25] HOUSE | Hugh Laurie con- 
tinues to forsake his British accent for 
another season of medical puzzlers. | 
Until 10 pm 

9:00 [44] HISTORY DETECTIVES: 
HERMANN GOERING'S SHOTGUN, 
CALF CREEK ARROW, and EDISON 
HOUSE | Tonight’s transparent excuses 
for investigating historical events are 
a shotgun that may have been looted 
from Hermann Goering’s castle in 1945, 
a possibly 5000-year-old spearpoint 
found in a bison skull, and a house 
in Union, New Jersey, that may have 
been designed by Thomas Edison. | 
Until 10 pm 


WEDNESDAY 


9:00 [2] AMERICAN MASTERS: 
ERNEST HEMINGWAY: RIVERS TO 
THE SEA | A bio of the great 
American novelist drawn from his 
own words and featuring settings 
from his writings and his personal 
life. To be repeated tonight at 1am 
on Channel 44, and at 4am on 


Channels 2 and 44. | Until 10:30 pm 


9:00 [44] PERILOUS FIGHT: at 
AMERICA’S WORLD WAR: WRATH 7 i 
(D-DAY — VE-DAY) and TRIUMPH (THE ete 

PACIFIC, 1943-1945) | Part one covers ; ; 
the year between the D-Day invasion J 


and the end of the WW2 in Europe. 
Finally, we look at America’s over- at cet 
whelming efforts to defeat Japan and : 
the post-war celebration. | Until 11 pm 
10:30 [2] HEMINGWAY IN CUBA | 

A look at Ernest Hemingway’s life in 
Cuba — his passions, his influences, 
his women, etc. | Until 11:30 pm 


THURSDAY 


7:30 [2] BASIC BLACK: TEACHING 
RACE | A discussion of how to teach 
schoolchildren about tolerance and 
racial differences in a city that is now 
“majority minority.” | Until 8 pm 
8:00 [2] IN SEARCH OF SHAKE- 
SPEARE: THE DUTY OF POETS | 
Host historian Michael Wood dis- 
cusses how the Bard was at his most 
productive during his midlife crisis 
-— a time that saw him fall in love 
with a nobleman, have an affair 
with a married woman, lose his 11- 
year-old son, and get arrested for 
assault. | Until 9 pm 

10:00 [44] SOUNDSTAGE Music 
Ringo Starr and the Roundheads. | 
Until 1 pm 

1:00 [44] THE AUTOBIOGRAPHY 
OF MISS JANE PITMAN | A moving 
1974 TV-movie starring Cicely Tyson 
as a 110-year-old Southern black 
woman who survives from slavery to 
the civil-rights movement. From a 
novel by Ernest J. Gaines and the 
winner of nine Emmys. Queen 
Latifah hosts. To be repeated at 4 
am, and at more reasonable hours 
next week. | Until 3am 
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CLASSICAL 


Concerts 


THURSDAY 


KASSIAN-HOWARD DUO | noon | 
Copley Square, Boston | Free | 
781.736.9542 


FRIDAY 


MASS THEATRICA | “A Night of 
Italian Favorites” | 8 pm | St. Paul’s 
Episcopal Church, 15 St. Paul St, 
Brookline | $15; $13 for students, 
seniors | 508.757.8515 


SUNDAY 


JIN-KYUNG JOEN | violin recital | 
7:30 pm | Jordan Hall, 30 Gainsbor- 
ough St, Boston | Free | 
617.585.1260 


MONDAY 


JOHN GIBBONS | harpsichord 
works by Bach, Scarlatti | 7:30 pm | 
Jordan Hall, 30 Gainsborough St, 
Boston | Free | 617.585.1260 


TUESDAY 


ALBORG UNIVERSITY CHAMBER 
CHOIR | Scandinavian choral mu- 
sic | 12:15 pm | King’s Chapel, 58 
Tremont St, Boston | Suggested do- 
nation $3 | 617.227.2155 

ELIOT FISK + RICHARD STOLTZ- 
MAN | works for guitar + clarinet 
by Schubert, Berio, Mario Castel- 
nuovo-Tedesco, Robert Beaser, 
Steve Reich, Giacomo Rossini | 
7:30 pm | Jordan Hall, 30 Gainsbor- 
ough St, Boston | Free | 
617.585.1260 


THURSDAY 


ART OF MUSIC CHAMBER PLAY- 
ERS | noon | Copley Square, Boston 
| Free | 781.736.9542 


DANCE 


Performance 


FRIDAY 


DANCE COLLECTIVE | “Commence- 
ment: The End of an Era” | Fri-Sat 
8 pm | Boston University Dance 
Theater, FitRec Center, NW corner 
of Comm Ave and Buick St, Boston 
| $20, $15 for students, seniors | 
781.861.0735 

KARIM NAGI MOHAMMED + 
GEORGE RUCKERT + LAMINE 
TOURE + TITO AYALA | 8 pm | 
MIT, Kresge Hall, 48 Mass Ave, 
Cambridge | $20, $15 for students, 
seniors | 617.825.4995 


SATURDAY 


DANCE COLLECTIVE | See listing 
for Fri 


WEDNESDAY 


SNAPPY DANCE THEATER Lumen, 
The Temperamental Wobble | Wed- 
Thurs 7 pm | Calderwood Pavilion, 
Boston Center for the Arts, 527 
Tremont St, Boston | $25-$40 | 
617.933.8600 


HAIL AND FAREWELL 


DANCE COLLECTIVE CLOSES SHOP 


THE BOSTON PHOENIX 


“You can say hello and goodbye 
the same time,” says dancer and 

choreographer Sarah Slifer. It’s time 
both. After 33 years, local dance institu- 
tion Dance Collective closing shop, 
retiring its name, and calling day. 

Dance Collective founder Dawn 
Kramer remembers 1973 as a time when 
all forms of collective activity were flour- 
ishing here: food coops, feminist health 
organizations, bookstores, restaurants. 
“Being collective was practical, 
flexible ideal. were nine young 
artists, all except one in our late 20s. 

“We all wanted to make work, to 
perform and choreograph. This way 
none of us had to do it all by ourselves.” 
The original nine Susan Dowling, 
Martha Armstrong Gray, Dawn Kramer, 
Ruth Wheeler, Becky Arnold, Bob 
Cooley, Arawana Hayashi, and Dorothy 
Hershkowitz worked together for only 
a few years, but the collective model 
continued under Dowling, Kramer, 
Armstrong Grey, and Wheeler and later 
with Judith Chaffee and Micki Taylor- 
Pinney. The Collective grew to encom- 
pass not only shared and solo dance 
performances and site-specific environ- 
mental pieces but educational efforts 
including summer outreach program 
for teens. Over the years, the company 
received few $10,000 grants from 
the National Endowment for the Arts 
and money from what now the 
Massachusetts Cultural Council, but 


cuts arts funding hit hard. And the 
original choreographers had moved on. 
By 2003, Taylor-Pinney was running the 
Collective alone. She met with Kramer 
and the company board to try to re- 
structure the company and recruit new 
co-directors, but that was not be. 

So Dance Collective will go out with 
its metaphoric head held high. This 
weekend, September 9 and 10, the 
company presents “Commencement” at 
the Boston University Dance Theatre in 
the new FitRec Center, an auditorium 
that Pinney helped plan. A year of shows 
in the Newton public schools and a 
celebration next spring are the works. 
“Commencement” features three dances 
by Taylor-Pinney, including Eggery, which 
she calls “film noir take henhouse 
and its aging tenant” that will feature 
long-time Dance Collective dancer Ann 
Brown Allen, and piece that Taylor- 
Pinney has created in collaboration with 
her musician husband, Marcus, in which 
she explores the idea that “you can't 
always choose what you see but you can 
choose what it is you want to look at.” 

It's part of the Dance Collective ethic 
that even in this final concert, the com- 
pany bringing new choreographer 
into the fold. Sarah Slifer even 
born when Dance Collective gave its first 
concerts. She grew Northboro and 
created her first piece of choreography 
under Taylor-Pinney's tutelage when 
she spent a year at Boston University 


before leaving for Georgetown. 
Washington, she danced with Maida 
Withers for eight years. Slifer says that 
she started to choreograph in earnest 
when she moved Amsterdam and 
began exploring the relationship between 
voice and movement, improvising with 
Magpie, a collective that includes a 
number of Twyla Tharp alumni. 

When divorce brought her back 
stateside, Slifer got to work almost 
immediately, directing the recent 
Gloucester New Arts Festival, which 
used the streets and spaces of the city 
for presentations of all kinds. Her work 
on “Commencement” includes a piece 
she developed with a Scottish break- 
dancer and one exploring her ideas of 
the private, and of privatization. 

There's no way the end of Dance 
Collective won't be sad, but Taylor- 
sadness tempered opti- 
mism. After all, the dance scene 
Boston is more varied than it was 30 
years ago. Young dancers and choreog- 
raphers continue to emerge. As she 
says with more than a hint of wistful- 
ness, think this year sort 
celebration and acknowledgment of 
what this organization has accom- 
plished over 33 years. While it's very 
sad that it’s disbanding, can all 
hope that the model is something that 
will be an inspiration to other people. it 
was really good run.” 

Debra Cash 


ARTS + ENTERTAINMENT | SEPTEMBER 


THURSDAY 


SNAPPY DANCE THEATER See 
listing for Wed 


THURSDAY 


EXPERIENCED INTERNATIONAL 
FOLK DANCE | 8 pm | First Parish 
of Watertown, 35 Church St, Wa- 
tertown | $7, $4 for students | 
781.662.7475 


GREEK FOLK DANCE | 7 pm | Greek 
Orthodox Church of the Virgin 
Mary, 29 Central St, Somerville | 
Free | 617.625.2222 

MILONGA LA PORTENA | 8:30 pm 
| Brookline Community Center for 
the Arts, 14 Green St, Brookline | 
$10 | 617.738.2800 

NEW ENGLAND CONTRAS + 
SQUARES | 8 pm | VFW Mount 
Auburn Post, 688 Huron Ave, Cam- 
bridge | $6 | 781.662.6710 
SCOTTISH COUNTRY DANCE | 8 
pm [with a beginners’ dance at 
7:30 pm] | Universalist Church, 211 
Bridge St, Salem | Tickets $3 | 


978.745.2229 


TEMPORADA LATINA SALSA AND 


MERENGUE DANCE | 8 pm | Ryles 
Jazz Club, 212 Hampshire St, Cam- 
bridge | $12 before 9 pm; $8 after 9 
pm | 617.876.9330 


FRIDAY 


BALKAN DANCE | 7:30 pm | Scalzi 
School of Dance, 101 Bigelow Ave, 
Watertown | $8 | 617.840.2362 
HAVANA CLUB SALSA | 8:30 pm | 
Greek Club, 288 Green-St, Cam- 
bridge | $12 | 617.312.5550 
INTERNATIONAL FOLK DANCE | 8 


INTERNATIONAL FOLK DANCE | 8 
pm | Park Avenue Congregational 
Church, so Paul Revere Rd, Arling- 
ton | $7, $4 for students | 781.662.7475 


SATURDAY 


GAY AND LESBIAN CONTRA DANCE 
|7:30-11 pm | First Unitarian Univer- 
salist Church, Centre and Eliot Sts, 
Jamaica Plain | $8 | 617.522.2216 

NEW ENGLAND CONTRAS + 
SQUARES COUPLES DANCE | 8 pm | 
Scout House, 74 Walden St, Concord | 
$8 | 617.547.7781 

NOCHE DE LA SALSA | 9:30 pm| 


39,2005 298 


Brookline Community Center for the 
Arts, 14 Green St, Brookline | $10 | 
617.738.2800 

RYLES DANCE HALL | with Latin, 
swing, and tango sounds with Dj 
Chris Johnston | 9 pm | Ryles jazz 
Club, 212 Hampshire St, Cambridge | 
$12 | 617.876.9330 

SWING DANCE | 9 pm-midnight | St. 
James Armenian Church, 465 Mount 
Auburn St, Watertown | $13 | 
617.924.6603 


SUNDAY 


ISRAELI FOLK DANCING | 8 pm | 
Harvard-Radcliffe Hillel, 52 Mount 
Auburn St, Cambridge | $3, $2 for stu 
dents | 617.484.3267 

MAMBO/SALSA CLUB with music by 
Mackie Burnette + DJ O’Bruno | 1pm 
Middle East, 480 Mass Ave, Cam 
bridge | $15, $12 for students | 
617.524.2763 

SAMBA SUNDAY | 7 pm | Brookline 
Community Center for the Arts, 14 
Green St, Brookline | $10 | 
617.738.2800 

SCOTTISH COUNTRY TWELFTH 
NIGHT DANCE | 6:30-8:30 pm | 
Church of Our Saviour, 25 Monmouth 
St, Brookline | $5 | 617.661.5899 
WEPA SALSA SUNDAY DANCE | 8 
pm-midnight | 179 South St (6th 
floor], Boston | $10 | 617.388.0925 


MONDAY 


BULGARIAN/BALKAN DANCING 
7:30 pm | Green Street Studios, 185 
Green St, Cambridge | $12 
617.840.2362 

HAVANA CLUB MAMBO MONDAY 
SALSA DANCE | 9:30 pm | Green 
Street Grill, 280 Green St, Cambridge 
| $8 | 617.312.5550 | www. havanasal 
sa.com 

ISRAELI FOLK DANCE | 8 pm-mid 
night | Temple Kehillath Israel, 384 
Harvard Ave, Brookline | $4, $3 for 
students | 617.484.4282 

LINDY HOP + EAST COAST SWING 
DANCE 8:30-11 pm | First Congrega 
tional Church, u1 Garden St, Cam 
bridge | $5 | 781.455.3120 

NEW ENGLAND SQUARES + CON- 
TRAS | with Yankee Ingenuity | 7:30 
pm | Scout House, 74 Walden St, Con 
cord | $7 | 781.272.0396 

SCOTTISH COUNTRY DANCE | 7:45 
pm | Springstep, 98 George P. Hassett 
Dr, Medford | $7, $4 for students | 
617.661.5899 

SWING ARLINGTON | 9 pm [with les 
sons at 6:45 + 7:45 pm] | Elks Dance 
Hall, 56 Pond Lane, Arlington | $10 
before 9 pm; $6 after | 617.623.3134 


TUESDAY 


BALKAN DANCE | 8:30 pm | Sava 
Serbian Orthodox Church, 33 West 
Water St, Wakefield | $7 | 
781.246.9663 

ENGLISH COUNTRY DANCE | 7:30 | 
First Church of Jamaica Plain, 
Centre and Eliot Sts, Jamaica Plain 
| Suggested donation $7 | 
781.891.3296 


WEDNESDAY 


ARGENTINE TANGO DANCE | 7:30 
pm | Elks Lodge, 55 Bishop Alien 
Dr, Cambridge | $5 | 617.270.4994 
DANCE FREEDOM | a smoke- and 
alcohol-free barefoot dance | 7:30 
pm | First Congregational Church, 
11 Garden St, Cambridge | $6 | 
978.369.7522 

ENGLISH COUNTRY DANCE | 7:30- 
10:30 pm | Park Avenue Congrega- 
tional Church, 50 Paul Revere Rd, 
Arlington Heights | $8, $3 for stu- 
dents | 781.662.6710 

ISRAELI DANCE | 7 pm | MIT, Lob- 
by of Building 13, 77 Mass Ave, 
Continued on p 30 
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Continued from p 29 

Cambridge | Suggested donation $1 
| 617.253.3655 

TANGO BREAK | 8:30 pm | VFW 
Mount Auburn Post, 688 Huron 
Ave, Cambridge | $5 | 617.699.6246 


THURSDAY 


TEMPORADA LATINA SALSA AND 
MERENGUE DANCE | See listing 
for previous Thurs 
EXPERIENCED INTERNATIONAL 
FOLK DANCE | See listing for pre- 
vious Thurs 

GREEK FOLK DANCE | See listing 
for previous Thurs 4 

MILONGA LA PORTENA | See list- 
ing for previous Thurs 

NEW ENGLAND CONTRAS AND 
SQUARES | See listing for previous 
Thurs 

SCOTTISH COUNTRY DANCE | See 
listing for previous Thurs 


READINGS 


THURSDAY 


AMY BENDER reads from Willful Crea- 
tures | 7:30 pm | Newtonville Books, 
296 Walnut St, Newton | Free | 
617.244.6619 

CYNTHIA OZICK reads from Heir to the 
Glimmering World | 6:30 pm | Beren 
Hall, Harvard Hillel, 52 Mount Ver- 
non St, Cambridge | Free | 617.661.1515 


FRIDAY 


ANNE BERNAYS reads from Trophy 
House | 6:30 pm | Harvard Book Store, 
1256 Mass Ave, Cambridge | Free | 
617.661.1515 

BROOKLINE POETRY SERIES READ- 
ING + OPEN MIC with Frank Bidart + 
Aimee Sands | 7 pm | Brookline Book- 
smith, 279 Harvard St, Brookline | $5 | 
617.787.4452 

DIRE SERIES READING + OPEN MIC 
with Joe S. Harrington + Rusty 
Barnes | 8 pm | Out of the Blue 
Gallery, 106 Prospect St, Cambridge | 
617.354.5287 


SATURDAY 


“OPEN BARK POETRY NIGHT” with 
Deborah Priestly | 8 pm | Out of the 
Blue Gallery, 106 Prospect St, Cam- 
bridge | Suggested donation $3-$5 | 
617.354.5287 


SUNDAY 


LIZARD LOUNGE POETRY SLAM & 
JAM | 7:30 pm | Lizard Lounge, 1667 
Mass Ave, Cambridge | $6 | 
617.547.0759 

POETRY EXCHANGE with Richard 
Moore | 3-5 pm | Harvard Coop, 1400 
Mass Ave, Cambridge | Free | 
617.489.0519 


MONDAY 


GRUB STREET RIOT ACT OPEN MIC 
7 pm | Johnny D’s, 17 Holland St, 
Somerville | Free | 617.776.2004 
TRACY KIDDER reads from My De- 
tachment: A Memoir | Mon 6:30 pm | 
Brattle Theatre, 4o Brattle St, Cam- 
bridge | Free | 617.661.1515 | Tues 12:30 
pm | Borders, 10-24 School St, Boston | 
Free | 617.557.4995 | Wed 7:30 pm | 
Newton Free Library, 330 Homer St, 
Newton | Free | 617.796.1360 

STONE SOUP POETRY OPEN MIC 
with Jack Powers | 8 pm | Out of the 
Blue Gallery, 106 Prospect St, Cam- 
bridge | Suggested donation $4 | 
617.227.0845 

DAVID VANN reads from A Mile Down: 
The True Story of a Disastrous Career at Sea | 
7 pm | Harvard Coop, 1400 Mass Ave, 
Cambridge | Free | 617.499.2012 


TUESDAY 
ANITA DIAMANT reads from The 


Last Days of Dogtown | 7:30 pm | the 
Attic, 107 R Union St, Newton | 
Free | 617.244.6619 

EDWARD DOLNICK reads from The 
Rescue Artist: A True Story of Art, Thieves, 
and the Hunt for a Missing Masterpiece | 
6 pm | Arthur M. Sackler Museum, 
485 Broadway, Cambridge | Free | 
617.661.1515 

MARK HUGHES reads from 
Buzzmarketing: Get People To Talk About 
Your Stuff | 7 pm | Harvard Coop, 
1400 Mass Ave, Cambridge | Free | 
617.499.2012 

JACQUELYN POPE + SANDY 
WEISMAN + SUZANNE BERGER 
read from their poetry | 7 pm | 
Newton Free Library, 330 Homer 
St, Newton | Free | 617.796.1360 
JANE SMILEY reads from Thirteen 
Ways of Looking at the Novel | 7 pm | 
Brookline Booksmith, 279 Harvard 
St, Brookline | Free | 617.566.6660 
TRACY KIDDER See listing for 
Mon 


WEDNESDAY 


MARC ACITO reads from How! Paid 
for College: A Novel of Sex, Theft, Friend- 
ship @ Musical Theater | 7 pm | Harvard 
Coop, 1400 Mass Ave, Cambridge | 
Free | 617.499.2000 

MARY FRANCES BERRY reads 
from My Face Is Black Is True: Callie 
House and the Struggle for Ex-Slave Repa- 
rations | 7 pm | Museum of Afro 
American History, 46 Joy St, 
Boston | Free | 617.876.5310 
BOSTON POETRY SLAM & OPEN 
MIC | 8 pm | Cantab Lounge, 738 
Mass Ave, Cambridge | $3 | 
617.354.2685 

LAN SAMANTHA CHANG reads 
from Inheritance | 7:30 pm | New- 
tonville Books, 296 Walnut St, 
Newton | Free | 617.244.6619 
KAREN HANSEN reads from Not So 
Nuclear Families: Class, Gender, and Net- 
works of Care | 4 pm | Brandeis Uni- 
versity, Shapiro Campus Center, 
41s South St, Waltham | Free | 
781.736.4205 

SUSAN SENATOR reads from Mak- 
ing Peace with Autism | 7 pm | Brook- 
line Booksmith, 279 Harvard St, 
Brookline | Free | 617.566.6660 
MICHAEL TOUGIAS reads from Ten 
Hours Until Dawn: The True Story of Hero- 
ism and Tragedy Aboard the Can Do | 
12:30 pm | Borders, 10-24 School St, 
Boston | Free | 617.557.4995 

TRACY KIDDER See listing for 
Mon 


THURSDAY 


CANDACE BUSENELL reads from 
Lipstick Jungle | 6 pm | Brookline 
Booksmith, 279 Harvard St, Brook- 
line | $2 | 617.566.6660 

GREAT NEW WRITERS PRO- 
GRAM with Steve Almond + Claire 
Cook + Alicia Erian + Rebecca Kohn 
+ Katherine Towler | 6:30 pm | 
Boston Public Library, Rabb Lec- 
ture Hall, Copley Square, Boston | 
Free | 617.247.6959 

}.G. HAYES reads from Now Batting 
for Boston: More Stories | 7 pm | Har- 
vard Coop, 1400 Mass Ave, Cam- 
bridge | Free | 617.499.2012 
PRISCILLA J. McMILLAN reads 
from The Ruin of J. Robert Oppenheimer 
and the Birth of the Modern Arms Race | 
6:30 pm | Harvard Book Store, 1256 
Mass Ave, Cambridge | Free | 
617.661.1515 

JILL SOLOWAY reads from Tiny 
Ladies in Shiny Pants: Based on a True Sto- 
ry with Lisa Carver + Faith Soloway 
| 8 pm | Cambridge Family YMCA, 
829 Mass Ave, Cambridge | Free | 
617.876.5310 


Talks 


SUNDAY 


“TALK BACK: THE STORY” with 
Mark Jurkowitz + Dan Kennedy 
following a performance of The Sto- 


ry |7 pm | Boston Center for the 
Arts, Black Box Theatre, 539 
Tremont St, Boston | $30, $25 for 
students, seniors | 617.933.8600 


TUESDAY 


AN EVENING WITH GEORGE GAL- 
LOWAY SPEAKING AGAINST THE 
WAR IN IRAQ 6:30 pm | Faneuil 
Hall, Boston | $10 | 617.775.5882 


WEDNESDAY 


“THE FIRST WORLD WAR? 
BRITAIN + THE SEVEN YEARS 
WAR" with Eliga H. Could | 6:30 
pm | Old South Meeting House, 
310 Washington St, Boston | Free | 
617.482.6439 


CANDACE BUSHNELL reads from Lipstick Jungle 


THURSDAY 


“SOUNDS LIKE HOME: VOICE, 
TEXT + DIASPORA CONSCIOUS- 
NESS IN NERDY-SEXY COMMIE- 
GIRLIELAND” a conversation with 
composer/musician Jewlia Eisen- 
berg | 7 pm | MIT, Room 6-120, 77 
Mass Ave, Cambridge | Free | 
617.253.2341 

“TELLING THE STORY: POWER + 
RESPONSIBILITY IN DOCUMENT- 
ING HUMAN RIGHTS VIOLA- 
TIONS” with Marjorie Agosin + 
Maria Cristina Caballero + Maryam 
Elahi + Aduei Riak + Deirdre Ciblin 
+ Kevin Sipp + Sanji Monageng + 
Rosalind Shaw + Joshua Ruben- 
stein | Thurs 8:30 am-5 pm; Fri 
8:30 am-4 pm | Brandeis Universi- 
ty, Hassenfeld Conference Center, 
415 South St, Waltham | Free | 
781.736.8577 


EVENTS 


THURSDAY 


“THE UPGRADE!” a gathering of 
new media artists + curators with 
presentations + discussions featur- 
ing John Craig Freeman | 7 pm | Art 
Interactive, 130 Bishop Allen Dr, 
Cambridge | Free | 617.498.0100 


FRIDAY 


COPLEY SQUARE FARMERS’ 
MARKET | Fri and Tues 11 am-6 pm 
| Copley Square, along St. James 


Ave, Boston | Free | 781.893.8222 
ROCK + POP MEMORABILIA AP- 
PRAISAL DAY | 10 am-s pm | 
Christie’s Boston Regional Office, 
216 Newbury St, Boston | Free | 
617.536.6000 


SATURDAY 


( AHTS ): BOSTON ARTS FESTI- 
VAL with more than 85 visual + 
performing artists including 
Boston Ballet + Ballet Folklérico + 
Boston Lyric Opera + Bo Sim Mark 
+ Chu Ling Dance + Midnite Crew 
+ Reid, Wright and Be Happy + 
Taiko Drumming + Turbo Tabla + 
Zili Music + paintings + sculpture 
+ ceramics + pottery + jewelry + 
fiber art + glasswork + woodwork + 
photography | Sat-Sun 11 am-6 pm 
| Christopher Columbus Park, be- 
tween Faneuil Hall + the North 
End, Boston | Free | 617.635.2375 
ART iN THE PARK with more than 
60 artists + artisans selling + ex- 
hibiting | 10 am-5:30 pm | City 
Square Park, Charlestown | Free | 
617.241.0130 

ARTSUNION CRAFTS MARKET | 
9 am-1 pm | Union Square Plaza, 


ptember Brookline Booksmith. 


Union Square, Somerville | Free | 
617.625.6600 x 2985 

KING RICHARD’S FAIRE with fire 
eaters + jugglers + minstrels + 
sword fighting + cleavage contests 
+ gargoyles + gypsy dancers + mud 
beggars + magicians + stilt walkers 
+ puppeteers + more | Sat-Sun 
10:30 am-6 pm | King Richard's 
Faire grounds, Carver | $24, $12 for 
ages 5-12 | 508.866.5391 
OKTOBERFEST with beer garden + 
German sausages + potato pan- 
cakes + target shooting + dancing 
+ German vendors + more | Sat 1-5 
pm + 6-10 pm; Sun 1:30-5:30 pm | 
Boylston Schul-Verein, 8 County 
St, Rte 109, Walpole | Suggested 
donation $7 | 508.660.2018 
TRANSPORTATION X-ROADS 
with art cars + funky bikes + mo- 
torized vehicles | 2-6 pm | Union 
Square, Somerville | Free | 
617.623.1392 x119 


SUNDAY 


ARSENAL CENTER FOR THE ARTS 
GRAND OPENING with music + 
dance + demonstrations + story- 
telling + exhibits | 1-4 pm | Arsenal 
Center for the Arts, Arsenal on the 
Charles, Watertown | Free | 
617.923.0100 

KEITH JAMES + POTENTIALS UN- 
LIMITED present “Show of 
Strengths” with music + dance + 
acting + more | 2 pm | Newton Free 
Library, 330 Homer St, Newton | 
Free | 617.796.1360 

OPEN HOUSE + CONCERTS with art 
demonstrations + musical perform- 
ances + raffle + games + more | 2-4 
pm | New School of Music + Cam- 


bridge Art Association, 25 Lowell St, 
Cambridge | 617.492.8105. 

SOUTH END OPEN MARKET with 
photographs + high-end crafts + 
sculpture + pottery + clothing + 
jewelry + housewares + antique 
dealers + florists + bakers + local 
produce + more | 10 am-4 pm | 540 
Harrison Ave, Boston | Free | 
617.481.2257 

( AHTS ): BOSTON ARTS FESTIVAL 
See listing for Sat 

KING RICHARD’S FAIRE See listing 
for Sat 

OKTOBERFEST See listing for Sat 


MONDAY 


CENTRAL SQUARE FARMERS’ 
MARKET | noon-6 pm | Parking Lot 
5, Bishop Allen Dr and Norfolk St, 
Cambridge | Free | 781.893.8222 
CITY HALL PLAZA FARMERS’ 
MARKET | Mon and Wed 11 am-6 
pm | City Hall Plaza, Cambridge St, 
Boston | Free | 781.893.8222 


TUESDAY 


COPLEY SQUARE FARMERS’ 
MARKET | See listing for Fri 


WEDNESDAY 


DAVIS SQUARE FARMERS’ MAR- 
KET | noon-6 pm | Day and Herbert 
Sts, Somerville | Free | 781.893.8222 
CITY HALL PLAZA FARMERS’ 
MARKET | See listing for Mon 


THURSDAY 


GRUB STREET GRAND OPENING 
PARTY with readings + live music + 
naming rights auction + authors in- 
cluding Arthur Golden + Christo- 
pher Castellani + Jane Roper + Su- 
san Orlean + Jennifer Haigh + Steve 
Almond + Kris Frieswick + Jenna 
Blum + Matthew Pearl + Lisa Bor- 
ders + Gail Mazur + Amanda Eyre 
Ward + Pamela Painter + Daphne 
Kalotay + Tova Mirvis + Julia Glass + 
others | 6:30 pm | Grub Street, Inc, 
160 Boylston St, Boston | Free | 
617.695.0075 


Gay Lesbian 


THURSDAY 


GENDER CRASH OPEN MIC with 
Ren Jender | 7:30 pm | Spontaneous 
Celebrations, 45 Danforth St, Ja- 
maica Plain | $5 | 617.983.0219 


SATURDAY 


CANDYSHOP LESBIAN NIGHT | 10 
pm | Opal Lounge, 48 Winter St, 
Boston | $10 | 617.482.6725 
GLITTER SWITCH DRAG 
KARAOKE | 8:30 pm | Club Holly- 
wood Boston, 41 Essex St, Boston | 


$5 | 617.417.0186 
WORCESTER GAY PRIDE CELE- 
BRATION with a gay + lesbian busi- 
ness expo + drag show + political 
Tally + street dance + more | 3 
pm-late | Water St, Worcester | Free | 
508.756.5006 


MONDAY 


LESBIAN RAP | 7:30 pm | Women’s 
Center, 46 Pleasant St, Cambridge | 
Free | 617.354.8807 

LIVING ART GROUP for lesbian + 
bisexual + transgender or queer 
women, 13-25 | 6-8 pm | Boston 
GLASS Community Center, 93 Mass 
Ave, Boston | Free | 617.266.3349 
SPEAKEASY DISCUSSION GROUP 
FOR LGBT YOUNG ADULTS 18-25 | 
7 pm | Boston GLASS Community 
Center, 93 Mass Ave, Boston | Free | 
617.266.3349 


THURSDAY 


POETRY WITH A PURPOSE TO 
BENEFIT THE LEUKEMIA + 
LYMPHOMA SOCIETY with Simone 
Beaubien + Dr. Michael Brown + Lea 
Deschenes | 7 pm | Union Street 
Restaurant, 107R Union St, Newton 
| Suggested donation $10 | 
617.964.6684 

SISTERS IN THE NAME OF 
FLOOD EVENT TO BENEFIT 
VICTIMS OF HURRICANE 
KATRINA | 7 pm | Vixen Night- 
club, 336 Commercial St, 
Provincetown | Donations accept- 
ed | 508.487.6424 

YAPPY HOUR TO BENEFIT THE 
ANIMAL RESCUE LEAGUE OF 
BOSTON with dogs up for adoption | 
7-9 pm | Hotel Marlowe, 25 Edwin 
Land Blvd, Cambridge | $50 | 
617.426.9170 x150 


FRIDAY 


CONCERT TO BENEFIT RIDE FAR 9 
with Catie Curtis + Lori McKenna | 8 
pm | South Shore Folk Music Club, 
Kingston | $20 | 978.779.0393 


SATURDAY 


BARBECUE + RAFFLE TO BENEFIT 
OUT OF THE BLUE ART GALLERY | 
4-7 pm | Out of the Blue Gallery, 106 
Prospect St, Cambridge | $10 | 
617.354.5287 

RACE FOR RESEARCH TO BENEFIT 
THE PROGERIA RESEARCH FOUN- 
DATION | 9 am | Peabody City Hall, 
24 Lowell St, Peabody | $10-$20 | 
978.535.2594 


SUNDAY 


PET ROCK MUSICAL ANIMAL 
BENEFIT with Orleans + Pet Rock + 
Jediah + contests + dog massages + 
adoptable pet parade + more | 
noon-s5 pm | Quinsigamond Com- 
munity College, 670 West Boylston 
St, Worcester | Free | 508.755.8004 
X245 

RUN OF HOPE TO BENEFIT PEDI- 
ATRIC CANCER RESEARCH | 10:45 
am | Lagoon on the Esplanade, near 
the Hatch Shell, Boston | §20| 
617.351.2161 


MONDAY 


TASTE OF CHELSEA TO BENEFIT 
HARBOR COMMUNITIES OVER- 
COMING VIOLENCE with more than 
20 restaurants | 5-8 pm | Massport 
Facility, 62 Broadway, Chelsea | $35 | 
617.884.9799 x119 


WEDNESDAY 


BOSTON APRES STARCK FASHION 
SHOW TO BENEFIT THE FRENCH 
LIBRARY/ALLIANCE FRANCAISE 
with fashion from Lasell College + 
Mass Art + the School of Fashion 
Design | 7 pm | Parris Landing, 
Charlestown Navy Yard | $35 | 
617.912.0410 


THURSDAY 


SAM ADAMS BREWERS DINNER 
TO BENEFIT BLUES TRUST PRO- 
DUCTIONS | 6:30 pm | Bull Run 
Restaurant, Rte 2A, 215 Great Rd, 
Shirley | $50 | 978.425.4311 
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your 


1.05 per call _usos 


HARDCORE 
1-ON-1 


1-800 
990-2625 


(1-900-448-0800) 0800 


(1-900-448-0800) 


FANTASIES 


Under new management 
New ladies arriving weekly 


$35.65 up to 30 minutes 
Ask about our NEW caller speciais 


Discreet CALL BACK SERVICE 
GOES 


1-800-285-8888 


5877 


only $2.69 per minute 
all major credit cards accepted 


Open your free 
mailbox with 
free message 
retrieval daily 


Call 
1-800-214-3188 


New England’s 
sexy new way 


sos 713.0000 


ENTER CODE 200 


FOR OTHER LOCAL #’S CALL TOLL FREE 


1-877 LAVALIFE 


Where singles click® 


lavalife.com 
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THE 


your 
PHOENIX VS. OTHER PUBLICATIONS 


More than double the circulation the Weekly Dig with dedicated 
pull out Adult The Phoenix Adult has year history 


other Adult magazines, the Phoenix free and available 
points across New England, including Boston, 
Providence and 


When place line (word) ad, goes online free charge! 
our adult website gets over hits month! 


per line per week 


Line ads: line ads online within hours placement 


per column inch 


ads All display ads include optional free artwork 


Discounts for multiple weeks larger display ads 


your business serve the entire New England area? 

Ask about special discounts when you add the Providence 
Phoenix (Rhode and/or the Phoenix (Maine). 
combined readership 670,000! 


lines 
For publication following weeks 
edition 
Line ads: 
Friday 


ads: 
Noon Friday 


Trial Code: 


401-243-1733 


www.Talki2i.com 18+ 


Try Free! 
(code:3300) 
781-860-7385 


Sonic istible 


_Anvitations 
1-866-541-5877 


only $2.69 per minute 
sit 


New England’s sexy 
new way to meet gay 
men and swingers 


C. At. 800- 214-3188 


for Free message retricval 


HOOKUP 


00-772-9400 


DATELINE 


CASUAL INTIMATE JUST FUN 


Boston 

(617) 338.9990 

Brockton 
(508)663.2600 

Lowell (978)856.0855 
(978)854.0800 


code 8436 


more}LOCAL numbers call 


MegaMates 


4 free (888) 634.2628 


Meet web FREE 


Confidential 
discussion group. 
Talk other men 

who feel like you do. 


2nd Tuesday every 
month, pm, 
Fenway Community 
Health Boston. Free. 


For more info: 
617-927-6032 


Boek 


ttalian 

Ken, in Boston, 24yo, 6'1 180Ibs, six 
pack, Italian jock type, smooth ass and 
balls. Lkg2 potentially hook up. Box 


mm 29351 (xp 11/21) 


Looking for the big things. 

Tim, do you like to show it and have a 
good time. I’m 9.5” uncut. | like the big 
things in life. Ph# Incl. Box 29431 (xp 
11/21) 

Love receiving. 

WM, 6’, 220ibs, 6” cut. Love to receive 
oral and hook up during the day. Your 
place. Boston area a +. Box 27771 (xp. 
10/21) 

Student looking for fun 

Don, Peabody, looking for a guy 20-34, 
in shape and who can accept me for who 
{am from. I'm a BM, 5'5 150ibs. Must be 
weekends because | am in school. Box 
69131 (xp 11/15) 

You show off. 

Do you love stripping for an audience? 
Getting naked for other guys? Jack off on 
the side? Handsome grown up is eager 
to visit you and fulfill your fantasies. Box 
29061 (xp 10/23) 

Looking for someone. 

Paul, WM 19 from Tennessee, 7.5” cut |k4 
someone who is not overweight and built. 
Hit me up.Box 99111 (xp 11/23) 

Lonely in Burlington. 

Mike, Burlington area. | enjoy the 
company of a guy(s) for fun. 5’8 155Ibs, 
drk hair. | have my own private place. Box 
12471 (xp 9/15) 

Lets do what comes natural. 

Tony, 32 , 5'11 175ibs, brown/brown, 

8" cut, in Norwood area, very versatile. 
Love being naked with a guy and doing 
what comes natural. Ph# Incl. Box 25161 
(xp 11/18) 

Mutual oil massage? 

West of the city, 42 6'5, 205Ibs brwn/ 
hazel, V-shaped torso, mod hairy, C/C. 
Lkg2 meet other guys that are interested 
in safe fun only. Lets have a strength 
competition.Box 15311 (xp 11/17) 
Curious in N.Quincy. 

29yo, WM, bi-curious, N.Quicny. Lkg4 


someone to play with and have some fun. 


Would prefer an older top. Box 29212 
(xp 11/20) 

Smaii is good. 

40yo WIM, love to show off my little d*ck. 
| like looking at other guys that are small, 
lets get together and watch some porn 
and get off. Box 28682 (xp 11/19) 

I'm interested. 

SWM, 32yo, Boston area. I'm bi-curi- 
ous and very new to this. Box 69222 

(xp 11/23) 

Just drop by. 

S. Boston, bi-guy Ikg2 hook up with other 
bi-guys. No recip nec. Just stop by, drop 
your pants, and let me s*ck your c*ck. 
Phi Incl. Box 21842 (xp 9/11) 

Horny Cape Verdian. 

Charlestown, 26yo 5'8, 170ibs, 9” uncut, 
caramel complexion, hairy stomach and 
chest, and blind. | hope you can be well 
hung and don't mind group sex. Box 
97762 (xp 11/19) 

Big guy btm. 

Mark, heavy set, 6’1, 260ibs Ikg4 guys 
that appreciate a big sized guy. | love 
the btm and Ik2 have fun with one or two 
guys. Box 25014 (xp 10/7) 

I need to be disciplined. 

Lkg4 a daddy to teach me how to be a 


™ disciplined boy. I've never a daddy that 


told me what to do or how to do it. You 
can discipline me. I'm 48yo, 6'4, 250Ibs. 
Phi Incl. Box 75945 (xp 9/11) 


Horny in Merrimac Valley. 

Attractive Bi-MM, blonde/biue 5’8 145ibs, 
6.5" cut, shaved. Lkg4 one person in the 
area on a reg basis that is slim, smooth, 
safe and a switch. Must have own place. 
Box 30126 (xp 11/22) 

Looking for a she-male. 

Mike, Boston area, 5'9, brown/blue, nice 
body, 7”. Lkg2 meet TV/TS only. I'm curi- 
ous and want to experiment. Box 27887 
(xp 11/19) 

| want to be your b*tch. 

Little fat boy Ikg2 hook-up with other 
men or boys 18+. | love goiden showers, 
enemas, and being a raunchy pig. | want 
to be someone's bitch tonight. Box 29177 
(xp 9/11) 

Cross-dressing fun. 

C/D seeking other C/D’'s for dress-up and 
lots of other fun. Box 95847 (xp 9/14) 
Hot ass play. 

Dave, N. Shore, sexy; sub, smooth 


btm that's into C/D and some hot ass play. 


Box 17357 (xp 11/23) 

Gay black men? 

Louis, 42yo, Ikg4 a hot masc GM for a 
mutual hot time. | enjoy 69, porn, and 

| have a fantasy to be with a gay BM. 
Clean and discreet. Box 30627 (xp 11/9) 
Pig slave needed! 

Dom top Ikg4 pig slave. Box 63947 (xp 
12/1) 

Feet first fetish. 

Metro West 40s dark/biueWM 6'2 195ibs 
solid w/o clean healthy discreet d/d free, 
love going down on feet 18-40yo, sandals 
a+, Ikg4 buddy, love to s*ck c*ck I"ck 
b'lis rm a nice clean h*le. Box 92307 
(xp 12/5) 

Screwing around. 

Hot and horny. Vers. Like to get into giv- 
ing/receiving. Let's screw around. Box 
51477 (xp 10/27) 


Crossdresser for threesome. 

North of Boston MBIM cross dresser very 
submissive dressed up in garter belt and 
stocking corsets lingerie makeup. Enjoy 


bondage role-play oral. Want a threesome 


too. | can travel to Ri too. Box 33097 

(xp 11/24) 

3 or 4 times a week. 

Bi WM 45yo br/ blue 5°10 200ibs Boston 
area. Lkg4 other bi or bi-curious WMs. 
Get me sexually turned on. | like to sit 
back and receive oral on a steady basis. 
Men btw 50 and 65. XXX movies. Your 
place. Ph# incl. Box 45967 (xp 9/14) 
String me up! 

Leather man heavy into suspension and 
hanging scenes. | have the hoists and 
suspensions. But | don’t have the place. 
Can you hang me in your attic or back 
yard? Be serious. Available for parties or 
one on one. Box 47786 (xp 9/30) 

Lkg4 sub boy. 

Dom older S. Shore needs to travel. Lkg4 
submissive boy. Box 63945 (xp 12/1) 
Bare-bottom spankings. 

Dave 5'10” 180ibs WM dark/biue mus- 
tache !kg4 guys into giving and/or receiv- 
ing bare-bottom spankings punishment 
discipline role play fantasy, especially 
guys in uniform, or daddy/boy role play. 
Box 16345 (xp 11/26) 


Looking forward to you. 
Alexander. It's a Friday night and I'm 
homy. Be attractive, well endowed, clean 
discreet, enjoy a very cute sexy insatiable 
guy. I'll do my best to reach out and touch 
you. Box 87135 (xp 9/23) 

Owned as slaves? 

Lkg4 submissives who like to be owned 
as slaves. Older dom top S. Shore. Need 
to travel. Box 63943 (xp 12/1) 

Leather top. 

Boston area Ikg2 play with other tops 

into bondage leather and SM. Box 17233 
(xp 9/30) 

Giving or receiving. 

Dave WM dark hair/biue 5°10 moustache 
180ibs Ikg2 meet guys into giving and/or 
receiving bare btm spankings discipline 
and role play. Box 16343 (xp 11/26) 

Love Leather and Uniforms. 
Providence, 33yo 5'10 185ibs, buzz-cut, 
masc, versatile, love leather and role-play- 
ing. Lkg4 another masc man that wants to 
get down.Box 12793 (xp 10/27) 

Passive Submissive? 

Greater Boston area, 5'8 170ibs, 7.5 
uncut. Lkg4 passive/submissive into 
rubber, latex, and lingerie. Must be 35+, 
weight and height prop. Box 34863 (xp 
9/28) 

Love masc men. 

37yo btm love role play servicing being 
enslaved, 6’ shaved head decent build 
7’cut 175ibs S. Shore/Plymouth. Love 
masc men! Box 92133 (xp 9/23) 

Not into scene. 

Dorchester. D/D free. Clean nice in shape 
nice |kg late 30s like giving head to some- 
one well-endowed. Reg basis. | have hot 
porn. Please don't be into the scene. Nice 
personality. Box 33252 (xp 10/16) 

Donald. Worcester. 50yo 5'2 stocky build 
hairy body. I'm a top seeking really hot 
uninhibited cum guzzling btm near me 
Love body contact. Be sincere. Box 97192 
(xp 9/12) 

Ri Looking For A Friend. 

29 in Northern Ri area. Lkg4 guy 25-35. 
Lets be friends and take it from there. Box 
71331 (10/22) 

Got a Girlfriend? 

Weill so do |! Lkg4 other guys, bi/married 
guys +. Want my c"ck to be s*cked then 
1 go at it on you as well. | am 6’ 185ibs 
nice 7.5 by 5” c*ck. In front of your girl- 
friends? Box 20812 (xp 12/2) 

Dentures? 

WM, gq Ikg, tall, drk/drk, nice endowed. 
Lkg4 an older gentieman with dentures 
for good oral service. Any takers? Box 
46111 (xp 11/1) 

Strictly sexual relationship. 

MWM vers top 34yo 6° 220ibs biack/ 
darkskir/hazel very gdikg. Confident no 
attitude Ikg4 strictly sexual relationship. 
VermontKillington. Very clean and dis- 
creet. Will return all calls. I'm serious. Box 
32921 (xp 12/5) 

Very discreet. 

Btm in SS area ikg4 a top. 38yo 5'°6 
150lbs little body hair, very discreet str8 
acting but have a feminine side. Box 
24351 (xp 11/10) 

Sub cocksucker. 

Lkg4 married or bi guy that wants to get 
serviced. I'm a sub c’cks"cker that enjoys 
a lot of cum. Jeff. 6°3 sandy biond/green 
eyes. Box 68971 (xp 11/17) 

My creamy loads. 

Donaid. Worcester. Sincere nice guy 
50yo 5'2 husky build hairy. Like to meet 
someone in Central Mass area who is a 
great c*m guzzier. | like to get naked with 
lots of body contact. Big thick cut d’ck. 
Service my creamy loads. | am blind. Very 
capable though. Box 97191 (xp 9/26) 
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ADULT SERVICES 


All local guys. 


MEGA 


Boston 

423: 6666 

Brockton (774) 
ham (508) 


9 4 : 
Naga ac. 2 


ORIENTAL GARDEN SPA 


WITH THIS COUPON $20 OFF HOUR 


770 N.Main Street Providence 


Dry Sauna Steam Sauna 
Body Rub Walk-in Service 
Body Shampoo 
DIRECTIONS: From Boston: Exit 
24, Left onto Branch Avenue, Right onto 
Main St., Right onto Livingston St. 
From Providence: Exit 24, Right 
onto Branch Avenue, Right onto Main 
Right onto Livingston St. 


1021 BROAD ST. 2ND FLOOR 
PROVIDENCE, 


401.941.9901 


Livingston St. 


= Garden Spa 


HARMONY SPA 


11 BENEFIT sT. Ri 


Sauna 
Shampoo 
*Massages 


SUNDANCE 


49 SHERIDAN STREET + CENTRAL FALLS 


Massage Therap 


Pleasant St.,Pawtucket, 
728- 170 


Full Steam Room Dry Sauna 
Body 


Swedish Shiatsu Massage 
Open 9AM 11PM Days Week Street Parking 


STEAM DRY SAUNA 
BODY SHAMPOO 

RELAXATION MASSAGE 
WALK SERVICE 

OPEN DAYS 


Come treat your 


From Providence-Take Exit 28-Right off Ramp to School i 

Street. Take Right first light onto Division St. 2nd light 

take Right onto Pleasant St. 

From Boston-Take Exit 27-Take Right onto George St. 

Right onto East Ave Ramp: Then First Right 
Base hill onto Pleasant 


body 


Dry Sauna 
Body Shampoo 
Oriental Style 


UNDER NEW MANAGEMENT AND NEW STAFF 


(401) 553-5800 Stairs elevator available 


One Custom House Street Providence 


WANSKUCK WELLN 


NESS 


375 Admiral Street 
Providence, 


Limited time only. 


Incalls 
Make your Dreams 


Entrance in front 
next to video store 


BALLY DAY SPA 204 


BODY RUB 

DRY SAUNA 
BODY 
DAYS 


Fantasies come true. 


Call while you can. 


DIRECTIONS: 


FROM 1-95 SOUTHROUND 
Take Exit 

Tum Left on 

Tum Left on Fourtiain St 
Tum Right on Westminster St 


private calls. 


FROM 1-95 NORTHBOUND 
Take Exit 21-service Road #8 
Turn Left on Fountain St 
Tum Right on Dorrance St 
Tur Right on Westminster St 


SANDSPAS 
PARKING & ENTRANCE IN BACK | | 
delightful 


TV/TS 


DELIGHT 


HEADA 

Oral Extasy, treat your 
tongue to a hot Sexy Erotic 
Insh American Pre-op Play- 
mate. ANYTHING GOES! 
No rush. Visiting for a short 
time. In/out. Safe Down- 
town location. Near T 


617-426-5221 


BARBIE- 
DOLL 


PRE-OP* 
36(-29-36 8". 28yo blonde 
bombshell sex kitten. safe 
downtown location. X- 
dressing * Dom, All fetishes 
& fantasies avi. In/out- 
callVisiting for a short time. 
Will travel all over New 
England.Anything goes, low 
fates. 


617-264-8896 


SHE MALE 
Lyly 


Hot, busty 5’5”, 120 Ibs, 38C- 
26-38. Ready to put the heat in 
your evenings 


617-839-3526 


“ASIAN SHEMALE 
Layla 22 S'S” 36(-25-36 very 
pretty sweet & soft spoken. If 
you'd like a nice time please 
call. Located in So. End. 


617-594-2753 
*Blonde Dutch 


I'm a hot young sexy shemale 
who loves to please & domi- 
nate. Measurements/34 25 35 
5'8 125 Ibs w/full C cup breasts. 
In calls, ask for Lisa. 

714-644-0439 MA/RI area. 


Asian 


She-Male CoCo 
Model/Consultant/ 
35 www.cocoshemale.com 


617 306-1256 


WINDY 
S'S" 120lbs 36DD-25-36 seek- 
ing men for those who need the 
best massage. Located in So. 
End. Incall only. 


617-593-2490 


BLAIR PRE-OP 
hottest 
Back demand 
Cuban She-male. 


Waiting for excitement 34c- 
24-34. 8° of sheer ectasy, 
CUM taste the difference. 


617-731-3041 


Puerto Rican 
perienced. Beginners welcome. 
57°, 38C-28-38 


EVELYN PRE-OP 


DALMA 


beauty, very ex- 


617-739-7131 


SPECIALIZING IN 
BEGINNERS 
Latina girl, No attitude. 
Full of passion. My goal is to 
make you smile. 


HOT BRAZILIAN 


DOMINATRIX 
Visiting for short time 
Shemale 34c-24-36, 57°, 8 


inches thick, hard core 
domination. Call for a ses- 
sion today. 
mistresssamira9999@yahoo.com 


781-605-0805 


TON PHOENIX | ADULT SERVICES | SEP 


DS@PHX.CO 


How devilish? 
out 


KANDIS CANE 


New in town, sexy 23 yrs black 
TS, looking for horny generous 
men who want to play and taste 
my 9"  candycane.  $120/ 
hr.Rates non-nego- 
tiable Backbay area. IN calls 
only, 


617-266-0482 
KYRA 


Sexy black TS looking to cum 
and play with horny men. Do 
you have what it takes to give 
me what | need? IN calls only. 


617-202-1371 


LISA ASIAN 
SHE MALE 


Hot, young, stunning she- 
male. Voluptous body, 5'6”, 
145ibs, 38D, smoothe, ver- 
satile, no attitude, no drugs, 


80% repeat. Don't get cold 


feet, will train. CROSS 
ORESSERS WELCOME, | 
CAN DRESS YOU UP. 

INCALL ONLY. 


566-3334 


ORIENTAL 


SHEMALE 


Busty, sexy, and very 
convincing! For more info go to: 
www.eros.com/boston and look 
for ts Tanya. Visting Boston 9/2- 


617-935-3784 


PRE-OP DEIDRE 
Red-Headed 
Back 
the Shore. 
617-653-7189 


SEX THE CITY 


Visiting horny black TS visiting 
Boston, looking to play w/horny 
men who wants to take a ride 
on my 9” express.Downtown 
loc. 


617-262-0853 


TEXAS 
Hot black southern belle, $120 
special, no rush, IN/OUT calls 
Safe Cambridge location. 
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Beautiful and dominant 

sadistic and young: 
tion, scenes, 
sive 


mal 


SHORE AREA 


ESCORTS 


ASIAN 
BARBIE 
MINUTES 
FROM 
BOSTON, 
NEAR NORTH 
MAJOR 


HIGHWAY/ 
LOGAN 
AIRPORT.BO 


781-4433-716 


TABLE SHOWER 
FULL BODY MASSAGE 

by ° YOUNG PRETTY 
ASIAN GIRLS 

North Suburban Boston, 
North of Boston area. 


Grand Opening. Near Rte 
60, Rte. 28, Rt93 and Rte 
1. 2 miles from S3N. Exit 
32/33. Sam-1Opm everyday 
by appt. $70/hour 
781-630-3855 


NNAUDREY 
Need some excitement? Ex- 
traordinary skill, sweet, and 
gentie but will blow your mind. 
1-508-596-2453 
Asian origin and dimensions 
100% guaranteed, strippers 
body, independent, outcall only, 
gentlemen only.No false ad- 


{NASHUA NH 
GEGE, pretty, sexy, 21yo. 
36D-26-36. Brazilian hottie 


978-726-1165 


NOO7GREEK 
GODDESS- 
CUSTOMIZED LIC 
NUDIST mASSeuse 


Independent visiting! 
888-610-5657 

showers+body/body-mature 
33 Passionate SWbiF40DD- 
FULLtime —satisfaXn Guar. 
XXXvideosBij/nude _pics/Dict/ 
REVIEWS/H2E PrincessDi _tes- 
www.4000FUNXX33.Bijuliet. 
com 


or 
KISSmASSage@Bijuliet com 
WET AND WILD» 
Exotic Girls, ready to tease and 
pPlease.24/7, outcall only.LOW 
RATES 
*82-781-266-7123 


19yrs_ old, S°3", 115 Ibs, 
36C, long dark hair, pretty 


brown eyes, light carmel 
skin. IN/OUT calls, 24 hrs. 


*82-617-671-9224 


{BEST MASSAGE 
A candle light massage in a 
warm private setting. 

By appointment anty 
617-354-8828 


ITHE GIRL NEXT 
DOOR 


Her innocence is deceiving 
Stands 5'7" of absolute beauty. 
Soft brown hair, seducing hazel 
eyes, natural 36DDs, very 
friendly and discreet. Located in 
the greater Boston area. Outcall 


vertisement. only 

617-424-1480 857-' 991-6748 
!NWANYTHING GOES WHA MALE 

Flexibility, unrestricted to any ENCOUNTER” 


style, my joy is making your juic- 
es flow. Petite S'7", 34-22-34. 
Let's CUM. Hiring selective- 
ly.0utcalls only 


617-388-6722 


PLEASURES 


Quincy. Hot and young 
Asian girls waiting to meet 
you and give you 2 hot sen- 


sual massage. You've been 
yearning for something to 
put you ease. Let us be that 
something. IN/GUT 


617-785-3963 


HICAITLIN 35 YRS 
Compassionate playful beauty 
enticing smile knows how to 
please a man. 34(-24-34, sin- 
cere, so much fun to be with. 
Your place 


617-228-1398 
outcall 


TOUCH 


Our lovely Asian girls have 

that magical touch. Close 

your eyes, relax your body, 

and have ovr girls ease 

your mind. 7 days a week. 


Quinc 
617-818-8101 


N#1ARTS 
MASSAGE 
New young Asian 
beauty to give 
relaxing body 


massage & 
shower w/a 
smooth 
touch.Quincy. 
857-221-0195 


IST CLASS TOP 
SHELF 


None compare, ready to 
please. JENNY: New, young, 
sexy blue-eyed blonde, super 
nice and loves to please! MON- 
TANA: Classy, sexy, busty 
hardbody GFE 25 yo with great 
lips! SIERRA: New, sweet and 
petite coed GFE, 21 yo, Very 
affectionate! New England's 
largest selections of ladies 
worldwide catering to ALL your 
needs. IN/OUT 24/7. Parties 
and all occasions. Always 
WWW. DangerousCurvesUSA. 
com 


Sensual male to male massage 
by handsome muscular male. 
617-782-4499 
“CANDI”" 

Totally slutty, sweet blonde, su- 
per long blonde hair, 5S'10", 
135Ibs, 36D-25-35, Pretty face, 
full lips, blue eyes. Southern 
NH, northern MA, rte 93.Totally 
for real-all natural features. 


Call anytime, leave 
message. 
603-486-5047 


“CANDI" 
Totally slutty, sweet blonde, su 
per long blonde hair, 5'10", 
135Ibs, 36D-25-35, Pretty face, 
full lips, blue eyes. Southern 
NH, northern MA, rte 93.Totally 
for reai-all natural features. 


Call anytime, leave 
message. 
603-486-5047 


“CARLY” 45 


in your wildest dreams a ma- 
ture woman with a refined side, 
alluring touch of glamour, pas- 
sionate, radiates beauty-a real 
head-turner. Affectionate with a 
lust for life. 5'4", 36C-24-34 


617-490-0028 out/ 
call callonly 


“LYNSEY'S 

ESCORTS” 
Ladies 19-45 available for your 
out/call pleasure.Sincere 
prompt discreet affectionate 
always hiring VERY 
ATTRACTIVE ladies service 
throughout MA MC/VISA 


617-742-8662 


877-353-0343 
toll free 


“SO SEDUCTIVE” 
Beautiful blonde waiting to 
make your night the best. A 
night you'll never forget. 
The pleasure is mine. 

CHRISTINA 


617-792-6381 


#1 BEAUTIFUL 
ASIAN GIRLS 


RUB 


EXIT 
128 
10am-10pm 
For appt. 
*82-617-969- 
1318 


#1 PRE OP 
Meet Kerri, Boston's premier 
TS, 23 yo, 120Ibs, 34C-22- 
34, with carmel skin, plus a but- 
terfinger. Cum see for yourself, 
IN calls only. 
"82-857-540-6416 


QUINCY 
Oriental 
Best full body massage by 
beautiful Asian girls. Body 
shampoo & Hot stone ther- 
apy to Releive your stress. 
Enjoy & relax everyday. 


617-259-5729 


#A RELAXING MALE 
MASSAGE 


WITH GUY! 
inexperienced 0.K. 


617-644-BODY 


#ASIAN MODELS 
“*ALLSTON** 
Come meet a woman who 
is sexy, beautiful & exotic 
for much needed relaxion 
you seek, infOut 


617-828-2950 


ORIENT 
EXPRESS 


Featuring LING 
100% Asian female escort 
w/dimensions guarenteed. Out- 
call only. 24/7. Serious callers 
only. 

Gentleman only! 


617-437-9226 


$100 MASSAGE 


CUM in my shower. 
Infout. 24/7 


*82-617-671-9224 


$150 
Puerto Rican/Italian hottie for 
you! Exotic and independent. 
Long brown hair, brown eyes. 
135ibs, 36C. 


508-873-4175 


$50 MASSAGE 
Erotic massage, 19yo, 5'1”, 
115 Ibs, 34-26-36 IN/OUT 
calls 
*82-774-232-2095 


SASIAN LOVELY 
GIRL 
Allston 


Come meet our sexy Asian 
girls who are more than just 
@ pretty face. They have 
much more to offer and will 
delight you with all kinds of 
unique & pleasurable mem- 
ories. 


617-839-8942 


GIRLS 
Young beautiful 


New girls every 


10 days. In/OUT 
QUINCY 
*82 617-828-5693 


*HOT HOT & SEXY 
Sexy toned body, long red hair, 
beautiful face & sexy lips, big 
bust, providing constant fun. 


ASIAN FANTASY 
ALLSTON 
Relax with the touch of an 
exhilarating massage by 2 
very lovely Asian girl, We 
offer a friendty environment 


with clean and relaxing mu- 
sic. A refreshing shower is 
available. We at sure you 
will have an unforgettable 
experience of relaxation. 


"82 617-833-8842 


“*CUTEST ASIAN 
Boy** 


Get some fun with a 
smooth tan boy w/muscular 
body and round butt. 
Strong legs. 23, 
130lbs very affectionate. 
Good rep. Brookline/Brigh- 
ton/Allston area. No drugs 
please,no attitude. 

Call Tak 


*82-617 838-0771 
*2 of akind* 


2 hot young & sassy 

friends call us & we'll make you 

smile 24/7...in/out all cards acc. 
617- 833-8039 
are you afraid?* 

let your imagination run wild. 

Fetish domiantion*2 girls shows 

24/7..in/out all cards acc. 


*82-617-833-5896 


*beach bunnies* 
like to have a good time? 
enjoy young womans compa- 
ny? well come & join me & my 
friends for the ultimate expri- 
ence.  24/7..in/out..all cards 
acc... "82-617-833-8059 


*candy girl* 
like how sweet candy tastes? 
like diffrent flavors,do ya? 
Well come on by our candy 
‘store and pick out a treat. 
Our candy is sure to satisfy that 
sweet tooth of yours. 
in/out...all cards acc. 


*82- 617- 833- 8637 
*Cape Cod Cuties* 


These isiand girls are sure to 
spice up any lonely summer 
night. wide variety of national- 
ities,sizes,and colors. 
Heat up your summer even 
more. 24/7...infout... 


*CHINESE STYLE 
QUINCY 
OUR ASIAN 
STAFF WILL 
PROVIDE THE 
BEST MASSAGE 
FOR YOU. OPEN 
EVERY DAY 
10am-T1PM 
857-829-3320 


CHINESE 


SWEETIES 
Sweet & reserved Chinese 
gitls known to . please, 
amaze & sooth. {N/OUT 


SOMERVILLE 
617-835-0641 


*college cuties* 
looking for some young ladies 
to enjoy your time with? 
let my friends and i be the one 
to educate you give us a call 

24/7...infout...all cards acc... 


*82-617-833-8040 


*come out the closet 
and play* 
let me dominate your every de- 
Sire. let me whip you into shape 
need to be dominated 
24/7.. infout..* 82-617-833- 
8038...all cards acc 


*DELIAHAH* 
Beautiful busty brunette. 36C- 
25-34. Long dark brown hair. 
Friendly. Like to have a good 


time. 
714-240-2745 
508-337-5908 


*DELICIOUS 
My secret for you. Mistress, 
blonde beauty, sensual, 
36D-24-37, delicious, erotic 
hot body massage. Looking 
to fullfill all of your secret 
fantasies 


120ibs, lingerie, heels, . Foot fetish welcome, cross 
stockings, fantasies. incalls dress. in/out call Boston 
Only. area, 
781-289-9846 *82-617-823-5051 


*Greek Goddess* 
Blondes have more fun, 
Call me and find out why. 
Britney..617.833.5896 
24/7...infout 


*LOLLIPOP GIRL 
Very Sexy Petite Blonde 
with long hair, beautiful 
brown eyes, smooth skin, 5 
Feet, 115 ibs, 36-26-36, in 


shape fun and aiming to 
please. 2 girl shows also 
available. Select Incails and 
Outcalls. 24/7, We accept 
visa, MC. 


*82-781-630-3196 


*malibu Barbie* 
From the west,new to the East. 
Blonde,tanned,toned,and sexy. 
‘Sweet, but far from innocent 
call me 


617.833.8059 


*NEW GIRLS 
FENWAY 
PARK 
DAYS 
FOR APPT. 
617-247-5908 


*PENTHOUSE PET* 

am a 3200D-26-36, Hot, 
Sexy, Beautiful Lady who has 
appeared in PENTHOUSE, 
also a former top exotic 
dancer-- | will now give you 
the time of your life! | have a 
White Butt, Natural Full 
firm Breasts, a toned body & 
Luscious Lips that you will 
Love! See Photo on Boston 
Phoenix Web-SiteTop Quality/ 
affordable rates. Satisfaction 
guaranteed. OUTCALLS 
ONLY!Not serve Boston & 
points north. SAM-4PM 


173 


ASIAN 
MASSEUSES 
Very Lovely 
Asian ladies 

welcome you to 

experience the 
Vitimate 
massage. 


QUINCY 
IN/OUT 
617-828-5693 


*when you don't 


want 2 be alone* 
tired of being lonely? let our 
girls fill up that void 
and release some stress. 
24/7..in/out..ali cards acc. 


*82-617-833-8059, 


10% 
DISCOUNT 


Long haired Italian beauty is 
back! Loves to see my old reg- 
ulars and also meet new clients. 
Full body massage. Clean/Dis- 
creet. in/out. (Anytime) 

Gina 


617-846-0081 


2GIRL SHOW 
New to the business. 
Young, Sweet and Sexy. 


IN/OUT CALLS, $300 
*82-508-873-4215 


3RD PARTY 

Escort referal service for 
gents seeking the cumpan- 
ionship of attractive young 
women. Enjoy the assu- 
rance of an agency without 
the unnecessary fees. 
Make your fantasies a re- 
ait 


lity. 
“82-617-785-2220 


A BEAUTIFUL 


ASIAN GIRL 
Great company. Fun time 
The highlite of your day 

617-232-4163 


ANEW FRESH 
FACED SEXY 
BLONDE 


NONE COMPARE, ready to 
please. JENNY: NEW 20yo, 
sexy blue eyed bionede, super 
nice and ioves to please!! KAR- 
MENVegas Blonde Very Sen- 
sual 21 yo, Loves Role Playing! 
NAUDIA: New Sweet and Petite 
co-ed GFE 21yo,Very 

affectionate. New Englanc’s 
BEST worldwide Catering to 
ALL your your needs. IN/OUT. 
www.DangerousCurvesUSA.c 
om 


*82-857-222-5410 


A&Z 


MASSAGE 
Quincy/So. Shore. Young 
and beautiful Asian girls 


providing the best enter- 
tainment. Enjoy the relief 
they provide. in call only. 
Sam-1Oprn. 


617-328-1845 


**PAULA™* 
Busty Brunette with jong hair 
40yrs Patient & experienced, I'll 
take my time so you enjoy your 
time with me. Discreet. Verf 
outcalls. 


(378)- 681-8666 


Busty Brunette with long hair 
40yrs Patient & experienced, I'll 
take my time so you enjoy your 
time with me. Discreet. Verf 
outcalls. 


978-681-8666 
"ABSOLUTELY SEXY 


Hot Asian girl S'6" 34-24-36 
from Florida. Let's frolic & play 
together! Incall only Call LILY 


*82-617-451-1312 


ADAM'S EVE 


Young girls 18-30, all types and 
sizes. 
774-232-2095 


Exotic Hawaiian girl ready 
to fulfill all your fantasies. 
Hot 26 yrs 5'7” 130 ibs 


40C-26-36 tanned & toned 
lingerie. Down town ioca- 
tion INCALL ONLY, 


617 416-3494. 


AMANDA 
Independent, petite, 5’S", 125 
38C-blonde hair, green 
eyes, college cutie. 

714-232- 2231 
Sensuous Sophisticated Euro- 
pean Blonde for mature gen- 
tlemen. Verified incall at a Dis- 
creet Rendezvous in Boston 


area. 
_ 617-254-0293 
ANNIE 21 YRS 


34-24-34, Alluring slender pas- 
sionate sincere lady and so 
pretty, toned int he right places, 
\'l spoil you, unhurried, prompt, 
discreet. OUTCALL 


617-263-0503 


ASHTON AND 
EMILY 


Playful little sex kittens, we 
need your milk to make us 
purr! One on one or 2 girl spe- 
cial, exotic brunette and petite 
blond, Sam--lipm, IN/OUT. 
North of Boston. 


*82-617-201-5381 


Grand Opening. Petite, soft, 
young girl. Quincy location. IN/ 


OUT 
ASIAN BEAUTY 


Enjoy unforgettable experience 
w/a sexy, sophisticated exotic 
beauty. IN calls. 


617-833-3121 


ASIAN DREAM 
where dreams become re- 
ality. Sunshine forever, 7 
days/INcall 

781-356-0397 


ASIAN ESCORT 


Pretty Asian girls providing 
QUTCALL services in most 
of the Metro Boston area. 
Lowest rates guarenteed. 
Serious cails only, Blocked 
calls not accepted. 24/7 
‘utcall onty. 


ASIAN GIRLS 
(SOUTH BOSTON 
(AREA) 
COMPLETE 
RELAXATION 
BODY WORKS 
617-686-9846 


ASIAN GIRLS 
Available 

area: Most 

Metro Boston. 


*82-617-777-7647 


ASIAN RUB 
SALEM/NASHUA 


N.HAMPSHIRE 
Fresh face every week. Call 
Wam-0pm. In/Out 


*82-617-778-3404 


ASIAN SIZZLE 
Lovely & 
beautiful Explore 
your fantsies. 


7 days a week, In/Out 


(617) 869-3307 
ASIAN SWEET 


Asian girl wait to meet you 
21yo, 34C-24-37, pretty young 
college girl, very sexy look, hot, 
erotic and sensual massage. 
Discreet IN/OUT call. Ask for 


Kate 
617-267-5765 


"ASIAN WOMEN 


Providing you with relaxing 
body massage. All girls young 
and attractive. Discount rates 
before SPM. in/out. 
857-204-6803 


YOUR SERVICE 
S'2", 126  light-skinned 
38D-24-32, thick in the right 
places, professional and dis- 
creet. pics online. outcali/incail. 
call and ask for Diamond. 


*82-857-221-6130 


ATLANTA'S FINEST 
Chocolate playbunny visiting 
Sept. 7th--14th. Brianna “Bi-lin- 
gual” 100% female,chocolate 
cutie, very sexy, intriguing, al- 
luring. 25, 5'6", 130Ibs, 36C-24- 
32. A body 2 die 4. Cum expe- 
rience an erotic sensation you'll 
never forget from one of Atian- 
ta’s finest. india, 5'7°, 135Ibs, 
3600-24-34, sexy, erotic ebony 
beauty. 2 girl sessions avail in 
Kenmore Square area, 


*82-404-822-2494 
BARELY LEGAL 


Tanya, 20 yo young, w/ a great 
smile and a body to match. 
Sweet and petite with 2 whole 
lot of meat.IN calls only 


617-277-9987 


Beyond Pleasures 
Presents international Queens 
of fantasy from all parts of the 
world here to satisfy your deep- 
est pleasures- call for the ex- 
lusive girl of the month. 

‘978-855-7443 


BLACK MALE 
Fitness model/ 
Bodybuilder. in/out. 
No. Shore area. In/ 
out. Call Darius 


Boston's Best 
Companions 
All Nationalities. 


617-227-0089 


BRAINTREE 


ASIAN BEAUTY 
Ready to relax and unwind 
with our genuinely beauti- 
ful, sensual woman? She Is 
also a very good masseuse 


delightfully experienced in 
th art of pleasure—sensitive 
to your needs, gentle and 
‘sweet, or firm and knowing. 
Just the way you like it! 


617-778-8450 


BUSTY AND EBONY 


Tina, 4900-28-36, Black w/long 
dark hair, 31 yo. Servicing 


South Shore 


508-345-0253, 


617-653-7187 


Fre 
a 


Provi 
body 
and 
befor 


luring 
32. 
never 
ta's 

3600 
beau 
Kenrr 


eucdcawnrs 


Call Sheila AVAILABLE 
2 
Discr 
- 


ASIAN GIRLS 


617-686-9846 


ASIAN GIRLS 
OUTCALLS 
Available 


area: Most 
Metro Boston. 


*82-617-777-7647 


ASIAN RUB 
SALEM/NASHUA 


N.HAMPSHIRE 
Fresh face every week. Cail 
10am-10pm. In/Out 


*82-617-778-3404 


ASIAN SIZZLE 
Lovely & 
beautiful Explore 
your fantsies. 


7 days a week. in/Qut 
(617) 869-3307 


ASIAN SWEET 
Asian girl wait to meet you 
2iyo, 34C-24-37, pretty young 
college girl, very sexy look, hot, 
erotic and sensual massage. 
Discreet IN/OUT call. Ask for 


kate 
617-267-5765 


ASIAN 


Providing you with relaxing 
body massage. All girls young 
and attractive. Discount rates 
before SPM. in/out. 
857-204-6803 
AT YOUR SERVICE 
5'2". 126 Ibs, light-skinned, 
380-24-32, thick in the right 
places, professional and dis- 
Creet. pics online. outcall/incall. 
call and ask for Diamond. 


_*82-857-221-6130 


ATLANTA'S FINEST 
Chocolate playbunny visiting 
Sept. 7th--14th. Brianna “Bi-lin- 
gual” 100% female,chocolate 
Cutie, very sexy, intriguing, al- 
luring. 25, 5’6", 130!bs, 36C-24- 
32. A body 2 die 4. Cum expe- 
rience an erotic sensation you'll 
never forget from one of Atian- 
ta’s finest. India, 5'7", 13Sibs, 
3600-24-34, sexy, erotic ebony 
beauty. 2 girl sessions avail in 
Kenmore Square area. 


*82-404-822-2494 


BARELY LEGAL 
Tanya, 20 yo young, w/ a great 
smile and a body to match. 
Sweet and petite with a whole 
lot of meat.IN calis only 

617-277-9987 
Beyond Pleasures 
Presents International Queens 
of fantasy from all parts of the 
world here to satisfy your deep- 
est pleasures- call for the ex- 

Clusive girl of the month. 
‘978-855-7443 


Fitness model/ 
Bodybuilder. in/out. 
No. Shore area. In/ 
out. Call Darius 
617-653-7187 


Boston's Best 
Companions 


Al Nationalities. 
617-227-0083 


BRAINTREE 
ASIAN BEAUTY 


Ready to relax and unwind 
with our genuinely beauti- 
ful, sensual woman? She is 
also a very good masseuse 
delightfully experienced in 
th art of pleasure~sensitive 
to your needs, gentle and 
‘sweet, or firm and knowing. 
Just the wey you lite it! 
617-778-8450 


BUSTY AND EBONY 
Tina, 4000-28-36, Black w/long 
dark hair, 31 yo. Servicing 
South Shore 


BUSTY BLONDE 
CZECH 


Angela,tail, sensational 
20yrs, 36E-24-36, hot and 
horny, wanting and waiting 
for you. in/out calls 


*82-617-224-8137 


BUXOM BEAUTY 
38E-27-38 Porno looks 
Full lips, Fiat belly. Bubble 


butt. Sweet attitude. Exotic 
role play expert. IN/OUT 


617-970-2711 


36C all Natural. 22yo beautiful 
college coed. S'S" 36C-22-34. 
Ready to PLEASE. Topless 
Massage. 24/7. Ask For Jen. 


__ 857-991-3206 


CAROLYN 
Enjoy the the ultimate Girl- 
friend experience. Classy 
35 yo S'S" 38-28-38 
blonde, curvy in al! the right 
places! Verifiable in/Out. 


781-226-1679 


CHARO 
Very experienced & beautiful 
petite sex goddess. 5'2" 119ibs. 
34c-20-36, 


617-739-7131 
CHINESE GIRLS 


‘Sweet girls. Best Massage. 


Appts near Chinatown, 


617-482-1098 


CINDY 
20 yo PLAY TOV, EXOTIC 
YOUNG, PETITE, SEXY. No 
tush, I'm yours for the moment. 
Mit let you stay and bust. 


508-576-1840 


COLUMBIAN 
BEAUTY 


And friends. Cum experience 
the best GFE in town, and a trip 
to Greece with sexy petite ex- 
otic girls. IN/OUT call. Avail 24/ 
7. Special $150 rates. 


617-412-0880 
CONSTRUCTION 
WORKER 
types. Providing you with a 
good massage and 


more...dinner, clubbing, danc- 
ing. Recent break-up? Don't 
know where to go? Don't see a 
therapist, call us. 


781-346-2280 


CREAMY 


DELIGHT 
2 GIRL SPECIALS 
Mariah: 23 year old Brown 
eyed beauty, 120ibs, 


36D-24-34, 24hrs. Christi- 
fa, 21 yo, 36(-24-34, long 
blonde hair, hazel 
eyes.QUTCALLS ONLY 
"82-781-913-1704 


D-LIGHTFUL 
Suck on D's until you are 
Pleased. Turn the table w/me 
on my knees. 20 yr old sexy 
busty beauty Caria. 

617-671-7929 

ELEGANT ASIANS 

Tired of being rushed? Tired of 
the same lame service? Go to 
the place you can take your 
time. Always relaxed atmos- 
phere. This is the place for first 
timers. Pick up the phone be- 
Cause you have just spent your 
last night alone Call Boston's 
Premiere escort agency. IN/ 
OUT, always pretty young 
Asian women. 


781-346-2280 


BLONDE 

My name is Sasha. I'm 5S 
T2Glbs, 340-26-36, Bive eyes, 
long soft blonde hair, very sexy 
and in shape. Long legs, flat 
Stomach and tan, toned com- 
plextion. Girls avail. Select in/ 
out calls, 24/7. Accept MC/visa. 


*82-617-938-1227 


EXOTIC ASIANS 
Quincy. Young Asian girls 
are ‘ike flowers-beautiful, 
fragrant, sweet, soft to 
touch, and guaranteed to 


brighten your day. We are 
happy to welcome you in 
our relaxing, clean and dis- 
creet place. IN/OUT 


617-785-3963 


FOOT FETISH 
WORSHIP ME. Sexy busty 
Japanese beauty, 22 yo 
college student with beautiful 
feet. Kiss them, lick them, 
massage them, | love it all. 
Call Ashley, 24/7, IN/OUT 


314-335-0968 
FREAK WITH US 


Young freaky couple, love to 
have you watch us play or inter- 
act. Call jill 


617-888-7495 


GEISHA 
TEMPTATION 


Enjoy an amazing touch with 
your dream girl she’s from Asia, 
petite and sexy, beautiful and 
classy, private setting and in- 
dependent, incalts, 


617-851-9699 


GET ME OFF 
I'm waiting for you to CUM over 
and please me or | can come to 
you. Call Freaky Tina. IN/OUT 
24/7. 

508-598-2877 


GYPSIE GIRLS 
Come get entertained by 
the intemational gypsie 


girls. Massages, private 

parties, french maid ser- 

vice. Appointment only. 


HORNY 
V'm homy all the time. | need to 
be pleased. Cail Karla, 19 yo 
petite beauty. 


617-671-7909 
HORNY SLUT 


Slutty young blonde ready to go 
deep and slow, or wet and wild. 
19yo, 38D-26-36!. Always com- 
plete satisfaction. Cum break 
me in while | make your jUIC- 
ES DRIP. 

Slippery when wet. 


*82-617-201-9065 


Hot Asian Girls 
Beautiful, young 
girls are waiting 


for you. IN/OUT 


New girls every 10 days. 
(617) 304-2061 


HOT CHOCOLATE 
I'm 19 yo, jamaican, extremely 
sexy. | have a beautiful choco- 
ate brown skin, great body- 
5'9", 36D(natural)-24-36, | love 
to wear lingerie and have fun! 
Selectively hiring 


617-262-1323 
ISIS 


Sexy 21 yr old who loves to be 
Dom spanked and bent over 
like a naughty little girl. Call me 
24/7. 
617-566-2652 
JEWEL 

Sexy 19yo caramel delight, 
honey-brown eyes, dimples, 
120lbs, 36C-30-36. A one of a 
kind jewel that you'll want to 
treasure. 


617-412-0801 


JOY OF TOUCH 
SOMERVILLE 


Allow yourself to experi- 
ence the pleasure of @ sen- 
sual, nuturing, loving mas- 
Sage by 2 beautiful woman. 


617-839-0641 


KOREAN 


STUDENT 
GRAND OPENING! 10 
MINUTES NORTH OF 
BOSTON. (MALOEN 
AREA) MASSAGE AND 
BODY SHAMPOO. $70/ 
HOUR 


781-443-3716 
LEGAL TEENS 


Boston area, we do what you're 
looking for. Black and white fe- 


males, 18-22. 
IN/OUT calls 


617-412-5012 


ULY 


I'm all you need to put a smile 
on your face. Auburn hair, blue 


eyes. 34D. Cum to me. 


1-508-996-2453 


Enjoy a relaxing massage 
with our attractive Asian 
beauties. You will always 
find someone who exceeds 


your expectations in every 
way. Please call ahead to 
schedule your time with 
one of our erotic beautiful 
Asian Girls. tiam-Nam. tn/ 
out. Blocked calls not an- 
swered 


*82-617-777-7647 


MARCO POLO 


Sexy 21 yo, black/latino male, 
looking to handle my 12” pole. 


617-445-2839 


MASSAGE 
By Asian Girl 
Main St. Nashua, NH 
(downtown) 
603-339-2210 


MASSAGE 

By Korean Giri 
Nashua, NH 
(downtown) 
= 603-889-1045 


MATURE 
Busty, SWF, 40ish, petite, vo- 
luptuous, seeks affectionate 
geritieman. Infout. Massage 
avail. Real GFE. W. Somerville 
8am-8pm. 
VERIFIABLE ONLY. 
*82-781-724-2212 


MEGHAN 
A classic irish American lady w/ 
maturity & intelligence. Auburn 
hair grey eyes. Excellent at 
Massage. Verified outcalls. 


978-682-7776 
MICHAEL 


Masculine athletic male for dis- 
cerning gentlemen 


817-536-1511 


NEED A HAND? 
Tl rélease your STRESS, 
CARESS & won't make @ 


MESS 24/7 in/out. 
617-905-4221 


NEW #1 ASIAN 
Hot new girls. Beautiful. 
Best body rub/shower. Best 
full body massage. Every- 
day. Sam--l0pm. Quarry 
St. Exit 9, $3 South. W. 
Quincy 

857-221-0227 


NEW #1 QUINCY 
Best body rub. Hot Asian 
Birls, beautiful. Young girls 
are waiting for you. Every- 
day Sam--10pm. 


617-773-1212 


NEW #1ASIAN 
Young, beautiful new girls, 
best body rub, enjoy a re- 
taxing massage. Everyday 
SAM-8PM. N9S/128 


781-645-2312 


Nikki Body Room 
Pretty Sexy Asian 
Girls. Dorchester 
Loc. For appt. 
Clean Safe Place 
617-331-3350 


NIPPLES 
if you have a fetish for nipples, 
cum check me out. 5'4", 360- 
22-34, 21 yo, Cail Cassie 


314-335-0971 
ORIENTAL 
FLOWER 


Young sweet smelling 
Asian princess, 7 days, IN 
call 


781-356-8201 


ORIENTAL 


ORIENTAL RUB 
Always 
different. 
Back Bay. 


*82-617-778- 
3404 


ORIENTAL TOUCH 
Open 7days a week. 
Call 10am-10pm 


PRIVATE DILDO 
Calling all gentlemen, Cum 
watch my private toy show and | 
will salute you. Appt. only cal 
Susan 


Our cute Asian girls do the 
professional massage for 
you. Enjoy & relax Cail for 


appts. 
617-328-1682 


RELAX HONEY 
here. Nicole Kidman look- 
alike 36C-24-34, 23yo. 
GFE. IN/OUT vey open minded 
and classy. 2 girl special 


617-595-8015 


SEXY COLLEGE 
CO-EDS 


Avail for incails and Qutcalls af- 
ter 8PM. Visual Guarantee! Se- 
lectively hiring models. 


603-686-2408 
SIMPLY ALLURING 


Classy sophisticated brunette. 
specializing in the art of domi- 
nation, role-play, X-dressing as 
well as central massage. 


617-817-6934 


SPITON 
STICK 


And jerk it off. 20 yo petite freak. 
call Kimberly. Special rates. 


617-671-7911 
STAR ASIAN 


Young girls. Proving the best in 
massage. 10am--lipm Tre- 
mont St 


857-222-5948 
857-222-9025 


SUCK YOU DRY 
Perky and petite, 18 yr old 
beauty. Sexy strip tease with a 
perfect ending. Special low 
rates. IN calls only. Ask for 
Shelly 

857-540-9973 


West Indian Exotic 
Body Rub Down 


Cum and experience the male 
hands from the white sands of 
the West Indies. 

RI, MA, CT. Prvt Dancing Avail 
Always hiring all nationalities of 
women (also hiring drivers). 
401-996-6097; 508-615-8190. 


WHITE 20 yrs, 
S'S", 120ibs, 38C, blonde 
hair, Dlue/green eyes. in/ 


OUT 24/7 
*82-774-232-2291 


Accupressure. 
617-353-3396 


Relaxing Accupressure. 
Somerville, 
Call 617-412-9622 


& FULL BODY MASSAGE 
YOUNG 
ASIAN GIRLS 

North Suburban Boston, 
Meith. of Gesten 


PRETTY 


Grand Opening. Near Rte 
60, Rte. 28, R99 and Rte 
1. 2 miles from 93N. Exit 
32/33. Sam-10pm everyday 
by appt. $70/hour 
781-630-3855 


***ORIENTAL 
MASSAGE 
MALDEN 


You've had the rest, now get 
the best. 


617-594-7317 


*HOT OIL FULL 
BODY MASSAGE* 


4 men/women by a prof guy w/a 

great body & strong hands. Bi- 
Curious & first time welcome!! 
Vincent 

617-247-3323 


Asian Traditional 


Masseusse 
REJUVENATE AMMO AND 
TUINA MASSAGE 
(1) 26 Locust St. 2nd Fir 
(Rte 35) Danvers MA 
TEL: 978-739-8429 
GRAND OPEN! 

(2) 390 Pleasant St 
(Rte 60) Maiden 
TEL:781-324-6888 


Call ahead. 


BEST MASSAGE 
The best massage for your 
relaxation. Near China- 
town. Open everyday 

‘Wam-Tipm. 


617-777-7082 


BEST MASSAGE 
Convenient location, Davis 
Square, Fully licensed. 


617-820-6688 


GOLDEN 


ACUPRESSURE 
ASIAN BEAUTIES 


DO THE BEST 
BRIGHTON 


617-783-1073 
617-816-0128 


The Best 
Chinese Massage 


and Qi Gong for your re- 
taxation in Chinatown. 
Open Everyday 
9:08am to 11:00pm. 


617-785-3349 


NUBIA 
years old 


617.304.9910) 


WANTED FROM 


TEMPORARILY YOURS 


FEMALE OWNED AND OPERATED 


RELAXATION 
MASSAGE 
CENTER 
— 


Orient Express 


24 /7 OutCall 


Only 
The Original 
Asian Independent €scort 
False Advertisement 


Dimensions 100% Guarenteed 


Honesty is our 
only policy 


(617) 
277- 
6605 


Premiere has 
part time 
openings for 
escorts. \ 
Some college 

preferred, 
no exp. 
necessary. No 
transportaion 
needed 


Limited time only. Young beautiful 


models. Incalls Only. Make your 
Dreams Fantasies come true. Call 
while you can. private calls. 


Call 866 840-2501 or 781 210-4708 


for Faster response emeil picture 


Everything you'll need all one package. 
4 
EMAIL CLASSIFIEDS@PHX.COM 
Ask for 20/20 Phone MASTURBATE WITH SEXSOUNDS SSLADIES-- E 
Sex HEAR THESE DESERVE BIG Adult 
: Lingerie, Modeling, Fantasies, Mackenzie 688.266.1466 1-800-251-4414 Phone Sex 18+, Credit Card 1-888-281-4506 since 1978! We looking for A 
Fetishes, Role Playing 1-900-329-0900 __ Real life recordings of gang beautiful, reliable DGD free Fe- R 
800-811-4048 A Sizzling Redhead Only 98 cents per min Male/Female ately (GFE a plus) If you are an 
1-900-263-9666 1-800-618-STUD Must have CC, 18+ All major credit cards accepted Strippers & gaa — = + “i want people while having fun! fe 
Tess 1-856-528-0006 Call 1-888-281-4506 now! to work with a Female Owned, 
PHONE FANTASY 1-800-786-0397 From $.69 to $1.99/min SIZZLING HOT PHONE TALK with Cc 
1-800-809-1557 Naughty or Nice 1-800-785-2833 then we're re) 
Cal 617. 848. From .65c to $2.98/mint8+ With a hot and sexy slut information is kept confidential. T 
800-777-8000 Cartie jilian 888-333-6903 Calithis Sexy Git 82 857-222-5410. 
18+ Credit Cards Only 888-883-1586 Training. $1.93/min. No con. WHERE SING: 
Friend Erin 877-806-0708 Were looking for young attrac- 
Enter FREE code: 5553 Call i 
617-848-1661 from 2.98/min 18+ exotic locations. Get paid daily Now hiring serious adult actors/ 4 
You Want Phone No nec people! No experience--All 
CC, 18+, $1.99 min | want you Money faster response emall pic to NET Sites. Call TODAY for net 
Must Have Card 
18 and up, Credit Cards Misty 888-777-0446 Raven 90-60-4758 800-509-8331 


(40D 353-5100 

1410 Rear Mineral Spring Ave. North Providence, 


Grand Opening 
Massage 


1000 Providence Place Building) 
Providence, 


THE BOSTON PHOENIX 


iL CLASSIFIEDSOPHX 


BEAUTIFUL MODELS AVAILABLE FOR 
SENSUAL PRIVATE LINGERIE NUDE MODELING 


CATERING ROLEPLAYING, FANTASIES, 
FETISHES CROSSDRESSING 


RETAIL SALES UNIQUE HOSIERY, 
STOCKINGS, LINGERIE, BS&M OUTFITS 


237 PARK AVE, 333 COLUMBUS AVE, STE 
WORCESTER, SPRINGFIELD, 
(508) 3736 (413) 731.8826 


STRIPPERS 


YOU RING... BRING! 


New England’s Best Adult Entertainment Services! 


MILD WILD! 
your face your place! 
Guaranteed Attractive Female Male Performers for all occasions 
party too small! One hour door door! 


The Hottest Girl Shows! 
1-800-300-6787 
talent 


The Mood For Nude! 
Check the rest have the best competitive prices 


HORNY? 
— 
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ENGLAND'S CHOICE FOR ADULT ENTERTAINMENT! 


TABLE DANCING TWICE THE THE PRICE! 


EVERY TUESDAY 
FREE SECURE PARKING BUSES ALWAYS NOW OFFER KENO ALL LOTTERY GAMES ALWAYS LOOKING FOR NEW ENTERTAINERS 


$400 CASH PRIZES! 


FOOTBALL 


all the action our 


has 
Most Unforgettable 


FOOT SCREEN 
Complimentary Tailgate Buffet! Only Destination for Stage Participation 


SUNDAYS OPEN NOON for Booking 


SECURE 
PARKING 


- 
~ 
3 
Bottom Exit, Miles et, Right Hand Side. North Exit 


COUPLES WELCOME 


SPECIAL FOR DANCES MONDAY TUESDAY 


COVER 


Birthdays 


866-892-8104 


SHOWPLACE 


147 THOMPSON RD., WEBSTER, 
ATE. 395, EXIT 1-888-41PLACE 
OPEN DAYS 12-1AM COVER BEFORE 


COMING SEPTEMBER 15-17 
STAR OVER 100 XXX 


MORE: FREE BUFFET 


THE BOSTON PHOENIX | ADULT SERVIC 


looking get into the world 
BDSM, but I’m not exactly sure how to go 
about this. Should just club and 
look for someone who might into 
BDSM? And can you give some point- 
ers don’t look like total novice? 
Thanks. 


Boston 


— 


Whoopee! dipping our toes into the naughty end the pool. Will 
like the temperature? know until try! So, dearest Rose, 
Miss Adventure will gladly serve your Floatee navigate the seas 
of BDSM. 


SAFETY WORDS ARE OUR FRIENDS 

Should you club meet lover BDSM? Miss Adventure suggests waiting 
until been around the block before approaching strangers for flogging. Find 
friend lover whom you trust implicitly and ask interested. Open the lines 
communication and decide what your limits are, what might turn you on/off, and 
decide upon “safety words.” These are words phrases that will tell your partner 
that the play too intense without ruining the scene. “Good Lord above! Stop beating 
like owe you money!” mood killer. 


DON’T TIE ME UP BEFORE YOU GO-GO 

tying submissive playing with handcuffs gets you wet and wild, then 
it! But follow some basic rules. Always make certain that the ties the cuffs are 
restrictive, but still comfortable. Going numb subtracts from the fun and body likes 
pinched nerve. Never leave your bondage baby the bed her lonesome; it’s not 
sate. And don’t you just want stare her that sexy sub pose? 


EVERY BREATH YOU TAKE 

When using hoods gags, make certain that the super subbie can breathe. 
donned hood and you’re having trouble taking breaths, adjust the hood for better 
fit. BDSM only delicious when conscious. When deciding between buckles and 
snaps hood gag, with the snaps. Snaps are much easier undo should the 
scene get too heavy your mom unexpectedly stops for visit. 


MR. CLEAN, MR. CLEAN 

Miss Adventure wants remind her BDSM brethren and everyone else who craves 
creative copulation have protected sex. Not all BDSM sessions need end inter- 
course, but they do, make certain wear raincoat. using vibrators, plugs, 
any other daring devices, wash them well after each use. Less-than-perfectly-clean 
plugs are nasty and one digs rash infection. you have multiple partners, (and 
extra cash) Miss Adventure suggests designating specific toys for specific partners. 
That way, everybody will keep his business himself. 


TAKE A CLASS 

Lucky for New Englanders, Sabrina Santiago, MSW, will holding class 
Brookline Holiday entitled, 101. From September 24, Sabrina will 
answer questions about BDSM comfortable and accepting environment. The 
cost the day $10 per person, $15 per couple, and worth every penny. active 
member the BDSM community for over years, Sabrina has wealth knowledge 
and willing share. Stop the Brookline Holiday Inn, 1200 Beacon Street, 
Brookline, 9/24 from and enjoy the experience. 


Hope this helps! 
Lustfully yours, 


listen respond using your credit card, call 800-314-7958 costs $2.89/minute. 


Sorry, cell phones will not work with 976 900 numbers. Use your credit card save money and buy block time. 


WOMEN 
SEEKING MEN 


OCEAN LOVER 

Very attractive, sweet SWF, 33, 
seeks sincere SWM, 33-53 for 
reguiar dates that end with ro- 
mantic, exciting nights “parking” 
along the ocean, where we can 
gaze at the beauty of the moon 
over the water and listen to the 
soothing sounds of the ocean 
as we enjoy each other. Others 
may watch but are respectful. 
Serious inquiries only please, 
all will be answered. Must be D/ 
D free as well as a non smoker 
w/ no tattoos, piercings, not into 
swinging. 4089 


LET'S DO THIS 
RIGHT 


You know you've been 
aa about answering 
some of these ads. What's 
keeping you from doing it? 
is it money? Is it cowardli- 
ness? Are you telling me 
you're intimidated? All | 
have to say is you only live 
once. So, get over your co- 
wardliness, and pull out 
your...um... wallet, and call 
me to place your ad or buy 
a block of time. 


No worries; I'll give you a 
hot deal. just call and see 


*617 450 8761* 


CALLING ALL SUGAR 
DADDIES 

1! am 22, sexy, and frisky. | am 
tall clean and discreet. | love to 
please. | am looking for a man 
to spoil me and keep me satis- 
fied. M2984 
SALT-N-PEPPER? 
Sexy Latina woman seeks an 
older adventurous man, no 
strings attached, D/D free, 
physically fit, salt n pepper hair 
a plus. 2945 
TOTALLY CURIOUS 
Don’t know what to write really, 
but | know that |'m just totally 
curious to see where that leads. 
Don't have a particular thing in 
mind, like | said, just curi- 
ous... VERY. @ JBCA 73253 
SEX-SEX-SEX 
Crazy, kinky female who is into 
anything and everything you 
can think of especially girls, bi- 
sexual guys, bicurious guys, 
threesomes, etc. I'm std-free 
and drama-free. Looking for se- 
rious, erotic males and/or fe- 
males, couples who are down- 
to-earth, clean and between 21 
and 35. just pure, fun sex. @ 
mindingutter 3090 


YOU'VE FOUND THE 
BEST! 

| specialize in pleasure. Aiong 
with this killer body comes a 
great mind and attractive per- 
sonality. I'm looking for gener- 
ous gentiemen to see on a reg- 
ular basis. 2983 


MORE THAN A HANDFUL 
i'm 22, 5'S, WF, brown/hazel, 
with nice breasts and long silky 
hair. | love oral, porn, toys, & 
uniforms. I'm skg someone 20- 
30 who is tall, handsome, D/D 
free, fun, confident in bed & oral 
sex, & able to keep up! 3479 


PLAY WITH ME PLEASE 
| am someone who loves to feel 
good, explore, have a good 
time, and when | walk away, we 
should both be smiling. | like 
someone who knows how to 
please a woman and someone 
who wants to be pleased. A 
person who is not afraid to ex- 
plore and be spontaneous! & 


CUM ONTO ME 
I've been ignored for too long 
Very sexual female looking for a 
no-strings attached experience. 
Give me some rough, yet 
sweet, ravaging in bed. Be 
clean-cut without expectations - 
except for getting off with me. 


‘1875 


TOTALLY CURIOUS 
Don't know what to write really, 
but | know that I'm just totally 
curious to see where that leads. 
Don't have a particular thing in 
mind, like | said, just curi- 
ous... VERY. @ JBCA #3253 


JUST A FLING 

Want a man, but don't want to 
date. Just want some sexual 
adventures. So leave me a 
message if you want to have 
fun evenings in Boston with a 
stunning, classy yet erotic, pe- 
tite 5'3" lucscious green-eyed 
blond with rock hard abs. Not 
an escort. Please be a profes- 
sional and over 35. You ready 
to flirt? 3474 


A PERFECT 10! 
I'm 24 and new to this. A hottie 
to say the least. | am looking for 
someone fun and stable, not 
too old and please be attractive, 
and financially secure would be 
nice. 


SEXY NYMPHO 

Sexy, dark-eyed Hispanic fe- 
male, 25, 5'5", with “anything 
goes” policy. into spankings, 
tickling, toys and more. If you're 
a tall, wild, attractive man who's 
very oral and thinks he can 
keep up, let me fulfil your fan- 
tasies. M9853 


SOMETHING NEW FOR 
you? 

SBF, 25, gorgeous lips and 
thighs, open to anything and 
very adventurous. Looking to 
expand my experience and ho- 
rizons. | enjoy oral and voyeur- 
ism. 4430 


CURIOUS LADY 

| am a single 38-year-old smar- 
tass, easy on the eyes, and well 
versed in missionary sex. | have 
vivid though unrealized fanta- 
sies and would like caring and 
patient partners to guide me 
through sadistic-free adven- 
tures. Portiand Maine area. 
interested in discreet, good- 
looking, professional, literate 
and healthy partners, man, men 
or straight couples. Sense of 
humor a must. Again it is im- 
portant that you can be tender 
and patient while | learn and we 
explore. 3169 


ON THE WINGS OF THE 
NIGHT 

Full of life and incredibly open 
minded, | seek the same in oth- 
ers. I'm looking for someone 
who can be a firm yet loving 
master. | am a willing and well- 
trained sub who has yet to find 
the one who can dominate me 
sexually with both discipline and 
tenderness. 23172 


ITAKE THE 
PLUNGE! 


A few of these ads have 
caught your eye, but you're 
scared shitless to use 
your credit card in the fear 
that your statement will 
read, “I answered an Ero- 
sphere Adult Personals ad.” 
Calm down! it doesn't say 
anything of the sort! It wili 
simply say 'TPI.’ Very coy 
and discreet. just like 
you! So, now that I've re- 
lieved you, pick up the 
phone and get some real 
relief. To use your debit or 
credit card, call 1-617-859- 
3335. 


FEELING 
ADVENTUROUS? 
Write your own ad, and get 
some messages of your 
own from people who think 
just like you do! Call me at 
617 450 8761 to place your 
Erosphere Adult Personals 

ad. Go for it! 


FANTASY ISLAND 
Attractive, tall, hourglass prin- 
cess, seeks secure gentleman 
to fulfill your fantasies. Want to 
explore the other side of life. 


PUERTO RICAN CUTIE 
Seeking a young lover 18-25 
years old, physically fit, D/O 
free, and very discreet. No 
strings attached. 


ALICIN WANDERLAND 
! am hot to trot, curious and cu- 
rious-er. | have big boobs and 
pretty green eyes. | am always 
safe. | enjoy role play and exhi- 
bitionism. Favorite thing: doing 
it in forbidden places. 2724 


SEXY COLLEGE STUDENT 
19 year old, S. Shore area col- 
lege student and dancer, 
5'1,108ibs, hour glass shape, 
nice ass, with a shaved p"ssy. | 
love being slammed and domi- 
nated during sex. Looking for 
Casual sex, male/female. @ 
IcePrincess720 T3566 


BRIEF ENCOUNTERS 
Gorgeous brunette, very sen- 
sual, likes to mountain bike, 
seeks secure gentleman only. 
Very accomdating. 


GOTHIC DOMME 
Seeks playful pet. | am 21, 5'2, 
WF, brown/green. Do you de- 
sire someone to explore your 
wildest fantasies that you 
thought could never come true? 
! cater to many fetishes and 
await your call! 23473 

B&D BONDAGE BABE 
I'm 28, long lovely legs, and into 
kink. Looking for a man under 
45 with culture, flair. Love S&M 
and toys Come to my 
playground! 3352 

TONGUE PIERCING 
1! am 20 year-old 5'2” black/ 
brown, 125Ibs, tattoos, tongue 
and lip piercings. Looking for a 
in shape guy 19+ to have some 
fun with so if your ready to play, 
leave me a message. T3162 


33SWbiF40DD, 5’0” 
HOT / HORNY TEDDY BARE 
LMT, DREAM mASSeuse 
Greek Tantra Goddess, ALL 
languages! Passionate, Caring, 
pierced tongue & kitty, seeks 
adventurous professional who 
enjoys Nudist. 3319 
TEACH ME TONIGHT, 
PLEASE 
Are you a sexually dominant 
man with powerful hands and 
an intuitive approach to BDSM? 
Because of my strength and in- 
dependence, my surrender is 
especially intense. Please be 
experienced, competent, single 
and progressive. i'm S0+ and 
hungry to learn true pleasure. 


BOSSY SPANKER 
Beautiful, bossy, slim-waisted 
hispanic female, aged 31, is 
looking for a buff, and funny 
man to spank me. | am open to 
other BDSM activities as well. 


R27 


STRICT AND SEXY 
Beautiful and dominant, sadistic 
and youn: turn-ons include BD/ 
SM, foot tantilation, humiliation 
scenes, abusive verbality, CBT, 
cross-dressing. Seeking subs to 
worship my body and my mind. 


4463 


BLACK BBW SEEKS WM 
1 am 5’S, with short dark hair, 
dark eyes, and dark skin, easy 
going, funny, and never mar- 
ried. | like a man who is funny, 
intelligent, affectionate, easy 
going, playful, energetic, and 
looking to find a lady to date for 
a real relationship, possibly 
leading to LTR. 9761 
BOSSY SPANKER 

Beautiful, bossy, slim-waisted 
hispanic female, aged 31, is 
looking for a buff, and funny 
man to spank me. | am open to 
other BDSM activities as well. 


1277 


STRICT AND SEXY 

Beautiful and dominant, sadistic 
and youn: turn-ons include BD/ 
SM, foot tantilation, humiliation 
scenes, abusive verbality, CBT, 
cross-dressing. Seeking subs to 
worship my body and my mind 


4463 


SHHH... 
Very attractive female seeks 
one clean, discreet gentleman 
that will take care of me as well 
as | will be taking care of him. 
Serious replies only. 3153 


SLAVE 
Definition: Obedient, open or 
willing to learn and to please, 
patient, beginner or experi- 
enced if you have a knowledge 
of being humble and a desire to 
be with a beautiful domina, you 
may reply. 2590 
DISCRETION ASSURED 
Sensuous, sophisticated, full- 
figured 25-year-old blonde 
beauty in SE Mass, would love 
to meet an affectionate, mature, 
kind, gentieman over the age of 
45 for dinner and more. 72951 


DOMESTIC SLAVES 
Truly selfless, serious, capabie, 
dedicated domestic slaves are 
you ready to roll up your 
sleeves and work hard to serve 
a very busy full-figured lady 
executive in Suuthern Mass? 


T2951 


EBONY AND IVORY 

| am S'6", attractive, exotic eyes, 
dark skin, funny, intelligent, with 
@ great sense of humor. Look- 
ing to find a SWM, attractive, 
sexy, intelligent, and well en- 
dowed. You must be romantic 
and classy. 1735 


TAKE ME UNDER YOUR 
WING 
I'm very ready for new explora- 
tions and experiences. i'm very 
Passionate and sensual to the 
point of insatiable. | have no 
previous experiences except in 
my daily fantasies. Looking for a 
completely self-confident expe- 
rienced dominant person to 
show me the way. Professional 
well educated person in a safe 
and trusting environment. & 
1835 
BBW SUB SEEKS HUNG 
DOMME 

| am a punk rock, submissive, 
BBW into spanking, big cocks, 
and following orders. | want to 
find a well hung domme who 
will spank me. Penetration a 
must, not seeking just light play. 


MALE SUBMISSIVE 
NEEDED 

Live in male Submissive wanted 
by Mistress and Vixen. | own 
room, full house privileges, dun- 
geon on-site. House keeping, 
cooking, errands and computer 
Savvy required. Gay or straight, 
clean neat freak preferred. No 
parties except mine. On the 
Red Line, part time. Low rent, 
utilities shared, application and 
resume, references required. 
Discretion assured. Not a sex- 
ual relationship, but a dominant 
and worshipped Woman's boy 
will do just fine. My parties are 
awesome. You will be the host, 
butler, server, or footstool. 
Whatever | say. 2357 


FOOT VIXEN 

Female supremacist whose 
high arches and perfect toes 
can bring a submissive to his 
knees. Strapped into a straight 
jacket, my toes will tease you to 
the brink of insanity. Inesca- 
pable bondage mingled with 
unimaginable titillation. 9049 


VERY VOLUPTUOUS 
SBF seeking very single 
WM who are sexually ad- 
venturous, and willing to try 
new things. 2346 


BIGGER THE BETTER 
Sexy, dark-eyed female, 24, 
5'1", dark-skinned, 140lbs, 
turned on by a well-built man, 
30-45. Must be well-endowed, 
6"+, also romantic, N/S.%9237 

PENELOPE CRUZ LOOK- 
ALIKE 
SWF, 23-year-old, college stu- 
dent, seeking unmarried pro- 
fessional dominating father-like 
male, age 25-37. 2584 


WATCH, PLAY, COMMAND 

| have two beautiful slaves, 
ages 22 and 24, and they are 
eager to please me. As a Do- 
minatrix, | am seeking a domi- 
nant male partner to share in 
disciplining duties. Come visit 
us in my lair and We will instruct 
them on how to please Us. & 
2006 


AGENT 36-24-36 
Looking for mysterious men for 
sexual liaisons. Here's the 
catch- we only use code 
names. | am a hot, vivacious 
young woman who is looking to 
add some suspense to her love 
life. Let's meet, but think of a 
code name first! 2004 
GOOD LIL GEISHA 

Young Japanese student, 21, 
looking for a sugar daddy to tell 
me what to do. I'm small boned, 
with long black hair and a sub- 
servient manner. Tell me to get 
your dinner, your slippers, or do 
something else! 2005 


ORAL EXPERT 
Gentlemen, get your tongues 
ready for me! | am 4'11", with 
slender hips, pert breasts, and 
shiny brown hair. | love having 
oral sex and | love returning the 
favor. I'm 23 with a variety of 
flavored lubricants to choose 
from. Hit me up! 1997 


HOT CHOCOLATE 
African American hottie, 28, 
great cheekbones, luscious 
thighs, seeks someone who is 
ready to drink my warmth. I'm 
6'2", but | just want short guys- 
under 5'8"! Try eating marsh- 
mallows off of my belly! 1995 


PEEPING POLLY 
32 years old with an MBA and 
my favorite way to get off is by 
watching others. Looking for a 
man who is interested in being 
my peeping partner first and 
then maybe something more 
Black hair, green eyes, nice and 
trim! 1991 


RAL 


Attractive, sexy SWF, 33, 5’5”, 
brunette, nice body, 34C. Seeks 
SWM, 31+, for reciprocal! oral 
fun, possible LTR. Enjoys exhi- 
bitionism. 4089 


EROSPHERE LIVE! 
Eavesdrop on real life sex- 
ual encounters. Listen in on 
horny sluts getting plowed 
as they moan and groan 
and beg for more. 

81-4502 


MEN SEEKING 
WOMEN 


kkk 


1S IT JUST ME, 
OR IS IT GETTING 


HOT IN HERE? 
And you should be getting 
hot too. If you are a woman, 
and want to get in contact 
with any of the men adver- 
tising in this section, then 
give me a call, and I'll hook 
you up with some FREE re- 
spondent time. Go on, you 
know you've been thinking 
about it. Call 617-450-8761 
for a trial 30 minutes to talk 
to these fine gentlernen. 


617-450-8761 
kkk 


WANTED 
SUBMISSIVE 


Petite female, Handsome SWM 
who likes to have fun. Seeks 
young bi hourglass (D/T mas- 
sage bondage goth) let me be 
your master. 3235 


LUXURY REWARDS 
Wealthy, handsome SWM, 6'1", 
blue eyes, seeking pretty SWF, 
20-28 yrs old. I'll help you fi- 
nancially & with life. | am sin- 
cere, playful & fit. 3483 


SWING WITH ME! 
Tall, handsome, HWP, 41 skg 
attr. HWP lady 30-50 for swing 
parties leading to possible LTR 
Be safe, sane, D/O free & S-12 
miles from Dedham 3478 


EROTIC NAVY C*CK 69 
SWM, 55, Lusty mate, needed 
to navigate seas of erotic fan- 
tasies. Chart course to islands 
of mutual fulfilment. Seek dock 
for cock to explore exotic 
fantasy. 3476 


HARLEY RIDER 

48yo, long-time Harley rider, 6° 
200Ibs, good shape, attractive 
seeks valuptuous, sexy woman 
btwn 30-40 who likes a mans 
mouth all over her. Be clean, D/ 
D free, shaved, somewhat dom- 
inant sexually and ready to ride 
dance and laugh. South Shore 
area, 3475 


TEACH ME 

Good looking WM in 50's, D/D 
free, looking for an attractive 
lady to show me all the ways 
there are to please her. I'll try 
anything you want. 73163 

AIRLINE PILOT 
Handsome, mature. Would like 
occasional long term enjoyable 
encounters with a very slender, 
mature, uninhibited woman at 
your place daytimes. 73156 


i WILL BEG FOR IT 
Severely submissive SWM 
begs to undergo a com- 
plete ego destruction done 
by a demanding and com- 
manding dominant female. | 
will fulfill your every devilish 
desire and wicked whim. | 
will succeed where many 
other very good slaves 
have tried so hard but 
failed. PLEASE, PLEASE 
call sacred GODDESS. 
9106 


COME GET SOME 
SWM seeking women 25-50 
into voyeurism, oral sex, ex- 
ploring and fulfilling fantasies, 
D/D free. 73151 


MEN SEEKING 
MEN 


BEFORE PENETRATION 
Most of my friends would say | 
have a dominant side. | am S'6” 
and 15Sibs. Love sensuality - 
like touching, candles and mas- 
Sage - are as important as sex 
Foreplay is fun. | like (lots of 
foreplay before/going straight 
to) penetration. 3176 


BI-CURIOUS 

Good looking,. in-shape, 
discreet, and clean bi-curi- 
ous WM, 33, seeks similar, 
20-40, for no strings body 
worship, massage, maybe 
more. Feeling under-ap- 
preciated? Wife not giving 
and game? Let's get to- 
gether. 


AVAILABLE FOR YOUR 
PLEASURE 
Well built male 40, clean, salt & 
pepper/hazel, 6” cut and 
shaved. Bi bottom very open, 
Passive and discreet. I'm new to 
this and looking to meet either a 
couple or M/F that | can have a 
good time with. Into nudity and 
exhibitionism, group sex , and 
anal. @ ma978m 3660 


NH OCEAN ESTATE 

GWM 40 needs houseboy 19- 
26. Landscaping, house clean- 
ing, painting, dog walking, care- 
taker. Weekends off. Hours 7- 
3:30pm M-F, flexible. Free din- 
ner, personal room. Trustwor- 
thy boy only, drug free. Or if not 
interested in duties, just a room- 
mate $150 a week. 3647 


OLDER TOP NEEDED 

By willing SUB BOTTOM 
Please, oh, please, be older, 
nice, and of course, endowed. 
Looking for someone who 
knows what they are doing, en- 
joys long sex sessions. Must be 
a top. @ jhcloser 3087 


JUST VISITING 

Just visiting but have the use of 
a friend’s house. I'm a very ac- 
tive Bi who likes to give and re- 
ceive. I'm looking for someone 
low key, quick and quiet. | have 
to return home soon but may 
return often. @ bprince 3483 


WILLING TO TRY 
ANYTHING 

Mainly looking for one-on-one 
bedroom action but wouldn't 
mind a third. I'm willing to try 
just about anything but lets take 
it slow because I'm new at this. 
@ muffin 1959 #3572 


PULL MY HAIR 
I'm 20, 5'6, WF, blonde/hazel, 
curvy, full lips, & nice eyes. I'm 
dirty, spontaneous, & sensual 
Interests: Oral, bondage, porn, 
spanking, dom/sub, getting my 
hair pulled, and s*cking c*ck. 
I'm skg a tall, built, strong, well- 
endowed, WM 21-30 for mutual 
masturbation & being forced to 
submit. 3481 


1365 


THE BOSTON PHOENIX 


ADULT S 


listen respond, Call 7-976-7587 Call costs $2.89/minute. Must 18+. Outside Greater Boston call 900-226-8559 


Sorry, cell phones will not work with 976 900 numbers. Use your credit card save money and buy block time. 


What's this symbol about? 


When you see the @ at the end of an ad, that means the 
advertiser has a profile (and maybe even a picture!) at 
our online personals site. Note the username listed after 
the @, and check it out at 


www.erosphere.com 


SMILE AND SAY “YES SIR” 
GWM, 51, 5’11", 160!bs, beard- 
ed, seeks submissive for train- 
ing and servitude. Must be at- 
tentive to my various needs 
while satisfying yours. | want to 
bond for ultimate union. Inter- 
ests include leather, bondage, 
boots, uniforms, discipline, and 
flexible interests. Safe and 
sane. So. NH. 3477 


SEEKING SISSIES 
Dominant, WM, 31 fit, clean, d/d 
free very well endowed, seek- 
ing extremely submissive male 
to service me. 3237 


HORNY IN N. PROVIDENCE 
I'm a bi-sexual horny bottom 
from north providence looking 
for other guys in my area to ser- 
vice on a regular basish. Race 
or married doesn't matter. 

3320 


UNDER SPECIAL 

CIRCUMSTANCES 
Need help to get there. Need 
someone who can get me feel- 
ing right, then sit back and en- 
joy it. If you're feeling really right 
bring big thick friends to cum 
over. 3167 


SOCK/FOOT FETISH 

| am a 28-year-old attractive 
SGM looking to meet another 
guy into sock and foot worship. 
Must love other men's feet, 
massaging, sucking, footsie, 
sock sniffing. Large shoe size a 
plus but not necessary. 3168 


THE BIG STEP 

I'm married but have been cu- 
rious. | use all kinds of toys on 
myself including an 18” rubber 
dildo, which | took all the way. 
I'm looking for one or two men 
to have a three way with me 
No handcuffs. | think | can take 
anything. I've done oral before, 
and | do swallow. 3174 


INTENSELY SEXUAL 
Bi-chemist seeking some fun 
I'm an older Bi-WM with a Bi/ 
Les 26-year-old girlfriend (who 
sometimes accompanies me). | 
am intense and driven by the 
pleasure principle... just do it 
I'm tooking for diverse people 
and pleasures. There's always 
room for new flavors and tex- 
tures. Adventurous exhibitionist 
people are a great deal of fun 
and a great turn on. 3175 


SAILOR FOR A MATE 

I'm looking for fun times. Lets 
talk. | love beaches, trying new 
things with people, love to 
laugh. Looking for someone 
who is open minded, likes 
beaches, going out and open to 
new things. #3205 


THREESOME OR MORE? 
Looking to have sex with more 
than one partner, 21-40 at the 
same time, men or women, for 
some good clean fun. No 
strings. That's a huge turn on to 
me. @ Ful0fSin 73567 

TO SERVE AND OBEY 
I'm a good looking, smooth, 
submissive man and looking for 
my master to serve and obey. | 
love to be told what to do. @ 
sam4o1 3568 


MAKE IT BIG 
I'm masculine, very good look- 
ing, very discreet and horny 
looking for a well-hung man 
who is 0/0 free. e 
HOTMOUTH4 73570 


LOOKING FOR FUN 

I'm a 23 year old SBM S'S 
200!lbs, uncut 6”, shy, good 
looking and easy going but it 
doesn’t stop me from getting 
caught up in the moment. Any 
age for sex and discreet fun. @ 
soboredinboston 

LETS TRY THIS 
I'm 28, clean, safe, hot, sexy 
and living S. of Boston. | just 
want to get laid with no strings 
by someone who knows what to 
do with my cock. 3516 


AROUSE MY CURIOSITIES 
32, straight, clean cut, boyish 
male looking to experiment 
Looking for safe discreet en- 
counters. | want an older, edu- 
cated top. Be a good person 
who is interested in having fun 


9962 


SEEKING FEMME GUY 
Masculine, GWM, middle-aged, 
seeking femme type GWM, S0- 
60, for evening or w/e geto- 
gethers. Smooth-bodied guys a 
plus. Enjoy the outdoors and 
beach. 


THINKING ALIKE? 
I'm 5'10 160!lbs, good looks, 
in shape, seeking a similar 
male who enjoys some 
good oral and anal fun. 
Safe and clean, D/D free, 
discreet. Call me. 3484 


GREAT ORAL 
CWM, 45, seeks clean, hung 
men, straight/gay/Bi, who en- 
joys receiving great oral. No re- 
ciprocation necessary. | have 
place. Mass South Shore area. 


‘10390 


WOMEN 
SEEKING 
WOMEN 


LOVE BREASTS 

I'm a bisexual female looking 
for a sexual relationship with a 
woman or a couple (2 women). 
I'm love sex with women of all 
shapes, sizes and colors. | am 
very interested in bondage and 
nipple play. Must be clean and 
shaven. No drugs with the ex- 
ception of mary j. Please be 
willing to travel to me. 3173 


PHYSICAL FUN 
| like the idea of physical close- 
ness between people. Sexually 
is definetly the least messy and 
most fun. | just want to have 
fun. @ fuckitnow T3665 


BI-CURIOUS 
Sexy beautiful woman seeking 
a first time adventure with a fe- 
male age 25-45. I'm very bi-cu- 
rious and D/D-free of course. | 
want to explore my other side 
with you. T9636 


HEDONIST GIRL 

I'm a cute, but shy girl, that likes 
to try anything at least once with 
other cute girls. | like to be told 
what to do, punished, anythine 
to make you happy. Your girl 
friend/boyfriend can watch or 
help. @ pinupgrri 13325 


VERY CUTE 
Very cute, 25yo, athletic build 
36D. | have a dominant per- 
sonality in daily life, but | am 
submissive with girls. Looking 
for very cute and dominant gir! 
for a friendship. @3485 


CURIOUS BEAUTY 
I'm 28, 5 5S’, long brown hair, 
thin, high heel and make-up 
type of girl. I'm in a relationship 
now, & looking for discreet 
encounter(s) with a feminine 
woman. | have never done this 
before. @ beanie4 3485 


AWAITING SOME FUN 
I'm a female looking for lots of 
sexual fun with women, male/ 
female, swingers, or couples to 
be activiey involved ic} 
leosex69 T3573 


NEED IT BADLY 


Need someone to be with. 
Been alone too long. I'm aver- 
age ht/wt looking for a femme. 
Need someone who loves to 
play. Can go on for long period 
of time. Let me tell you I'm the 
best and will satisfy you in every 
way. Let's go. 3204 


COUPLES 


HORNY 


We are an attr. WC, new to this 
skng women/couples 21-32 to 
help fulfill our fantasies.She is 


We are a young couple 24/27 
and have been together S yrs 
and want to explore. Looking 
for attractive couples that we 
can hook up with and have 
group sex and or swap. No 
strings. @ werock4 T3662 


SWING WITH US 


Attractive married couple look- 
ing for a fun couple to help 
show us the way of the swing- 
ing world. 


TAKE IT SLOW 


Life is good, and we are fun to 
be with. Sexy, sensual, and cu- 
rious. We are the type of couple 
who people love to be around 
because we are always happy 
and love what life has to offer. 
We like to take it slow, and build 
a good relationship with awe- 
some couples and singles we 
meet. We are looking for sin- 
gles or cou 
tractive 
Lets ge h other 
and ha 0396 


ho are very at- 
e are too 


FEMALE FOR COUPLE 


We are a couple in our early 
40s, weight/height proportion- 
ate, new at this looking to ex- 
plore new things. Looking for a 
female in good shape to ex 
plore with. Be safe and sane as 
are we. @ 2fourfun3 T3575 


COME JOIN US! 


We are a good looking couple 
26 he's 30 tke for a good look 
ing, fit female 24-35 for some 
intimate fun. | want to watch you 
with my fiancee and also inter- 
act. 3482 


SEEKING COUPLE 
SWM, 6 ft, 47, 165 ibs 
brown hair/ereen eyes 
neat, clean and discreet 
Seeks couple for friendship 
and intimate encounters. 

Ta588 


EAT ME, BEAT ME 
Recently divorced guy looking 
to live life. Try new things and 
meet new people. I'm looking 
for someone who is willing to try 
new things and teach me some 
new things also. 3319 


YOUNG COUPLE 
Couple, 32/30, curious - looking 
for females/couples. We are a 
professional couple living in 
MA. We are curious about al- 
ternate lifestyle experiences 
with a tady (30-45) or young 
couple (30-45). Please be at- 
tractive, sexy, outgoing, VERY 
CLEAN, VERY DISCREET, and 
fun. 3170 


THE BI WOMAN IN YOU 
Married 10 years, love my wife 
and she loves me. Recently 
thought it would be hot to find a 
sweet, sexy, heated bi or les- 
bian to share our extremely hot 
an dirty sex life with. You will be 
glad u stay in our bed. Looking 
for sexy fun down to earth lady 
not shy who can heip show my 
wife why | love to eat her tight 
wet juicy pussy. Let’s show her 
together. No men or trans 
please. 3171 


A PRETTY LADY 

We are two working profes- 
sionals, and have been dating 
for S years. Now we're looking 
to have fun. Both new to this. 
Looking for a pretty, in shape 
woman that would like to have 
a fun encounter. 3180 


THREESOMES 
A great couple that is looking 
for a long term relationship with 
a cute fun guy. Looking for 
good times, travel and fun sex- 
ual times with a really great 
couple. 3181 


CURIOUS IN SALEM 
interested in a social non ob 
trusive meeting with another 
couple. We are 34 and 35, pro 
fessional and looking for some 
passion. We believe that ex- 
ploring some fantasies will give 
us that passion. Very committed 
married couple, basically, look 
ing for some unadulterated fun! 
Please be a non-aggressive, at 
tractive like couple in the metro 
Boston area. Minimal experi 
ence is a plus. Let's take it slow 
and then accelerate it! @ curi 
ousmascouple 3252 


VIRGINS TO ALT. LIFE 

But willing and quick to learn 
We are a young married couple 
who love sex and looking to 
add a littie variety in our life. We 
are 0/D free, easy going and 
looking for a young couple for 
adult fun. @ LSAL 3569 


FREE SWING PARTIES 
Small intimate home. Cou 
ples and single women in 
vited. N/S, casual and sen 
sual atmosphere. 8258 


STIMULATE MIND & BODY 
We are looking for an intelli- 
gent, lefty, sexy ferme for ur- 
ban exploration, exotic travel 
extraordinary cuisine, intellec- 
tual stimulation and erotic play. 


3353 


Cpls who like to be watched: 
Slender, bearded, hung, NWM, 
late 40's, sks playful, adventur- 
ous cpls to watch & join. 3161 


WE LOVE SEX 

I'm 38, shes 30. We are a fit 
couple. Looking for a similar 
couple. Open mind to go out for 
a drink, to know eachother bet- 
ter and if everything works out 
fine, ready to have some fun 
and safe sex. 3158 


DOUBLE ASIAN 
Loving Asian couple looking for 
new lifestyle. Looking for single 
man, lady or couple to explore 
with us. @ cantsleepcp! 2444 


DOUBLE ASIAN 
Loving Asian couple looking for 
new lifestyle. Looking for single 
man, lady or couple to explore 
with us. @ cantsleepcp! 2444 


EROTIC FUN 
Young couple in their 40s look- 
ing for a man/men, 30+ for erot 
ic times. D/D free, wt/ht, well 
endowed a plus! T2946 


50 SOMETHING 
COUPLES 


Looking for a fit and classy 
couple, that would enjoy pleas 
uring and getting pleasured by 
a well endowed gentleman, for 
playful and erotic times. 0/0 
free very discreet. 2061 


WHAT’S YOUR 
PLEASURE 


LETS TRY NEW THINGS 
We are a couple who would like 
to try a threesome with anther 
women. We are looking for 
someone who has an open 
mind and is not afraid to try new 
things. @ mygiris9 T3664 


NEW GIRL IN TOWN 

I'm truly a unique individual. | try 
to live my life as much as pos 
sible in women’s clothing. Uiti 
mately, I'm looking for a woman 
18-50 who is understanding 
and encouraging of the way ! 
live my life. I'm open to a rela 
tionship with a man who would 
be willing to treat me like a lady. 
Prefer @ KaraB2 

73663 


LOOKING FOR 

ADVENTURE 
I'm in my 30's, very good look 
ing and in good shape looking 
for a female or couple 21- 45 in 
good shape. Would love to ex- 
periment and try new things 
Looking to experiment and 
have kink and fun. D/O free. @ 
rudyaz 3659 


LETS HAVE SOME FUN 
We are a couple looking for a 
female for some intimate fun 
I'm only for her. The two of you 
can enjoy each other freely and 
openly. @ brendave 73658 


STRAIGHT MEN IN RI 
Attractive GWM to orally 
satisfy attractive straight 
men. Clean d/d free won't 
be disappointed Discretion 
assured. 2467 


STRESS RELIEF 
4 STRAIGHT 
GuYS 


Looking for straight men 
who want to stand and be 
serviced by an attractive 
GWM in his 30's 0/0 free 
and discreet. 3238 


OLDER MARRIED COUPLE 
Would like to meet with mature 
Female, 50+ for exotic encoun 
ters, D/D free and N/S. Race 
unimportant, travel or host 
4288 


NO STRINGS FUN 
'm a good looking 30 year old 
bi male looking for easy going 
men, women or couple for no 
strings attached fun. | like all 
shapes & sizes in woman. In 
men | prefer slim, smooth & not 
too tall. @ esf0714 3574 


STEAMY PHOTOS 

Ne are a couple that likes erotic 
photography looking for a 
clean, large breasted, attractive 
woman under 47 who would be 
willing to participate in some 
steamy photo 

newman38 3484 


sessions 


EDGE OF SEXUAL 
DESIRE? 
Tall, lean, fit, open-mided, mar 
ried white male who seeks erot 
ic interaction with couples. | can 
be a passive observer or active 
participant. Age, race and looks 
are unimportant. 3324 


LET US ENTERTAIN YOU 
Bi-sexual 
30’s looking for mainly bi-males. 


secure couple in 


We aren't perfect-we are rea 
® candkforyou 73571 


was exciting enough for you call 
now excite with your message! 


Too many you just leave name and number. 


Would you call back you were me? 
Try telling what you look like, what you enjoy 
and what you'll like together! 


worth the time! 


Adult Personalg 


a bi-curious he is straight. 3486 


Walk-In 
days week 10am-12pm 


112 Union St.- Floor 
(Telephone Building) 
Providence, 


Directions from 1-95 Southbound from Northbound 


Take exit Atwells Ave. Take exit Service Road 

Turn Left Atwells Ave. Turn Right Broadway 

Turn Left Fountain St. Turn Left Fountain St. 

Turn Right Dorrance St. Turn Right Dorrance St. 

Turn Right Westminster St. Turn Right Westminster St. 

Broadway Turn Right Union St. Turn Right Union St. 
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THE 9/11 COMMISSION REPORT THE FIRST AMERICAN EPIC? 


_BY DANIEL AARON, LESLIE DUNTON-DOWNER, AND HARVEY SILVERGLATE 


THE 9/11 COMMISSION REPORT ACHIEVED SINGULARITY THE ANNALS 
AMERICAN PUBLISHING EVEN BEFORE WAS AVAILABLE THE PUBLIC. 
FIVE DAYS BEFORE THE JULY 22, 2004, RELEASE, THE BIPARTISAN 


National Commission Terrorist Attacks 
Upon the United States raced complete 
its findings. Editors the New York 
offices W.W. Norton would have 
opportunity examine the document, 
which the company’s president had al- 
ready agreed carry sight unseen. 
July 17, the commission staff uploaded 
files the Report secure Web site. 
Within 120 hours the manuscript’s 
completion, 580,000 copies the au- 
thorized edition were printed, bound, 
shipped air, received bookstores, 
and shelved for sale $10 apiece. 
noon in each US time zone on July 22, 
customers from Washington, DC, to 
Hawaii, and Alaska Puerto Rico, had 
purchased copies The 9/11 Commission 
Report. Never before history hada 


book manuscript been quickly turned 
around and made available throughout 
the nation. 

The 9/11 Commission Report soon reached 
the top bestseller lists. Within eight 
months, some nine million copies vari- 
ous editions had been sold downloaded 
from the commission’s Web site. Respond- 
ing Internet review pages, readers used 
the words “gripping,” “riveting,” “powerful,” 
“American,” and “universal” to describe 
the document. On October 13, 2004, the 
Report was nominated for the National Book 
Award nonfiction. Washington Post 
writer called memoir” the 
confessional mode, using “ultra-spare, 
purposely unemotional yet quietly 
seething language American pain.” 

Clearly, The 9/11 Commission Report 
struck deep national chord, even 
resisted neat classification. factual 
work, but places resembles fiction. 
written narrative, but informed 
oral accounts. tells past events vital 
the cohesion people, but never 
loses sight the fact that these events 
were era-changing, that they have 
irreversibly altered the people’s future 
course their fate. saturated with 
information, but the narrative glue that 
holds the details together composed 
familiar story threads, well-burnished 
the language its time, and addresses 
national audience, but the narrative, 

extensively translated, engrosses 
worldwide readership. Such odd 
mixture traits may first glance 
suggest that the Report narrative 
anomaly, neither fish nor fowl. 
But these are also among the very 
traits that define the literary 
genre that the Report belongs to: 
the epic. course, only Americans 
themselves can decide whether 
the Report America’s articu- 
lation itself. Were that happen, 
though, the Report could the 
first work American history 
qualify compellingly 
the nation’s epic. 
Epics articulate deep and lasting 
values that give collective life coher- 
ence over time, from generation 
Chiefly taken with 
people’s common vision over the long 
haul, epics place action sacred tem- 
poral order that imparts continuity 
secular facts and chaotic events. 
Commission Report may open the middle 
the story’s action, for example, but also 
back time, recount earlier 
events that bear the story’s principal 
themes, not until third the way 
through that the Report considers “The 


Millennium Crisis” 1999-2000. Seemingly 
unlinked threats follow the USS Cole 
attacked; the transition from the Clinton 
the Bush administration yields national 
fiasco until concluding account 
counterterrorism efforts through Septem- 
ber 10, 2001, suggests that the unfolding 
story not merely historical. Indeed, the 
Report presents 9/11 the belated arrival 
apocalyptic event fully anticipated 
appear preordained. Whatever their 
form biblical visions, cosmic battles 
between good and evil, ideals worth dying 
for sacred themes infuse even the most 
secular details epic narratives with glow 
timelessness, and The 9/11 Commission 
Report, though fact-laden and bureaucratic, 
exception. 


ABOVE AND BEYOND 

The epic qualities The Commission Report 
begin precisely where the Report diverges 
style, scope, and content from other 
commission reports. Such reports are de- 
signed halt debate about unsettling 
national episode, even they may evade 
hard questions and assign blame pursue 
all-too-convenient conclusions. case-in- 
point The Roberts Commission Report (1942), 
which investigated America’s disturbing 
failure prevent the Japanese attack 
Pearl Harbor, and saddled two American 
military commanders with the blame. 
Senate resolution exonerated them 1999.) 
The commissioners made attempt 
explain understand “the enemy” Japan, 
the Japanese. Instead, the Roberts 
Commission satisfied itself with scape- 
goats, and broader questions were neither 
asked nor answered. 

contrast, the 9/11 Commission 
vastly exceeded its mandate. Like certain 
institutions within the American legal 
system that, under extraordinary circum- 
stances, deviate from their established 
patterns consider runaway grand juries 
that defy prosecutor’s expectations, 
those rare (but often memorable) Supreme 
Court opinions that speak with great 
latitude principles broader than the 
precise legal questions hand the 
commission felt compelled push the 
envelope take matters elemental 
concern the nation’s identity. that 
vein, the commission actively probed the 
motives of Al Qaeda, and reconstructed a 
sequence events which Osama bin 
Laden and his associates planned and car- 
ried out their plot. Such probing into the 
workaday habits, operational plans, and 
ideology the enemy, while unnecessary 
for assigning blame parties un- 
prepared America, essential the Report’s 
goal understand what the attacks 
mean the nation. 

Taking this liberty, the commission 
pursued its mandate unconventional, 
yet quintessentially American manner, 
opening the way for the Report engage 
national storytelling. The Report speaks 


EXTEND 

Re 

‘ 


behalf the American people, represented 
the evenly bipartisan 9/11 Commission. 
addresses Americans single commu- 
nity free individuals and calls them 
strengthen themselves through unity amid 
ongoing national debate. Official mani- 
festoes this kind tend avoid poetic 
thetoric, and certainly The 9/11 Commission 
Report the traditional epic 
sense. But 567 pages the commission 
staff analyzed some 2.5 million documents 
and interviewed roughly 1200 people 
undeniably long narrative work. 

oral cultures, poetic devices such rhyme, 
meter, and alliteration aided memorization 
lengthy works. our culture, however, 
the epic voice relatively prosaic. 
Report, subtly poetic occasion, speaks 
the flatter, plain-talk, fact-seeking ac- 
cent the American democratic voice: 


Tuesday, September 11, 2001 dawned 
temperate and nearly cloudless the 
eastern United States. Millions men 
and women readied themselves for work. 
Some made their way the Twin 
Towers, the signature structures the 
World Trade Center complex New York 
City. Others went Arlington, Virginia, 
the Pentagon. Across the Potomac 
River, the United States Congress was 
back session. the other end 
Pennsylvania Avenue, people began 
line for White House tour. 
Sarasota, Florida, President George 
Bush went for early morning run. 

For those heading airport, 
weather conditions could not have been 
better for safe and pleasant journey. 
Among the travelers were Mohamed Atta 
and Abdul Aziz Omari, who arrived 
the airport Portland, Maine. 


Like traditional epics, the Report recalls 
age-old beliefs, motifs, and narrative for- 
mulae. hear echoes the early 
Protestant sermon, which typically included 
behavior, hopes redemption, and vision 
earthly City God. This the burden 


THE AMERICAN TALE the great white whale could submerged the epic grandeur 


The 9/11 Commission Report. 


Michael Wigglesworth’s The Day Doom 
(1662), a bestseller in 17th-century New 
England. Its opening lines, “Still was the 
night, Serene and Bright, when all Men 
sleeping lay; Calm was the season, and 
carnal reason / thought so ’twould last for 
ay,” are followed by a description of a sinful 
people engulfed the horrors Judgment 
Day. The 9/11 Report presents comparable 
scenario. Millions Americans are head- 
ing off work when terror strikes. And 
the wheels government are turning 
noiselessly when the minions Hell crash 
into Eden. Disaster. But people endure the 
malicious attack, and the Report affirms 
the resourcefulness and steadfastness 
both the victims and the survivors. 

The September assault unsus- 
pecting America repeats theme old 
Homer: the enemy infiltrates and causes great 
destruction. Wily Greek warriors trick their 
Trojan adversaries hiding inside hollow 
wooden horse that the Trojans triumphantly 
drag into their citadel. Once inside, Greeks 
emerge from the horse surprise the 
Trojans and sack Troy. The Report, 
less cunning terrorists enter the hollows 
American jet airliners. Like the Trojans, 
Americans welcome the vehicles about 
destroy them. The cheerful national dispo- 
sition captured the hospitable phrasing 
the weather predictions, which “could not 
have been better for safe and pleasant 
journey.” Further into the Report, employ- 
ees certain governmental agencies re- 
vive another Trojan voice, Cassandra’s. She 


was the clairvoyant princess Troy whose 
strident warnings about the Trojan Horse 
went tragically unheeded. 

Beowulf offers Old English epic 
enemy infiltration equally appli- 
cable to The 9/11 Commission Report. Like the 
America depicted the gleaming sun- 
rise September 11, the sky-scraping 
medieval citadel Heorot, built and 
named the Danish king Hrothgar, ini- 
tially presents idyll political serenity 
and social ease: 


And soon it stood there, 
finished and ready, full view, 
the hall of halls. Heorot was the name 
had settled 


The hall towered, 
its gables wide 


times were pleasant for the people 
there 

until finally one, fiend out hell, 

began work his evil the world. 

Grendel was the name this grim 
demon.... 


had dwelt for time 
misery among the banished 


Then dawn brightened and the day 
broke 

powers destruction were 
plain.** 


Majestic company 


No one on the 9/11 Commission set out to produce an epic. But 
intention has never been a great predictor of a work's epic sta- 
tus. Note some of the renowned titles now classified as epics: 
GILGAMESH [BABYLONIA] | THE ILIAD and THE ODYSSEY 
[GREECE] | THE RAMAYANA and THE MAHABHARATA 
[INDIA] | THE SONG OF ROLAND [FRANCE] | EL CID [SPAIN] 
NIBELUNGENLIED [GERMANY] | NjAL'S SAGA [ICELAND] 


engrossed readers across the world. 


No teller of these tales planned to fashion “an epic.” But they 
emerged as epics nonetheless out of necessity to recount and 
attend to stories of colossal collective experiences. All are epic 
narratives that remind a people, over the course of generations, 
of their distinct past and way of life. Through the ages the 
urgent meaning carried by these works of literature have also 
_Leslie Dunton-Downer 


Out the blue comes diabolical 
Grendel. Like America’s terrorists, 
dangerous operator, grudge-holding and 
destructive, excluded from the splendors 
within Heorot’s towering hall. Like the 
Twin Towers, Heorot proves too lofty and 
too visible for its own good: spawns 
brutish envy and unsettles cosmic balances. 
The unprepared people Heorot and 
their hapless leader Hrothgar are first 
overwhelmed their attacker, until 
Beowulf arrives with his men defeat the 
monster, restore peace Heorot, and 
strengthen Hrothgar’s leadership. 

The Report presents America’s attack- 
ers as an alarmingly new enemy, a hybrid 
of the very different kinds of foes to be 
found Homeric epic and Beowulf. 
Qaeda operatives follow discernable 
(even if decentralized) chain of com- 
mand, plan actions advance, and exe- 
cute ingenious ruse. degree, they 
are a “worthy adversary,” akin to the 
Greek army that fittingly opposed the 
Trojan forces in warfare. Their actions 
call for counterattack, and in Part io, 
“Wartime,” the Report describes US mili- 
tary campaigns both Afghanistan and 
Iraq. But terrorists are also portrayed as 
descendants Grendel, primeval 
malevolence that rises from the shad- 
ows Cast by soaring abundance to flatten 
perceived imbalances. Part Two, “The 
Foundation of the New Terrorism,” 

Qaeda’s motivations are expounded: 
“It the story eccentric and violent 
ideas sprouting the fertile ground 
political and social turmoil.” Bin Laden 
quoted: “It saddening tell you that 
you are the worst civilization witnessed 
the history mankind.” His unre- 
lenting intention attack what 
calls the “far enemy,” America, is char- 
acterized byproduct dispropor- 
tionate influence the Middle East, 
and the poverty that makes predomi- 
nantly Muslim countries vulnerable 
radical Islam. 

the story told the Report, Ameri- 
ca’s new enemy is partly of its own mak- 
ing, and too are the narrative’s he- 
roes, who struggle deliver the country 
from evil. These include elected officials, 
military personnel, and employees 
the federal government. Part Nine, 
“Heroism and Horror,” introduces indi- 
viduals and groups who risked and often 
gave their lives September 11. Among 
them are city rescue squads, firefighters, 
and police. There are valiant citizens 
the ground, and the passengers and crew 
aboard United Flight 93, who died de- 
feating the hijackers’ scheme crash 
the commandeered aircraft into the Capitol. 
Bereft of a miraculous rescuer like Beowulf, 
The 9/n Commission Report calls on the 
American people serve their own 
collective hero, and seeks to ensure the 
nation’s survival restoring its faith 
the miracles self-government. The 
voice that Republican and De- 
mocratic commission members forged 
tell the story of 9/11 itseif expresses a 
heroic America, unified and strength- 
ened adversity. The Report’s conclud- 
ing statement foresees ongoing heroism 
in Americans and their ideals, trusting 
the democratic process save the coun- 
try from future perils: “We look forward 
national debate the merits 
what have recommended, and 
Continued on p 28 


**SEAMUS HEANEY, BEOWULF: A NEW VERSE TRANSLATION 
(NEW YORK: FARRAR, STRAUS AND GIROUX), 2000. PAGES 7-11 
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Share birthday joy 
with 


Donate the Cradles Crayons 
Brighten Birthday Fund and receive 
FREE ticket The Greatest Show Earth! 


Appearing October 7-16 Banknorth Garden. 
Restrictions Apply. For show schedule and ticket information visit www.Ringling.com. 


cranny. 29, brown hair, 
eyes, willowy and 
love graphic design, 
phy, nature, and looking 

share interests. tall, 
understanding, and come 
ice skating me. 
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Continued from p 27 
will participate vigorously that de- 
bate.” The Report’s authors not doubt 
the resilience their democracy 

the capacities their compatriots. 

commonly assumed today that 
the time for writing grand narrative in- 
terlacing secular and sacred themes 
over. longer blend the terrestrial 
and the celestial, the divine and the 
earthly. All the same, from the first 
sentence of The 9/11 Commission Report, de- 
scribing historical sunrise blessed 
America, and well into the narrative, 
the heavens enclose dense sphere 
action. The Twin Towers New York 
City figure aerial setting, and 
preservation the Capitol and the 
White House occurs the sky. Civilian 
and military personnel fight Alien 
Bombers for control of the earth below, 
and conversations be- 
tween the airborne and 
the grounded propel the 
action. Aerial goings-on 
also carry more than 
personal political sig- 
nificance: God literally 
invoked Americans re- 
sponding the attacks, 
and jihadist hi- 
jackers who represent 
Qaeda’s maverick 
branding Islam. 

Little wonder that 


the time the com- 
mission dissolved 


American annals abound with episodes and 
heroes worthy epic treatment, but sin- 
gle story or series of linked events has thus 
far been into literary epic the 
American people. few works notably 
Walt Whitman’s Leaves of Grass (1885) and 
Herman Melville’s Moby-Dick (1851) have, 
for different reasons, assumed epic dimen- 
sions. The latter, in particular, has the 
length and heft, the range and philosophi- 
cal depth epic. juxtaposes the tran- 
scendental and the material; celebra- 
tion and jeremiad; springs from native 
cultural ground and universal; and pits 
the human against the primordial. But 
while certain literary works have, at differ- 
ent times America’s past, achieved epic 
qualities the eyes some, none has 
emerged America’s uncontested epic. 

his keenly observed analysis 


2004, publishers 
the Report’s concluding 
recommendations are from around the 
mixed the nature world had shown 
the enemy portrays. interest making 
the new Depart- Report available 
ment Homeland Secu- 
rity work concert the following languages: 


with whole host gov- 
ernmental entities the 
US and overseas to protect 
the country from the for- 
midable menace poses. 
But the Grendelian mon- 
ster, lurking enviously 

the rim overconfident and richly 
endowed civilization, and programmed 
the large scheme things return 
one day wreak havoc and set things 
right this Nemesis appears inspire 
guilt, and call for soul-searching. The 
Report consequently includes recommen- 
dations designed make America ap- 
pear and act less loathsome people 
struggling live with dignity under its 
long silhouette. One such recommenda- 
tion begins: “The U.S. government must 
define what the message is, what 
stands for. should offer example 
moral leadership the world, com- 
mitted treat people humanely, abide 
the rule law, and generous and 
caring our neighbors.” 


CHASING AHAB 

Members the 9/11 Commission have 
been accused producing report with 
author, but the cursive signature 
each hints felt involvement. Like the 
signatories the Declaration Indepen- 
dence, they pledge their Lives and For- 
tunes and sacred Honor the nation’s 
founding principles. Like the Declaration 
Independence, the Report piece 
committee work. was the King James 
Bible 1611. too, way, were the 
immense epics antiquity, whose “au- 
thors” wove together story strands passed 
down them predecessors. the end, 
their material only anonymously “au- 
thored.” Homer names his Muse, and the 
Beowulf poet speaks for epic tradition. 
anything, the “authorless” character 
The 9/11 Commission Report belongs time- 
honored practice epic storytelling. 


ITALIAN KOREAN PORTUGUESE 
SPANISH THAI 


American politics and manners, Democracy 
America Alexis Tocqueville 
noted that the American tended “to his pri- 
vate concerns were alone the 
world” and then gave himself “to his 
The American alternated between “the 
most lively patriotism” and the most 
selfish cupidity. Tocqueville’s observation 
has proved prescient but not necessarily 
predictive. Some insist that, since 9/11, 
America has been irreversibly trans- 
formed. Americans remain uncharfged, 
then September may remembered 
just another July November 11, De- 
cember “historical” day whose singe- 
ing particularities are largely forgotten. 
The 9/11 Commission Report could well down 
minor blip national literary radars. 
But the country has been triggered 
9/11 to recall its past or imagine its future 
ways that have never accorded with its 
individualistic and short-term interests, 
then should promising follow the 
fate The 9/11 Commission Report. the mo- 
ment, it is surely, at the very least, a nar- 
the epic kind. Beyond that, the 
curious Report may turn out America’s 
first enduring story about itself. 


DANIEL AARON Victor Thomas Professor 
Emeritus the Department English, Harvard 
University, and the author numerous books 
American literature and history. LESLIE 
DUNTON-DOWNER’s most recent work, with 
co-author Alan Riding, Essential Shakespeare 
defense and civil-liberties lawyer, and frequent 
Phoenix contributor. The authors can reached 
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The Gaza 


THE WITHDRAWAL PROVES POLITICALLY CHARGED THE HISTORY 


MARNI ZELNICK 


THE FENCE without doubt, bulwark against suicide attack, but also means asserting control that falls 
just short sovereignty. 


FOR MORNING INTERVIEW RAMALLAH THE INFORMAL PALESTINIAN 
CAPITAL HAD PASSED THROUGH THE QALANDIYAH CHECKPOINT 
MINUTES, FLASHING NOTHING BUT PASSPORT ISRAELI SOLDIER. 


But when tried return around pm, 
after appointment Jerusalem, the 
line was standstill and the wait, 
estimated three hours. reached for 
cell phone and called Palestinian fixer, 
Sanad, already Ramallah. told 
return East Jerusalem and hire cab. 
“He will bring you the checkpoint for 
foreigners. You will here time.” 

“No time” apparently discounted blis- 
tering ride through the hills and 
wadis, but once the checkpoint the line 
was, advertised, short. This time, how- 
ever, the soldiers questioned daughter, 
Marni— who served assistant and 
thoroughly, finally asking, “Are you 
Jewish?” When acknowledged were, 
they refused let pass. “We can’t guar- 
antee your safety Ramallah,” the best 
English speaker explained. “The terrorists 
could kidnap kill you.” 

Press credentials proved useless. Pleas 
discrimination were ignored. Forty minutes 
calls Israeli Defense Forces (IDF) offices 
finally got through the checkpoint, too 
late for the appointment, but not for part- 
ing scold: saw the man you want in- 
terview, arrest him.” Driving back 
Jerusalem, our Palestinian driver had some 
advice his own: “Never say you’re Jewish 
around here. complicates things.” 

Things were complicated enough. Prime 
Minister Ariel Sharon, who throughout his 
career would proclaim settlement any- 


where two more Israelis had congregat- 
ed, took page from the book politically 
down-and-out peace camp unilateral dis- 
engagement and turned into dramat- 
evacuation all Gaza settlements togeth- 
with token four the West Bank. 

the arrived late July, Sharon’s 
plan had been disowned the Central Com- 
mittee his own center-right Likud Party. 
More dramatically, the religious Zionists, 
who had established settlements deep the 
heart the Palestinian West Bank, includ- 
ing scores illegal “outposts,” had converged 
Gaza. They hoped join forces with re- 
sisting settlers, the very least make the 
withdrawal searing experience that this 
first event would also the last. Two leading 
urged IDF units ignore orders 
close the settlements, two others invoked 
pulsa denura curse upon Sharon enlisting God’s 
angels kill him. This distinctly unfunny 
nation that saw similar invective precede 
the assassination Yitzhak Rabin. But 
40,000 IDF troops and special police trained 
the desert set about their task, became 
evident that neither settler nor sympathizer 
could seriously threaten the evacuation. 


LOOKING BACKWARD 

Gaza was stranger me. first visited 
the Gaza Strip and the Israeli settlements 
that had been stapled ABC News 
correspondent during the mid Even 
then the territory was bursting with squalid 


refugee camps, monuments the giddy 
Arab belief that only resisting re-settle- 
ment would they one day return homes 
lost inside Israel the 1948 war. Gaza City 
was dirty and dangerous, with cars and cabs 
competing frantically with horse and don- 
key carts for every inch available space. 
Suddenly different world came into view, 
one comfortable homes and swimming 
pools, hothouse vegetables and flowers 
flown Europe fresh each day the Dutch 
and Germans and French could enjoy 
touch spring midwinter. Palestinians, 
they were lucky, could find menial work 
for local Jews line for the buses each 
morning and work Israel day laborers, 
waiters, gardeners, and trash collectors. 
Palestinian banks? such thing. Compet- 
ing markets serviced Israel? Forget it. 
Opening home sweatshop stitch some 
clothes Israeli footwear? Now talk- 
ing, Mahmoud. 

the time, Israel’s population Gaza 
was less than 5000 with Palestinians num- 
bering more than 600,000. Israelis had first 
claim the water supply and the best avail- 
able land. Egged Shin Bet intelligence 
agents who sought undercut the PLO, 
radical Islamic group known Hamas was 
gathering strength the refugee camps. 
Their members talked terms apoca- 
lyptic struggle with the Jewish state. When 
spoke settlers about the state affairs 
Gaza, some expressed surprise that Pales- 
tinian could object nearby family plant- 
ing flowers and vegetables just because that 
family was Jewish. “If they don’t like it, let 
them move,” was common refrain. 

Israeli leaders the right would argue 
that Jews should free settle anywhere 
the Land Israel, while centrist leaders often 
claimed the settlements had value defense 
outposts potential bargaining chips, useful 
long the PLO remained committed 
terrorism and the replacement Israel 
with secular democratic state all 
Palestine.” The world, seemed, would one 
day hear lot more about Gaza and the political 
leaders who covered their own collective 
failure judgment with talk about the 
unreasonableness the other side. 


TIME AND SPACE 

change was called for, even long over- 
due. But why Sharon? And why now? When 
put that question senior western diplo- 
mat, reminded that December 
2003, when Sharon first talked about the 
need “to reduce much possible the 
number Israelis located the heart 
the Palestinian population,” was fight- 
ing off pressure number fronts. 
did not want get pushed prematurely in- 
to“roadmap” negotiations brokered 
quartet parties the US, the UN, the EU, 
and Russia. Nor did want negotiat- 
ing partner Palestinian team led Yasser 
Arafat with rising Hamas nipping his 
britches. And was not anxious hear 
Colin Powell and others urge adoption 
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so-called Virtual Geneva Accord reached 
informal group liberal Israelis and 
Palestinians, but which regarded 

Meanwhile, even hard-headed Likud 
types were warning him that the rapidly 
growing Palestinian population would soon 
surpass Jews the combined territories 
Israel, Gaza, and the West Bank, meaning 
Israel could Jewish democratic, but not 
both. giving 1.4 million Palestinians 
Gaza while relocating mere 8500 Jews, 
Sharon could buy both political and demo- 
graphic time, leaving the question Pales- 
tinian state what the western diplomat 
called, slowly evolving arrangement that 
ends shape nobody sees now.” 

Demography was, course, only part 
Israel’s Security was even more 
compelling. Gaza, with its massive refugee 
camps, radical-breeding poverty, fierce 
Hamas presence, and underground-clan bat- 
tles, posed unremitting threat the set- 
tlers who lived there and the soldiers who 
had defend them. According IDF 
figures cited the Jerusalem Post, Neveh 
Dekalim one Gaza’s religious settle- 
ments since the second Intifada started 
October 2000, one out five homes has tak- 
direct hit from missiles, mortars, 
During the same period, Gaza’s 
Jewish communities have suffered more 
than 14,790 attacks automatic weapons, 
mortars, Qassam missiles, infiltrations, 
anti-tank rockets, and car bombs. The attacks 
killed 149 civilians and soldiers. 

But Gaza, safely back Palestinian 
hands without the settlements, poses far 
lesser threat the State Israel. One rea- 
son, say military and intelligence officials, 
was the construction years ago fence 
described military people inte- 
grated detection, defense, and pursuit sys- 
tem which has never once been defeated 
by would-be infiltrators, assassins, or sui- 
cide bombers, and which has served as the 
prototype for the far more ambitious system 
now under construction the West Bank. 

Politically, Gaza today vastly differ- 
ent place than the one surveyed 1985- 
Thanks the Oslo Accords, Arafat and 
his fellow exiles were able return 1994, 
establishing Gaza his governmental 
headquarters. Despite massive corruption, 
little political freedom, and the prolifera- 
tion police, security, and local militia 
units, something close political self-rule 
developed. Thus when Arafat died and 
Mahmoud Abbas (Abu Mazen) 
Gazan was elected his successor and the 
Israelis began their withdrawal, least 
crude infrastructure was place talk 
about how educate children, administer 
welfare, and fashion approach eco- 
nomic resuscitation. What’s more, Israel’s 
withdrawal from Gaza would total. 

Yes, the Israelis could impose security con- 
ditions for using the airport building port 
and they would control access the West 
Bank and Israel itself. But the boundaries 
Gaza would those that existed prior the 
1967 war. It would be Gaza’s own Palestinian 
establishment that developed the institutions 
statehood and established the rule law, 
either bringing competing sources power, 
such the Hamas heel suffer- 
ing the consequences anarchy. 

few hours’ drive around the West Bank 
underlines the vastly different circum- 
stances. Here the closing four settlements 
was accompanied Israeli withdrawal, 
the IDF staying provide security the 
ground. Israeli checkpoints continue dot 
the landscape producing delays that make 
life difficult and cripple the economy. Israeli 
jails bulge with Palestinian prisoners, 
many 9000 last count. 

The fence is, without doubt, bulwark 
against suicide attack, but also, with every 
ambitious deviation from the 1967 borders, 


MARNI ZELNICK 


THIS SIGN, carried the protest the southern Negev town 
Sederot, reads FLEEING GAZA SUPPORTS WORLDWIDE TERRORISM. 


means asserting control that falls just 
short sovereignty, blocking Palestinian 
access disputed East Jerusalem sites and 
seeking fashion organic links between 
such large settlements Ariel and Gush 
zion and cities like Tel Aviv and Jerusalem. 
The smaller settlements seem grow- 
ing from every hill and knoll with little dis- 
tinction between the legal and illegal sta- 
tus. study commissioned the prime 
minister’s office early this year concluded 
that most illegal outposts, including those 
that lawlessly appropriate private Palestin- 
ian lands, are protected and financed the 
collusion the very government agencies 
that should regulating them. 

During period with ABC Israel ran 
five-part series for Good Morning America 
called “Land For Peace,” reporting how the 
proliferation settlements was playing 
havoc with the corpus the controversy, 
predicting that they might prove greater 
complication the negotiating table than 
finding formula for recognition and peace. 
Even today don’t know whether was 
right. Ehud Barak came close fair land 
deal Camp David and Taba. The Palestini- 
ans continue insist the right return, 
formula for Israel’s demographic suicide. 

Those failed talks and the bloody suicide 
bombings that followed discredited the 
Israeli left, leaving most Israelis convinced 
the Palestinians could never trusted and 
breathing life into the sails those urging 
different approach. “We have negoti- 
ating partner,” says Dan Schueftan, the ac- 
ademic who coined the term “unilateral 
separation.” “To Israelis the question one 
survival,” says. “To Palestinians 
one justice. Neither side will budge.” 
Schueftan would have Israel appropriate 
the big West Bank settlement blocs, relin- 
quishing the others, all unilaterally. 

Now the Palestinians want back 
final status negotiations resolve the ques- 
tions borders, settlements, refugees, and 
Jerusalem. They prefer skip the first 
stage the roadmap, which would require 
dismantling the infrastructure terror- 
ism, and the second, which contemplates 
the possibility provisional borders. 


MATTER TRUST 
Avi Dichter, who ran Shin Bet throughout 
the second Intifada, the Abbas crowd 
address the question terrorism 
was Arafat and his henchmen. recalls 
occasions when Shin Bet received word 
suicide mission about launched. “We 
would turn the information over the 
and instead looking for the terrorist, they 
would look for the source the information. 
burned lot sources that way.” 

bitter over the world’s failure 
appreciate the extent Israeli civilian losses, 
citing 1058 deaths and 6000 injured, 


percent them civilians. 
The equivalent, giv- 
population disparity, 
would have been 50,000 
killed and 300,000 
wounded on 9/11. The 
figures and the fact that 
terrorists require com- 
munal support justify, 
his belief, the harsh 
measures still opera- 
tion the West Bank. 

On a steamy morn- 
ing Ramallah was 
introduced Sheik 
Hasan Yousef, the 
Hamas leader the 
West Bank. Courtly, 
almost dapper, spent 
part his time criti- 
cizing policy for its 
heavy-handed support 
Israel and the other 
part declaring his orga- 
nization’s desire for improved relations with 
Washington. Like his senior Hamas col- 
league, Sami Abu Zuhri, whom would 
meet in Gaza a few days later, Yousef inter- 
preted the Israeli victory for our 
people. Maybe the resistance Gaza had 
something with it.” Zuhri went bit 
further, saying the move proved both the 
value and continuing need for “armed resist- 
ance against the Israeli occupier.” 

Despite Israeli concerns, both pledged 
that Hamas would permit the withdrawal 
occur without firing Qassam rockets tak- 
ing other action embarrass the Israelis. 
“We want Israel pull out our lands and 
will not put any problems front 
this, and there will nct any shooting 
our side during this disengagement,” said 
Yousef. Then, strikingly, added, “Hamas 
has integrity. are not like Fatah. When 
say something, it.” 

Some weeks after talked, Yousef was 
the target unsuccessful assassination 
attempt. took advantage resulting press 


THE LEADER- 
SHIP SOUGHT 
PRESENT 
THE WITH- 
DRAWAL 

PRECEDENT 
FOR FUTURE 
VICTORIES. 


inquiries get yet another dig against 
credibility. have heard that Abu Mazen and 
several Palestinian officials say they use 
force disarm Hamas,” said. “There has- 
n’t been any talk about disarming anyone.” 
The continues seek political com- 
promise with Hamas. this spring’s Cairo 
meeting, for example, Hamas agreed toa 
Hudna cease-fire with the Israelis 
indefinite duration. But obtain the 
accord, Abu Mazen pledged maintain the 
right return for Palestinian refugees, 
position which, unless changed, will doom 
future talks, just Yasser Arafat’s insis- 
tence the right doomed the 2000 effort. 
Abu Mazen also called for the subordina- 
tion all militias the central Palestin- 
ian Authority, but showed intention 
enforcing the plea when Hamas and other 
factional militias declined the invitation. 
Most analysts suggest Hamas enjoys the 
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support about percent the Palestin- 
ian population Gaza, less the West 
Bank. They will run legislative council 
elections scheduled for January 25. They are 
haste attack Israel, fearing both bru- 
tal retaliation and the loss public support. 
But one should take them their word that 
their long-term strategy use military 
means to eradicate the Jewish state. 

Over the weeks, watched sympathy 
mount for the settlers. The Gush Katif resi- 
dents Gaza were not the crazies Hebron 
the illegal West Bank outposts whose gun- 
toting Wild West demeanor and religious fa- 
naticism often embarrass Israelis, but dedi- 
cated, relatively simple folks whose lure had 
been the government promise better life 
and whose own commitment could meas- 
ured the deaths friends and loved ones. 
Now they would moved, forcibly neces- 
sary, their homes too small for huge Arab 
families pulverized, their synagogues de- 
stroyed, their dead dug and buried 
again once the families resettle. 


FACING THE MUSIC 

Behind the scenes mainstream Palestinian 
leaders had mixed feelings about the unilat- 
eral Israeli move. Yes, was good see 
them go, but both Gaza and the West Bank 
were dependent relaxation the 
counter-terrorism regime that had been 
dominating their lives. Without such relax- 
ation, Gaza could become a hopeless prison, 
incapable beginning the long march 
economic and political health, even with 
generous outside help and investment. One 
Palestinian economist told that some 
400,000 Gaza residents — presumably 
refugees would eventually have move 
the West Bank for the Gaza economy 
gain some breathing space. 

The leadership, driven even more 
bombastic Hamas rhetoric, sought pres- 
ent the withdrawal precedent for future 
victories the negotiating table else- 
where. In Gaza, Abu Mazen told a scream- 
ing outdoor rally, “Today are celebrating 
the liberation Gaza and the northern 
West Bank; tomorrow will celebrate the 
liberation Jerusalem.” 

Ariel Sharon also spoke his countrymen 
the eve withdrawal. sober studio 
speech, acknowledged his own history 
one who “had believed and hoped could 
forever hold onto Netzarim and Kfar Darom. 
But the changing reality in the country, in 
the region, the world, required re- 
assessment and change positions.” 
longer could Israel the master more 
than million refugee-camp residents who 
“live poverty and despair, hotbeds ris- 
ing hatred with hope the 

prevent the words from becoming the 
opening lyrics his own swan song, Sharon 
will either have survive challenge his 
leadership the hard-line Binyamin Ne- 
tanyahu, who left the cabinet just days be- 
fore the pullout, cobble together new 
coalition adding Knesset seats. 
has already promised stop further with- 
drawals, even expand existing settle- 
ments. Exhausted the medicine unilat- 
eral withdrawal, Israelis now wait 
summoned the quartet for high-stakes 
game roadmap, game many saw initially 
the disease. 

But sense that Palestinian prob- 
lems are even more formidable. Without 
the power control terrorism the moral 
authority put breakthrough deal the 
table, Abu Mazen and his negotiating team 
may well have accept the sort provi- 
sional arrangements that will only com- 
pound their sense historic injustice. 


Bob Zelnick chair the journalism depart- 
ment Boston University and research fellow 
the Hoover Institution. served the ABC 
News correspondent Israel from 1984-86. 
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Out this world the North End 


WILD HEART Mare takes organic cuisine new heights. 


The slogan for Mare “organic coastal Ital- 
ian.” Almost all the vegetables and token 
meats are organic; almost all the seafood is 
wild-harvested. The setting, however, 
about techno gets. One whole wall 
backlit color organ that slowly shifts 
Three silent screens play loops 
Italian nature and history, and most the 
Test windows. left white 
The small sign outside blue neon. 
Somehow, both the food and the setting are 
out this world. 

Executive chef Marisa has designed 
some brilliant effects, especially with appe- 
tizers and pastas. Food begins well with 
bread and black-olive spread. But then 
you can just amazed something like the 
“Tagliere pesce” ($16), mixed antipasto 
and cured fish arranged around salad 
beet cubes and micro greens. pastrami 
swordfish just stunning thin white 
slices with the clear coriander-seed, pepper, 
and smoke flavors beef pastrami. There are 
cured unsmoked salmon subtle 
sashimi; marinated sepia, fish akin cut- 
tlefish; tuna bresaola, not much dried 
(like beef bresaola) cured, but entirely deli- 
cious; and ceviche pickled sole. 

glorified Caprese salad called “Buffalo 
mozzarella with organic tomatoes” ($16) was 
everything such salad can August, 
with perfectly fresh cheese, few basil 
leaves, and slices several truly ripe heir- 
loom tomatoes with some micro greens. 
Barbecued octopus ($14) will delight anyone 
Mediterranean leanings. The sauce 
pesto designed complement the grilled 
seafood. fact, our only pedestrian appetiz- 
(and was great eating) was soft-shell 


crab ($16), impecca- 
bly fried with bit 
pungent sauce 
(needed perhaps 
more; soft-shell crabs 
don’t have lot 
taste), on a bed of 
slightly undercooked 
fat borlotti beans, 
and grilled radicchio. 

intermediate course, 
and our peerless 
arranged four 
plates, each with 
fractions our pasta 
course, separated by 
diagonally placed 
chives. The numera- 
tor was rock-shrimp 
ravioli ($20), bursting 
with the flavor the 
tiny shrimp, anda 
sauce real 
chanterelle mush- 
rooms with their 
aromas. 
The denominator 
each plate was scal- 
lop-potato gnocchi ($18), ultra-light pillows 
pasta, with only subtle hint scallop 
flavor, peppery golden sauce with lot 
chervil. Individually, these would have 
been small but adequate pasta plates, the 
Italian manner. 

“Secondi,” the Italians view the protein 
course, were anti-climatic, but still very 
good. favorite was the simplest, wild 
king salmon ($26). The chunk pink salmon 
was perfectly underdone, just short flak- 
ing, with glorious flavor. The garnish was 
two scoops green stuff chopped fresh fa- 
beans and onions topped with long 
bread stick. Pan-seared John Dory with foie 
gras ($28) pairs dense white fish with the 
highly flavored, super-fatted liver. Combined 
one bite, the two elements taste like duck 
liver, but have lighter mouthfeel. Separate- 
ly, they’re both good. 

apparent specialty bronzino (an Ital- 
ian sea bass) served for two ($60) with a 
bagna cauda. special, the restaurant 
was Offering single portions ($34). I still gota 
look the whole fish encased rough salt. 
The fish was served off the bone strips, 
quite delicate, the salt casing Keeps 
moist without adding any salt. It’s fine 
light white fish, but might have added 
squeeze lemon lime. The bagna cauda 
proper the oil dip, more usually done with 
anchovy and garlic for strong flavor. What 
dipped are boiled vegetables, here baby 
white and yellow carrots something like 
baby turnip flavor along with slices 
fennel and waxy fingerling potatoes. 

you don’t like seafood, one option 
Florentine steak ($36), reportedly house- 
aged. The aged flavor was evident the ex- 


cellent tenderloin side, which was medium 
order, while the tougher but usually 
tastier sirloin side was little overdone, 
medium-well to well. It’s usually the other 
way around, since butchers cut on the bias 
steak, here — and it tends to cook faster. 
Perhaps the kitchen overcompensated. It’s 
certainly superb steak, served with thin 
Slices fried potato and fresh arugula. 

The wine list mostly Italian, but well 
selected for seafood-friendly whites and 
adaptable reds. took the latter course with 
bottle 2003 dolcetto d’Alba “Madonna 
Como” ($7/glass; $35/bottle), made the 
ancient vineyards of Marchesi di Barolo. 

Desserts are not omitted here, and they 
are also very creative. favorite was the 
infused berries ($8), which were soaked in 
some wine-based sauce and treated with 
balsamic cream sauce. But the martini 
glass full fruit worked because the berries 
were really ripe. Peroni bavarese ($8) will 
have its fans, but a frothy dessert flavored 
with Italian beer disorienting me. 

Serious chocolate inside the chocolate 
polenta soufflé ($8). The polenta part 
crust ground corn that contains the soufflé 
though were flourless hot-chocolate 
mousse. wasn’t crazy about the crust 
flavor, but was crazy about the vanilla gela- 
one side. Tiramisu créme ($8) 
actually three small each featuring 
one of the flavors of a tiramisu: rum, vanilla, 
and coffee cacao. little vague this 
because three tasted mostly egg. It’s 
promising concept, but needs back 
the drawing board. 

At the end, we were rewarded with a 
complimentary sip “raspberello” 
liqueur the model limoncello, but 
flavored with raspberry (and perhaps some 
vanilla). was smooth and dangerous. 

Service Mare was superb, other than 
perhaps one too many offers bring 
second bottle wine. This restaurant too 
expensive for most dates, but might ideal 
for seductions marriage proposals. Life- 
changing decisions make more sense when 
one is so transported beyond the ordinary. 


Robert Nadeau can be reached at 
RobtNadeau@aol.com. 
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| tion are not included, so be sure to call ahead. 


YASU | 1366 Beacon St, Brookline 


| 617.738.2244 | $12-$30 (lunch, $8-$12 


| from which we 


| Large Korean-japanese re 
with a very complicated me 


commend splurg 
ing on the “Sizzling Table Crill” 
menu, especially the seafood-mush- 
room and diamond kalbi options 
But there is a full Japanese menu, 
sushi list, lots of noodles, and the 
familiar Korean stir-fries and hot 
pots as well. 


| MIDDLESEX LOUNGE | 315 Mass 


Ave, Cambridge | 617.868.6739 


$7-$14 | Another brilliant bit of min 


sm by the Miracle of 


| Science/Cambridge 1 boys, from the 


near-invisible signage to the rc 
your-own seating of rectangu 
tomans and square tables al 


all five he tasted, especially the 
shrimp shumai and “1o tiny tacos.” 
After nine it turns into a dance club 


| scene, with the same food. No 


desserts, but you're a block from 
Toscanini's 

GOLDEN LEAF | 20 Hudson St, 
Boston | 617.988.8188 | $6-$18 | Not 
the greatest Malaysian restaurant 
ever in Boston, but possibly the 


| prettiest, and you can have a lot of 
| fun in the faux South Seas with the 


| delectable 


| tofu 


homemade house special 
s fried), otak-otak (kind of a 
shrimp tamale), stir-fried ladyfin- 
gers (which are actually okra), and 
any of the whole fish. The menu in- 
cludes every Asian dessert ever in- 
vented, but the bubble-tea masses 
have not discovered this. 

BBQ TOWN | 4000 Washington St, 
Roslindale | 617.522.1010 | $6-$13| A 
Latino-owned barbecue joint. Ribs 
and tostones. Why not? You've en- 
joyed Creek pizza; why not soul 
food with a Hispanic accent? In 
fact, the beef and pork ribs have a 


| good hint of smoke, and the collard 


greens are just as overcooked as 
anywhere. Pretty good fried 
seafood. A multi-cultural crowd is 
happy with it, and so are we. 
VILLAGE SMOKEHOUSE | 6 Harvard 
St, Brookline | 617.566.3782 | $8-$20 | 
Enormously popular exponent of 
white-guy Boston barbecue: ribs 
and such precooked and finished on 
an open grill so the sauce burns on. 
We don’t approve, but the place has 
been jammed since 1987. It must be 
the beer, or the Texas décor 
BLUE-RIBBON BAR-B-Q | 908 Mass 
Ave, Arlington | 781.648.7427 | $5-$13 
Seldom enough tables, so get there 
early and enjoy real smoked barbe- 
cue, serious side dishes and 
desserts, and enough atmosphere to 
float a full rack of ribs. Where 
there’s smoke, the brisket is always 
the best. The pulled pork is also 
quite smoky, and thus inauthentic 
but justly popular. 
BRAVO | 465 Huntington Ave 
(Museum of Fine Arts), Boston | 
617.369.3474 | $15-$25 | Bravo is only 
open for dinner Wednesday through 
Friday, so it must be aimed at the 
“ladies who lunch.” Nevertheless, 
there is a lot of value here, from the 
well-spaced tables and quiet elegance 
to some provocative spins on familiar 
dishes — a seared tuna with Moroc- 
can spices instead of the usual Japan- 
ese; a grilled wild salmon with a 
crumb topping like scrod — and 
beautifully decorated desserts. It fits 
into lots of different museum visits, 
and gives you free evening parking 
as an additional discount. 
Continued on p 36 
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“A VEALLY GOOD DEAL” 
TWO (2) DINNERS 
ONE (1) BOTTLE WINE 


Noun lo Spm Set Sun) 


ROM ALL WINES ARE 75OML BOT 


827 BOYLSTON STREET, BOSTON 
(617) 437-0188 


or OME (1) LARGE SAKE + 
ALL Wines are 


Spicy Tuna, Californi 


Tokyo City 


Japanese Chinese Cuisine 


joy that special day 
Our party room! 


All day delivery. 


Serving Japanese beer, wine 
fresh sushi. 


DHA 


THE BEST 
VEGETARIAN 
FOOO IN TOWN! 


budd 
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EASTERN STANDARD | 528 Comm 
Ave, Boston | 617.532.9100 | $8-$27 | 
A big room that gives a terrific and 
appetizing impression of the old- 
fashioned big restaurants. The 
menu is all over the place, with re- 
vived comfort food like cod fritters 
and spaghetti carbonara and lamb 
shanks among the best food, a solid 
raw bar, and some variable bistro 
food, with conservative desserts. 
It’s not the top price point, so you 
can have a lot of fun selecting well. 
FOUNDATION LOUNGE | 500 Comm 
Ave, Boston | 617.859.9900 | $13-$23 | 
Despite the Kenmore Square location, 
we're here for exquisite, expensive 
Japanese bar snacks to be savored 
slowly with a fine sake. Try the 
crispest spring rolls ever, super shu- 
mai, sushi to savor, and mochi ice 
cream for a kind of dessert. It’s stuff 
we'd associate with a tea ceremony in 
a temple garden, but here we're in 
this rather loud subterranean bar, so 
dress casual and expensive. 
B&G OYSTERS | sso Tremont St, 
Boston | 617.423.0550 | $17-$24 | The 
first of (we hope) many upscale oyster 
superb selection of bi 

| dishes like fried 

salad rolis, and 
scallops, soft 
and whatever the 
d don’t skip des: 


essive, too, b 


shell crabs, tuna, 


market brings. A: 


The prices are 


top-quality seafood justifies anything 
Surprisingly informal room, so you 
could come in jeans, but you wouldn't 
look like a fool in designer everything. 
Everyone is so happy with their food, 
they are not judgmental 

ZA | 138 Mass Ave, Arlington | 
781.316.2334 | $6-$11 | With gourmet 
toppings on barroom-style, 10-inch 
thin-crust pizzas, Za moves into the 
post-modem-pizza-joint league 
along with the impeccable Cam- 


TASTE BUDS 


It’s that time year again: the time when choco- 
holics everywhere start counting down the minutes 
until the annual opening the Chocolate Bar 
the Langham Hotel (250 Franklin Street, Boston). 
This year, happens September and 
continues every Saturday, from noon to2 pm, 
through the end May the Café Fleuri. More 
than 30 desserts will be featured, including tortes, 
cheesecakes, mousses, and puddings all 
chocolate, course. New this year will fondue 
station and the “Zing bar,” which guests can dip 
truffle lollipops into exotic and everyday spices, 
including cayenne pepper, paprika, saffron, and 
ginger. The cost is $26; children under 12 $14, and 
children under four get free. Call 617.451.1900 
ext, 7125 for reservations and information. 


bridge 1. It’s more eclectic and re 
laxed than that Harvard Square icon, 
but the pies, especially if you re 
member to add roasted garlic, can be 
are also micro 

s (the beet salad is 
a a dish as we can 
, and even adult desserts. If 
this place w n the South End, the 
line would stretch down the block. 
VICTORIA'S DINER | 1024 Mass Ave, 
Boston | 617.442.5965 | $6-$17 | Never 
a real diner, Victoria's has the 
shape, the feel, the retro redecora- 
tion, the oldies soundtrack, anda 
lot of the food we want to remem- 
ber: breakfast all day, gloopy gravy 
on turkey meatloaf, a good Reuben 
sandwich, fried onion rings, 


imagine 


reproductive organs. 


cabbage (prepared with pigeon peas and 

Carrots) possesses almost Eastern- 


Grab menu Roti Restaurant, and 
you'll discover the ingredients curry, 
well their alleged benefits. 
According the owners, the food Ali’s 
which seasoned with (deep breath here) 
garlic, fennel, fenugreek, turmeric, corian- 
der, cilantro, thyme, ajowan, Congo pep- 
pers, and anise will, among other things, 
fortify your spleen, liver, and kidney; dispel 
fatigue and nervousness; diminish throat 
and chest congestion; and tone the male 


Skepticism may be warranted. But 
another, incontrovertible plus 
Ali's cuisine: tastes good, and 
plenty it. Consider the large curry-goat 
nuggets goat are stewed, separate 
shards bone, and served with three side 
dishes. The on-bone preparation renders 
the goat pleasingly tender, and minimizes 
its gaminess while retaining plenty 
flavor. Two the side selections pota- 
toes and cabbage are automatic: the 
potatoes are just short mashed, and 
boast subtle but lingering heat, while the 


grapenut pudding, real diner pie. A 
menu ringer, mesclun steak salad, 
is actually rather good Middle East 
ern food, with marinated steak and 
feta cheese on field greens. Too 
clean for film-noir fantasies, but a 
good old diner for all of that. 
SOPHIA’S GROTTO | 22R Birch St, 
Roslindale | 617.323.4595 | $11-$20 | 
Roslindale Square, already home to 
two fine Italian-style bistros, gets 
what every neighborhood wants, or 
ought to: a modestly priced Italian 
(and sometimes Spanish) menu pro- 
duced by North End refugees. Every- 
thing's good, but the Spanish an- 
tipasto, the calamari, and the pasta 
were superior. Informal and pleas- 
ant, just hard to find. 


Ali’s Roti Restaurant 
Spicing things 


GREEN FIELD CHURRASCARIA | 
78-80 Brighton Ave, Allston | 
857.559.9000 | $19.95 [lunch 
$9.95] | When is an all-you-can- 
eat buffet actually a gourmet ex- 
perience? When it is a Brazilian 
churrasco rodizio (rotating barbe- 
cue) with a super salad bar, a 
great line of savory hot dishes, 
and even sushi. Green Field has 
so much that you have to special- 
ize, so specialize in a couple of 
salads (not potato) and the bean 
stew, leaving room for chicken 
breast, turkey wrapped in bacon, 
rabbit, and other slices from a 
waiter going around with swords- 
ful of the stuff. 

DOMANI BAR & TRATTORIA | 

51 Huntington Ave, Boston | 
617.424.8500 | $10-$36 | Chef Rene 
Michelena’s latest venture puts 
him back in the Italian mode of 
Centro, but with all the sneaky 
Asian fusions that make this some 
of the most distinctive quasi-Ital- 
ian food around. Don’t miss his 
plump morsels of grilled shrimp or 
mixed-grill appetizers, his surpris 
ing salads, seafood specials, or 
amazing minted pea tortellini, the 
passion fruit panna cotta, or well- 
selected Italian wines by the glass. 
Dress up a little, e the place re 
ally looks like a trendy Roman trat- 
toria, even if the flavors are out of 
this world. 

WISH | 730 Mass Ave, Cambridge | 
617.868.8800 | $14-$21 | Not fabu 
lous, but cozy despite the sur 
rounding Tavern on the Square, 
and plenty of good food and wine. 
Our critic’s favorite appetizers were 
wood-grilled pizza and antipasto, 
then perhaps the piccata Angeline 
or pan-roasted cod, and then any of 
the three desserts. Small enough 
for actual conversation, second 
dates, or groups. 


the kidney beans and rice, which had 
deep, almost buttery richness. 

Every animal protein (including 
kingfish steak, curry shrimp, stewed chick- 
thighs, and stewed oxtail, name 
few) can ordered roti wrap (the 
stand-alone dinner. This includes the spe- 
cialty the house, Ali’s Pelau ($7.99/large 
dinner), which slow-cooked rice 
teamed with stewed chicken thighs and 


pigeon peas. Whatever you get, make sure 


request side pepper sauce, which 
resembles vinegary, garlicky Tabasco, and 
use liberally. It’s hot stuff, but very tasty. 


ALI’S ROTI RESTAURANT, located 
1188 Blue Hill Avenue, Matta- 
pan, open Monday through 
Thursday, from 11am pm, 
and Friday and Saturday, 
pm. Call 617.298.9850. second 
location, 1035 Tremont Street, 
Roxbury, open Monday 
through Wednesday, from 11am 
pm, and Thursday through 
Saturday, until pm. Call 
617.427.1079. 
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NOSHING 


MoonBrine pickles 
pickle 


ELIZABETH BOMZE 


MoonBrine pickles may not hail from Lower East 
Side delicatessen, but Stewart Golomb’s Jamaica 
Plain basement might the next-best place 
brew briny batch cukes. former third-grade 
teacher and very-much-current pickle enthusiast, 
Golomb casually challenged himself make better 
pickle than Viasic, Bubba, and all Manhattan. 

Many moons, Mason jars, and pickle parties 
later, Golomb allowed the rest the world (or, 
least, the metro Boston area) not only 
Super but also the Pretty Hot! variety. Both 
are intensely dilly, the latter packing lingering 
burn, laced with horseradish, black pepper- 
corns, and plenty of chopped garlic. As Golomb 
says his Web site, “Tastebuds, meet dill. Dill, 
tastebuds.” They could head-to-head with any 
Jewish deli brines. 


Available Lionette’s, 577 Tremont Street, 
Boston, 617.778.0360; Bread and Butter 
Baking Co. 3346 Washington Street, Jamaica 
Plain, 617.983.8688; and Russo and Sons, 
560 Pleasant Street, Watertown, 617.923.1500, 
among other locations, visit 


SHANGHAI GATE | 204 Harvard Ave, 
Allston | 617.566.7344 | $4-$14 [lunch 
$4.95] | Fascinating hangout for 
Chinese students and their friends, 
with a mix of classic Shanghai cui- 
sine and contemporary student 
snacks. You're safe with anything 
fried (especially magic shrimp), or 
the cheese rolls appetizer. But you 
may really like west lake chicken, 
pan-seared chicken, ma po fish, or 


lion's head casserole. Remember to 
get some vegetables, too. 

PETIT ROBERT BISTRO | 468 Comm 
Ave, Boston | 617.375.0699 | $14-$20 
{lunch $5-$14] | Very competent and 
moderately priced bistro by Jacky 
Robert, French-born nephew of the 
founders of the lamented Maison 
Robert. Jacky’s food is a little more 
modern, but mostly the bistro clas- 
sics he designed for Pierrot. Ata 


moderate price, you can still dine 
very well on clever salads, duck 
confit, and Toulouse sausage with 


savoy cabbage, and very good choco- 


late cake. créme briilée, or soufflé. 
If only Bostonians could look 
French, as though we had just 
thrown on these casual clothes that 
make us look exquisite 
RESTAURANT POMODORO | 319 
Hanover St, Boston | 617.367.4348 | 


BROOK GRIFFIN 


cafés. N 
PIATTINI | 162 
617.423.2021 

attini means 
what you want 


wine, th 


single glass of wine elsewhere 


SMILE THAI CAFE | 16 


news: lots of 
food, with out 
golden ti 
just educated chow foor 
combinations, even a Thai 
like a little taro soufflé — for 
SORRISO ITALIAN TRATTORIA 
107 South St, Bo > 
$13-$21 | Les Zyg 
sister has very nice food, some goc 
wines, and moderate prices, and 
will eventually skim off some of the 
hip crowd. Meanwhile, enjoy the 
brick-oven pizzas, little bites like 
white-bean pureé, homemade pas 
tas, and highly flavored entrées like 
oxtail ragout over polenta and pan- 
seared skate with borlotti beans 
TANTRIC BAR & GRILL | 123 Stuart 
St, Boston | 617.367.8742 | $9-$19 | 
Larger, posher, and less overtly eth- 
nic than most Indian restaurants in 
Boston, Tantric also has somewhat 
better food, in a style that’s a fusion 
of North Indian cooking techniques 
vnd flavors from southern and west- 
egions. Our critic’s favorites 
trom the large menu were the appe- 
tizer shrimp with mustard seeds, 


Did we 


SMITH & WOLLENSKY 101 


Dress up, ever 
THE WINE CELLAR 


Boston | 617 


two, a la carte 


and desserts. Ou 
salad for ope 
fondues, and on 
fondues for desser 
of the concept is 
and our critic suggests low-balling 
the half bottles and the “Wow” list 
of aged and overlooked s.It'sa 
fiddly, lengthy evening with lots of 
things served for two — perhaps 
better for dates than serious gour 
mandize, despite the great wines 
METROPOLITAN CLUB | 1210 Boy! 
ston St (Rte. 9), Chestnut Hill | 
617.731.0600 | $14-$45 | Metropolitan 
Club is designed to be a modern 
steak house, which is to say, a big 


APPEARING BOSTON BILLIARD CLUB! 
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translated and from the 

is the hallmark, along w 
Chinese broccoli and rice plates a 
chow foon galore. Plea: surround 


ings despite being in a basement 


HOTTEST 
ERS FOR PICTURES AND 


GIVEN 


Sie : $14-$17 | A few-frills storefront offer five-spice salad, Bengali fish, okra asion restaurant serving steak 
gi : ing savory, almost overwhelming jo piaza, all the stuffed breads, and f i 1 " 
: 5 platters. The action is in the daily mango kulfi for dessert. It’s a hand e asta and d t a 
specials, but watch for the red meat, me room, so dress handsomely et tion 
eae ae oe — risotto with lamb sausage, anything MACHU PICCHU | 25 Union Square, 1 a good 
: -_ 3 e ey a | with fritters, and the roast-vegetabie Somerville | 617.623.7972 | $9-$13 | Pe when chef Jeff Fournier gets playf 
be ba Ef ~~ —- salad. They take reservations but use ruvian food is meat and potatoes with his “watermelon steak” af 
— the nearby cafés when tables aren't with a vetiner. Have that. a steah 
: ee . . eee ready. No desserts, so it’s back to the as well as excellent fresh ceviche. At r monkfist 1 and t 
eIr this modest storefront, don’t mi bets or late parfait for 
lumbus Ave, Boston the papa la Huancaina in the potat With sor je vegeta tw 
5 $26 lunch $8-$12] | Pi ateg ry, or the bistek a lo pobre xpensiv At satistyin 
5 — 3 as pee gg > mall plates” and that’s under meat. For dessert, have them ZAFFERANGO | 999 Saratoga St, Ea 
«i — |. aoe , although the entrées all for $3 each. Welcoming, bilin B 1 | 62 1.2922 | $9-$27 | Re 
i i which are small-ish) are just fine gual service and a crowd that is nos member discovering a great littl 
: ' 2) ee y Don't miss the arancini (fried saffron talgic or curious in about equal pro restaurant in the North End month 
| rice balls), soup, beet salad, and the heap efore anyone e knew how good it 
entrée of lamb with wonderful white Arling was? You still can, but of course only 
4 beans. A lot of the fun is flights of ot, | n East Boston, and rather out of tt 
a ; 4 A aod in F- | MMM ree tasting glasses of mostly This may not be the “steak house t main squares at that, if you go upt 
Oey ’ i as eee Italian wines for a little more than a end all arguments,” but it is certain rient Heights for Zafferano, the 
4 1 ly the largest, most excessive, and {ream of a young couple from Avelli 
_ y : = 18 Eliot St, most expensive to open in Boston in no, east of Naf Homemade pa 
BSS | $8-$13 a long, long time. The setting in the tas, grilled meats and vegetabl 
: 4 3 liquor license. After that it’s all good tributed over four floors of dining for a pleasant evening, and a list of 
4 rooms, is lots of fun. The menu log value-priced Italian regional win 
iNest 4 al ic is big-occasion — go for the aged lifts that evening to another level 
; 4 teaks and raw seafood bouquets de SYMPHONY SUSHI | 45 Cainsboroug 
f ‘ spite the expense. You can snipe out St, Boston | 617.262.3888 | $9-$17 {lur : 
some relative bargains on the wine Sood { and extremely 
ri = sare a ¥. list, but nothing succeeds here like ful restaurant near Symphony Hall 
2xcess and taking home the extra and Northeastern, with excellent 
4 Ise doe hi and sashimi, including some of 
30 Mass Ave, hose p noder rolls, hot Japar 
ae  ———— MEE. 236.0080 | $36-$56 [for entrées, and a bit of fusion food. E 
| The concept is fon on, some people will be dressed for 
R dues for appetizers, main dishes the symphony or theater; later it’s 
— PP F y 
heap dates. Your cheap date might 
: a ee = as well skip entrées, since the sashi 
By mi and sashimi-salad apps are as 
good as Ne cinncis Dut More modest 
E in size, and then you could get the 
spinach or the shai mai dumpling: 
= and have a meal that’s more fun 
f GOURMET SEAFOOD | 46 Beach St, 
Boston | 617.695.3700 | $5-$33/| An 2 
enormous English-language menu, 
My even by Chinatown standards, but 
$) Hong Kong seafood — much of it not 


DEAL MOTTO 


HOLY MOLY BATMAN 
827 BOYLSTON STREET, BOSTON ; 
(617) 437-0188 


or ONE (1) LARGE SAKE. « (Noa to 6:30pm 


Includes Entree, Salad, Edamame, Choice of Spicy Tuna, California, Keppe, or Setmes Maki 


(Otter not wath any other promas. trade coupons. etc) 
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Tokyo City 


Japanese Chinese Cuisine 


Enjoy that special day 


Our party room! 


All day 


Serving 


beer, wine 
fresh sushi. 
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EASTERN STANDARD | 528 Comm 
Ave, Boston | 617.532.9100 | $8-$27 | 
A big room chat gives a terrific and 
appetizing impression of the old- 
fashioned big restaurants. The 
menu is all over the place, with re- 
vived comfort food like cod fritters 
and spaghetti carbonara and lamb 
shanks among the best food, a solid 
Taw bar, and some variable bistro 
food, with conservative desserts. 
It’s not the top price point, so you 
can have a lot of fun selecting well. 
FOUNDATION LOUNGE | soo Comm 
Ave, Boston | 617.859.9900 | $13-$23 | 
Despite the Kenmore Square location, 
we're here for exquisite, expensive 
Japanese bar snacks to be savored 
slowly with a fine sake. Try the 
crispest spring rolls ever, super shu- 
mai, sushi to savor, and mochi ice 
cream for a kind of dessert. It’s stuff 
we'd associate with a tea ceremony in 
a temple garden, but here we're in 
this rather loud subterranean bar, so 
dress casual and expensive. 

BGG OYSTERS | sso Tremont St, 
Boston | 617.423.0550 | $17-$24 | The 
first of (we hope) many upscale oyster 
bars, B&C has a superb selection of bi- 
valves, traditional dishes like fried 
clams and lobster-salad rolls, and 
chef's fabulousities of scallops, soft- 
shell crabs, tuna, and whatever the 
market brings. And don’t skip dessert. 
The prices are impressive, too, but 
top-quality seafood justifies anything. 
Surprisingly informal room, so you 
could come in jeans, but you wouldn’t 
look like a fool in designer everything. 
Everyone is so happy with their food, 
they are not judgmental. 

ZA | 138 Mass Ave, Arlington | 
781.316.2334 | $6-$11 | With gourmet 
toppings on barroom-style, 10-inch 
thin-crust pizzas, Za moves into the 
post-modern-pizza-joint league 
along with the impeccable Cam- 


TASTE BUDS 


It’s that time year again: the time when choco- 
holics everywhere start counting down the minutes 
until the annual opening the Chocolate Bar 
the Langham Hotel (250 Franklin Street, Boston). 
This year, happens September 10, and 
continues every Saturday, from noon 
through the end May the Café Fleuri, More 
than desserts will featured, including tortes, 
cheesecakes, mousses, and puddings all 
chocolate, course, New this year will fondue 
station and the “Zing bar,” which guests can dip 
truffle lollipops into exotic and everyday spices, 
including cayenne pepper, paprika, saffron, and 
The cost $26; children under $14, and 
ext. 7125 for reservations and information. 


GREEN FIELD CHURRASCARIA | 
78-80 Brighton Ave, Allston | 
857.559.9000 | $19.95 [lunch 
$9.95] | When is an all-you-can- 
eat buffet actually a gourmet ex- 
perience? When it is a Brazilian 
churrasco rodizio (rotating barbe- 
cue) with a super salad bar, a 
great line of savory hot dishes, 
and even sushi. Green Field has 
so much that you have to special- 
ize, so specialize in a couple of 
salads (not potato) and the bean 
stew, leaving room for chicken 
breast, turkey wrapped in bacon, 
rabbit, and other slices from a 
waiter going around with swords- 
ful of the stuff. 

DOMANI! BAR & TRATTORIA | 

51 Huntington Ave, Boston | 
617.424.8500 | $10-$36 | Chef Rene 
Michelena’s latest venture puts 
him back in the Italian mode of 
Centro, but with all the sneaky 
Asian fusions that make this some 
of the most distinctive quasi-Ital- 
ian food around. Don’t miss his 
plump morsels of grilled shrimp or 
mixed-grill appetizers, his surpris- 
ing salads, seafood specials, or 


bridge 1. It’s more eclectic and re- 
laxed than that Harvard Square icon, 
but the pies, especially if you re- 
member to add roasted garlic, can be 
even better. There are also micro- 
brews, fancy salads (the beet salad is 
terrific, as un-pizza a dish as we can 
imagine), and even adult desserts. If 
this place were in the South End, the 
line would stretch down the block. 
VICTORIA'S DINER | 1024 Mass Ave, 
Boston | 617.442.5965 | $6-$17 | Never 
a real diner, Victoria’s has the 
shape, the feel, the retro redecora- 
tion, the oldies soundtrack, anda 
lot of the food we want to remem- 
ber: breakfast all day, gloopy gravy 
on turkey meatloaf, a good Reuben 
sandwich, fried onion rings, 


grapenut pudding, real diner pie. A 
menu ringer, mesclun steak salad, 
is actually rather good Middle East- 
ern food, with marinated steak and 
feta cheese on field greens. Too 
clean for film-noir fantasies, but a 
good old diner for all of that. 
SOPHIA'S GROTTO | 22R Birch St, 
Roslindale | 617.323.4595 | $11-$20 | 
Roslindale Square, already home to 
two fine Italian-style bistros, gets 
what every neighborhood wants, or 
ought to: a modestly priced Italian 
(and sometimes Spanish) menu pro- 
duced by North End refugees. Every- 
thing’s good, but the Spanish an- 
tipasto, the calamari, and the pasta 
were superior. Informal and pleas- 
ant, just hard to find. 


amazing minted pea tortellini, the 
passion fruit panna cotta, or well- 
selected Italian wines by the glass. 
Dress up a little, since the place re- 
ally looks like a trendy Roman trat- 
toria, even if the flavors are out of 
this world. 

WISH | 730 Mass Ave, Cambridge | 
617.868.8800 | $14-$21 | Not fabu- 
lous, but cozy despite the sur- 
rounding Tavern on the Square, 
and plenty of good food and wine. 
Our critic’s favorite appetizers were 
wood-grilled pizza and antipasto, 
then perhaps the piccata Angeline 
or pan-roasted cod, and then any of 
the three dessezts. Small enough 
for actual conversation, second 


Spicing things 


Grab menu Roti Restaurant, and 
you'll discover the ingredients curry, 
well their alleged benefits. 
According the owners, the food 
which seasoned with (deep breath here) 
garlic, fennel, fenugreek, turmeric, corian- 
der, cilantro, thyme, ajowan, Congo pep- 
pers, and anise will, among other things, 
fortify your spleen, liver, and kidney; dispel 
fatigue and nervousness; diminish throat 
and chest congestion; and tone the male 
reproductive organs. 

Skepticism may warranted. But 
another, incontrovertible plus 
cuisine: tastes good, and 
plenty it. Consider the large curry-goat 
goat are stewed, separate 
shards bone, and served with three side 
dishes. The on-bone preparation renders 
the goat pleasingly tender, and minimizes 
its gaminess while retaining 
flavor. Two the side selections pota- 
toes and cabbage are the 
potatoes are just short mashed, and 
boast subtle but lingering heat, while the 


dates, or groups. 


ON THE CHEAP aon. REILLY 
Ali’s Roti Restaurant 


the kidney beans and rice, which had 
deep, almost buttery richness. 

Every animal protein (including 
kingfish steak, curry shrimp, stewed chick- 
thighs, and stewed oxtail, 
few) can ordered roti wrap (the 
stand-alone dinner. This includes the spe- 
dinner), which slow-cooked rice 
teamed with stewed chicken thighs and 
pigeon peas. Whatever you get, make sure 
request side pepper sauce, which 
resembles vinegary, garlicky Tabasco, and 
use liberally. It’s hot stuff, but very tasty. 


located 
1188 Blue Hill Avenue, Matta- 
pan, open Monday through 
and Friday and Saturday, 
pm. Call 617.298.9850. second 
location, 1035 Tremont Street, 
Roxbury, open Monday 
through Wednesday, from 11am 
to7 pm, and Thursday through 


(prepared with pigeon peas and 
carrots) possesses almost Eastern- Saturday, until pm. Call 


NOSHING _ELIZABETH BOMZE 
MoonBrine pickles 


Ina pickle 


MoonBrine pickles may not hail from Lower East 
Side delicatessen, but Stewart Jamaica 
basement might the next-best piace 
brew briny batch cukes. former third-grade 
teacher and very-much-current pickle enthusiast, 
casually challenged himself make better 
pickle than Bubba, and all Manhattan. 
Many moons, Mason jars, and pickle parties 
later, Golomb allowed the rest the world (or, 
least, the metro Boston area) sample not only 
Super but also the Pretty Hot! variety. Both 
are intensely dilly, the latter packing lingering 
burn, laced with horseradish, black pepper- 
corns, and plenty chopped garlic. Golomb 
his Web site, “Tastebuds, meet dill. Dill, 
tastebuds.” They could head-to-head with any 


deli brines. 


Available Lionette’s, 577 Street, 
Boston, 617.778.0360; Bread and Butter 
Baking 3346 Washington Street, Jamaica 
Plain, 617.983.8688; and Russo and Sons, 
560 Pleasant Street, Watertown, 617.923.1500, 
among other locations, visit 


SHANGHAI GATE | 204 Harvard Ave, 


Allston | 617.566.7344 | $4-$14 [lunch 
$4.95] | Fascinating hangout for 
Chinese students and their friends, 
with a mix of classic Shanghai cui- 
sine and contemporary student 
snacks. You're safe with anything 
fried (especially magic shrimp), or 
the cheese rolls appetizer. But you 
may really like west lake chicken, 
pan-seared chicken, ma po fish, or 


lion’s head casserole. Remember to 
get some vegetables, too. 

PETIT ROBERT BISTRO | 468 Comm 
Ave, Boston | 617.375.0699 | $14-$20 
{lunch $5-$14] | Very competent and 
moderately priced bistro by Jacky 
Robert, French-born nephew of the 
founders of the lamented Maison 
Robert. Jacky’s food is a little more 
modern, but mostly the bistro clas- 
sics he designed for Pierrot. Ata 


moderate price, you can still dine 
very well on clever salads, duck 
confit, and Toulouse sausage with 
savoy cabbage, and very good choco- 
late cake, créme brillée, or soufflé. 
If only Bostonians could look 
French, as though we had just 
thrown on these casual clothes that 
make us look exquisite. 
RESTAURANT POMODORO | 319 
Hanover St, Boston | 617.367.4348 | 


BROOK GRIFFIN 


$14-$17 | A few-frills storefront offer- 
ing savory, almost overwhelming 
platters. The action is in the daily 
speciais, but watch for the red meat, 
risotto with lamb sausage, anything 
with fritters, and the roast-vegetable 
salad. They take reservations but use 
the nearby cafés when tables aren’t 
ready. No desserts, so it’s back to the 
cafés. No problem. 

PIATTINI | 162 Columbus Ave, Boston | 
617.423.2021 | $15-$26 [lunch $8-$12] | Pi- 
attini means “small plates” and that’s 
what you want, although the entrées 
(which are small-ish) are just fine. 
Don’t miss the arancini (fried saffron 
Tice balls), soup, beet salad, and the 
entrée of lamb with wonderful white 
beans. A lot of the fun is flights of 
wine, three tasting glasses of mostly 
Italian wines for a little more than a 
single glass of wine elsewhere. 

SMILE THAI CAFE | 16-18 Eliot St, 
Cambridge | 617.497.8288 | $8-$13 
{lunch $7] | Up a lot of stairs and no 
liquor license. After that it’s all good 
news: lots of authen’.c, cheap, Thai 
food, with outstandin, golden bags, 
golden triangles, Harvard noodles 
(just educated chow foon), seafood 
combinations, even a Thai custard — 
like a little taro soufflé — for dessert. 
SORRISO ITALIAN TRATTORIA | 
107 South St, Boston | 617.259.1560 | 
$13-$21 | Les Zygomates’ little Italian 
sister has very nice food, some good 
wines, and moderate prices, and 
will eventually skim off some of the 
hip crowd. Meanwhile, enjoy the 
brick-oven pizzas, little bites like 
white-bean pureé, homemade pas- 
tas, and highly flavored entrées like 
oxtail ragout over polenta and pan- 
seared skate with borlotti beans. 
TANTRIC BAR & GRILL | 123 Stuart 
St, Boston | 617.367.8742 | $9-$19 | 
Larger, posher, and less overtly eth- 
nic than most Indian restaurants in 
Boston, Tantric also has somewhat 
better food, in a style that’s a fusion 
of North Indian cooking techniques 
and flavors from southern and west- 
erm regions. Our critic’s favorites 
from the large menu were the appe- 
tizer shrimp with mustard seeds, 


five-spice salad, Bengali fish, okra 
do piaza, all the stuffed breads, and 
mango kulfi for dessert. It’s a hand- 
some room, so dress handsomely. 
MACHU PICCHU | 25 Union Square, 
Somerville | 617.623.7972 | $9-$13 | Pe- 
Tuvian food is meat and potatoes 
with a subtle touch of hot peppers, 
as well as excellent fresh ceviche. At 
this modest storefront, don’t miss 
the papa la Huancaina in the potato 
category, or the bistek a lo pobre 
under meat. For dessert, have them 
all for $3 each. Welcoming, bilin- 
gual service and a crowd that is nos- 
talgic or curious in about equal pro- 
portions. Did we mention cheap? 
SMITH & WOLLENSKY | 101 Arling- 
ton St, Boston | 617.423.1112 | $19-$38 
| This may not be the “steak house to 
end all arguments,” but it is certain- 
ly the largest, most excessive, and 
most expensive to open in Boston in 
a long, long time. The setting in the 
Castle, with a military museum dis- 
tributed over four floors of dining 
rooms, is lots of fun. The menu log- 
ic is big-occasion — go for the aged 
steaks and raw seafood bouquets de- 
spite the expense. You can snipe out 
some relative bargains on the wine 
list, but nothing succeeds here like 
excess and taking home the extras. 
Dress up; everyone else does. 

THE WINE CELLAR | 30 Mass Ave, 
Boston | 617.236.0080 | $36-$56 [for 
two, a la carte} | The concept is fon- 
dues for appetizers, main dishes, 
and desserts. Our critic suggests a 
salad for openers, one of the cheese 
fondues, and one of the chocolate 
fondues for dessert. The other part 
of the concept is high-end wine, 
and our critic suggests low-balling 
the half bottles and the “Wow” list 
of aged and overlooked gems. It’s a 
fiddly, lengthy evening with lots of 
things served for two — perhaps 
better for dates than serious gour- 
mandize, despite the great wines. 
METROPOLITAN CLUB | 1210 Boy!- 
ston St (Rte. 9), Chestnut Hill | 
617.731.0600 | $14-$45 | Metropolitan 
Club is designed to be a modern 
steak house, which is to say, a big- 


occasion restaurant serving steaks, 
seafood, side vegetables, and 
enough pasta and desserts to chal- 
lenge the conventional view of steak 
houses. It’s a good job, especially 
when chef Jeff Fournier gets playful, 
as with his “watermelon steak” ap- 
petizer. Have that, a steak, lobster, 
or monkfish osso bucco, and the sor 
bets or chocolate parfait for dessert. 
With some side vegetables, it will be 
expensive, but satisfying 
ZAFFERANO | 999 Saratoga St, East 
Boston | 617.561.2922 | $9-$27 | Re- 
member discovering a great little 
restaurant in the North End months 
before anyone else knew how good it 
was? You still can, but of course only 
in East Boston, and rather out of the 
main squares at that, if you go up to 
Orient Heights for Zafferano, the 
dream of a young couple from Avelli- 
no, east of Naples. Homemade pas- 
tas, grilled meats and vegetables, 
and a fine hand with seafood make 
for a pleasant evening, and a list of 
value-priced Italian regional wines 
lifts that evening to another level. 
SYMPHONY SUSHI | 45 Gainsborough 
St, Boston | 617.262.3888 | $9-$17 [lunch 
$7-$9] | Good sized and extremely use- 
ful restaurant near Symphony Hall 
and Northeastern, with excellent 
sushi and sashimi, including some of 
those post-modern rolls, hot Japanese 
entrées, and a bit of fusion food. Early 
on, some people will be dressed for 
the symphony or theater; later it’s 
cheap dates. Your cheap date might 
as well skip entrées, since the sashi- 
mi and sashimi-salad apps are as 
good as the dinners but more modest 
in size, and then you could get the 
spinach or the shai mai dumplings 
and have a meal that’s more fun. 
GOURMET SEAFOOD | 46 Beach St, 
Boston | 617.695.3700 | $5-$33 | An 
enormous English-language menu, 
even by Chinatown standards, but 
Hong Kong seafood — much of it not 
translated and from the live tanks — 
is the hallmark, along with excellent 
Chinese broccoli and rice plates and 
chow foon galore. Pleasant surround- 
ings despite being in a basement. 
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EROSPHERE out www.erosphere.com 


AdultPersonals 


PLACE YOUR 
EROSPHERE PERSONAL 


LISTEN AND RESPOND 


900.787.0814 


[call cost $2.89/min] 


MUST BE 18+ | METRO BOSTON? 617.976.7587 


617.859.3383 


MON-FRI 
SAM -6 PM 


USE YOUR CREDIT CARD 


800.314.7958 


LISTEN AND RESPOND 


FROM ANY PHONE 


SEE MORE ADULT PERSONALS CHECK OUT THE COMPLETE EROSPHERE SECTION OUR WEEKLY “ADULT” SUPPLEMENT 


SEEKING MEN 


OCEAN LOVER 

Very attractive, sweet SWF, 33. 
seeks sincere SWM, 33-53 for 
roger dates that end with ro- 
mantic, exciting nights “parkin 
alone the ocean, Where we can 
ge at the beauty of the moon 
ver the water and listen to the 
soothing sounds of the ocean 
as we efjoy each other. Others 
May watch but are respectful 
Serious inquiries only please 
ail will be answered. Must be D/ 
O free as well as a non smoker 
w/ no tattoos, piercings, not into 
swinging. 4089 


LET’S DO THIS 
RIGHT 


You know you've been 
thinking about answering 
some of these ads. What's 
keeping you from doing it? 
is it money? Is it cowardli- 
ness? Are you telling me 
you're intimidated? All | 


have to say is you only live 
once. So, get over your co- 
wardliness, and pull out 
your...um... wallet, and call 
me to place your ad or buy 
a block of time. 


No worries; I'll give you a 
hot deal. just call and see. 


450 8761" 


CALLING ALL SUGAR DADDIES 
1 am 22, sexy, and frisky. | am 
tall clean and discreet, | love to 
lease. | am looking for a man 
10 Spoil me and keep me satis- 
fied. 


Sexy Latina woman seeks an 
older adventurous man, no 
Strings aftached, D/D free, 
physically fit, salt n pepper hair 
a plus. #2945 
TOTALLY CURIOUS 
Don't know what to write realty, 
but | know that I'm just totally 
utious to see where that leads 
ion't have a particular thing in 
mind, like | sai just curi- 
ous... VERY. @ JBCA 23253 
SEX-SEX-SEX 

Crazy, kinky female who is into 
an in everything you 
can thin! = ly girls, bi- 
sexual guys, Dicuriou ys. 
threeso! etc. I'm stg-free 
and drama-fres ‘or 
rious, erotic males and/or fe- 
males, couples who are down- 
clean and between 21 
and 35. just_pure, fun sex. @ 
mindingutter 

YOU'VE FOUND THE BEST! 
in pleasure. Alon 
with this killer body comes 
great, ming and attractive per- 
onality. i'm cooking or gener- 
ous gentiemen to sée on a reg- 
ular basis. 2983 

MORE THAN A HANDFUL 
I'm 22, 5'S, WF, brown/hazel, 
with nice bfeasts and long silk 
hair. | love oral, porn, t6ys, 
uniforms, I'm ske someone 20- 
who is tall, Handsome, 0/0 
ree, fun, confident in bed & oral 
sex, & able to keep up! 3479 


PLAY WITH ME PLEASE 
| am, someone who loves to fee! 
explore, haye a good 
ime, and when ! waik away, we 
should both be smiling. | like 
spmeone who knows how to 
please a woman and someone 
who wants to be pleased fe 
person who is not afraid to ex- 
plore and be spontaneous! 


1365 


CUM ONTO ME 

I've been ignored for too long 
Very sexual Temale looking fora 
no-Strings attached experience 
Give me some rough. yet 
Sweet, ravaging in Bed. Be 
clean-cut without expectations 
except for getting off with me 


"TOTALLY CURIOUS 


Don't know what to write real} 


JUST A FLING 
Want a man, but don't want to 
date. just want some sexual 
7 eave me a 


ti 
biond with rock hard 


an escort. Please b 
sional and over 35. You ready 
to flirt? 3474 

A PERFECT 10! 


id new to this. A hottie 
the least. | am looking for 
someone fun and stable, not 
too cid and please be attractive. 
and financially secure would be 
nice. 7482 


SEXY NYMPHO 

Sexy, dark-eyed Hispanic fe- 
male, 25, S'S", with anything 
policy. Into spankines, 
ickling. toys and more. If you're 
a tall, Wild, attractive man who's 
very oral and thinks he fa" 
keep og, let me fulfil your fan: 
tasies. 9853 

SOMETHING NEW FOR YOU? 
SBF, 25, gorgeous lips and 
thighs, opén fo anything and 
very agventurous. Looki gto 
expan my experience and ho- 
rizons. | enjoy oral and voyeur- 
ism. 4430 


| 
| 


CURIOUS LADY 

am a single 38-year-old smar- 
tass, easy On the eyes, and well 
versed in missionary sex. | have 
vivid though unrealized fanta- 
sies and would like caring and 
patient Partners to guide me 
hrough sadistic-free adven- 
tures. Portland Maine area 
Interested in discreet, eood- 
looking protessional liferate 
and healthy partners, man, men 
or straight couples. Sense of 
humor 2 must. Again it is im- 
portant that you Can be tender 
and patient while | learn and we 
explore. 73169 


ON THE WINGS OF THE NIGHT 
Full of life and incredibly open 
minded, | seek the same in oth- 
ers. I'm (poking for someone 
who can be a firm yet lovin 
master. | am a willing and wel 
trained sub who has yet to find 
the one who can dominate me 
sexually with both discipline and 
tenderness. 3172 


ITAKE THE 
PLUNGE! 


A few of these ads have 
caught your eye, but you're 
scared shitiess to use 
your credit card in the fear 
that your statement will 
read, “| answered an Ero- 
sphere Adult Personals ad.” 
Calm down! |t doesn’t say 
anything of the sort! It will 
simply say 'TPl.’ Very coy 
and discreet. just like 
you! So, now that I've re- 
lieved you, pick up the 
phone and get some real 
relief. To use your debit or 
credit card, call 1-617-859- 
3335. 


FEELING 
ADVENTUROUS? 
Write your own ad, and get 
some messages of your 
own from people who think 
just like you do! Cali me at 
617 450 8761 to place your 
Erosphere Adult Personals 

ad. Go for it! 


FANTASYISLAND  _ 
Attractive, tall, hourglass prin- 
cess, seeks secure gentieman 
to fulfill your fantasies. Want to 
explore the other side of life. 


Seeking a young lover 18-25 
ears old, physically fit, 0/0 
ree, and very discreet 
strings attached. 271 

| am hot to trot, curious and cu- 
rious-er. | have big boobs and 


pretty [ne eves. am always 
Sate. | ney role play and exhi- 
bitionism. Favorite thing: doing 


it in forbidden places. 2724 
SEXY COLLEGE STUDENT 
19 year old, S. Shore area col- 
ies Student and dancer, 
5'T,108ibs, hour shape 
nice ass, with a shaved p*ssy. | 
love being slammed and domi- 


+ Mated during sex. Looking for 


casual sex, male/femalé. @ 
icePrincess720 73566 


BRIEF ENCOUNTERS 
Gorgeous brunette, very sen- 
sual, likes to mountain bike, 
seeks secure gentleman only 
Very accomdating. 2161 

GOTHIC DOMME 
Seeks playful pet. | am 21, 5'2 
WF, brown/ereen. Do you de- 
Sire someone to explore your 
wildest fantasies that you 
thought could never come true? 
| cafer to many fetishes and 
await your call! 3473 


B&D BONDAGE BABE 
I'm 28, long lovely legs, and into 
kink, Looking for a man under 
45 with culture, flair. Love 
and toys ome to my 
playground! 3352 


TONGUE PIERCIN' 
| am 20 year-old 5'2° b 
brown, 125ibs, tattoos, 
and lip pierc s. Looking f 
in shape guy 19+ to have some 
fun with so if your ready to play. 
leave me a message. 23162 


piefced tongue t 
adventurous professional who 
enjoys Nudist. 43319 


TEACH ME TONIGHT, PLEASE 
Are you a sexually dominant 
man with powerful hands and 
an intuitive approach to BDSM? 
Because of my strength and in- 
dependence, my surrender is 
especially intense. Please be 
experienced, competent, single 
and progressive. |'m 50+ and 
hungry to learn true pleasure. 
3480 


BOSSY SPANKER 

Beautiful, bossy, slim-waisted 
hispanic femafe, aged 31, is 
looking for a buff, and funny 
man to spank me. | am open to 
other BDSM activities as well 


Beautiful and dominant, sadistic 
and youn: turn-ons include BD/ 
SM, Yoot tantilation, humiliation 
scenes, abusive verbality, CBT, 
cross-dressing. Seeking subs to 
worship my body and my mind. 


4463 


BLACK BBW SEEKS WM 

am with short dark hair, 
dark eyes, and dark skin, easy 
going, funny, and never mar- 
fied. 1 like a man who is funny, 
intelligent, affectionate, eas 

going playful energetic, an 

ooking to find a lady to date for 
a real relationship, possibly 
leading to LTR. 9761 


BOSSY SPANKER 
Beautiful, bossy, slim-waisted 
juspanic fematle, aged 31, is 
looking for a buff, and funny 
man to spank me. | am open to 
other BDSM activities as well 


B27 


STRICT AND SEXY 
Beautiful and dominant, sadistic 
and youn: turn-ons include BD/ 
tantilation, humiliation 
scenes, abusive verbality, CBT, 
cross-dressing. Seeking subs to 
worship my body and my mind. 
4463 


HHH... 

Very attractive female seeks 
one clean, discreet gentleman 
that will take care of me as weil 
as | will be taking care of him. 
Serious replies only. 3153 

Definition: Obedient, open or 
willing to learn and to please, 
patient, beginner or experi 
enced if you have a knowledge 
of being humble and a desire to 
be with a beautiful domina, you 
may reply. 2590 

DISCRETION ASSURED 

pensuous sophisticated, full- 
igured 25-year-old blonde 
beauty in SE Mass, would love 
to meet an affectionate, mature. 
kind, gentleman over the age of 
45 for dinner and more. 2951 


DOMESTIC SLAVES 
Truly selfless, serious, capable, 
dedicated domestic slaves are 
you ready to roll up your 
sleeves and work hard to serve 
a very busy full-figured lady 
executive in Southern Mass? 


T2951 


{am 5'6", attractive, exotic eyes, 
dark skin, funny, intelligent, with 

reat sense of humor. Look- 
ing to find a SWM, attractive, 
sexy, intelligent, and well en- 
dowed. You must be romantic 
and classy. 71735 


TAKE ME UNDER YOUR WING 
I'm very ready for new explora- 
tions and experiences. I'm very 
Passionate and sensual to the 
point of insatiable. | have no 
previous experiences except in 
my daily fantasies. Looking for a 
completely self-confident expe- 
rienced dominant person to 
show me the way. Professional 
well educated person in a safe 
and trusting environment. & 


| am a punk rock, submissive, 
BBW into spanking, big cocks, 
are following orders. | want to 
ind a well hung domme who 
will spank me. Penetration a 
must, not seeking just light play. 
‘T9998 


MALE SUBMISSIVE NEEDED 
Live in male Submissive wanted 
by Mistress and Vixen. | own 
room, full house privileges, dun- 
geon on-site. House keeping, 
Cooking, errands and computer 
Savvy required. Gay or straight 
clean neat freak preferred. No 
posties except mine. On the 

ed Line, part time. Low rent, 
utilities shared, application and 
resume, references required 
Discretion assured. Not 2 sex- 
ual relationship, but a dominant 
and worshipped Woman's boy 
will do just fine. My parties are 
awesome. You will be the host, 
butler, server, or footstool 
Whatever | say. 22357 


FOOT VIXEN 

Female supremacist whose 
high arches and perfect toes 
can brine a submissive to his 
knees. Sfrapped into a straight 
jacket, my toes will tease you to 
he brink of insanity. inesca- 
pable bondage mingled with 
unimaginable titivation. @9049 


VERY VOLUPTUOUS 
SBF seeking very single 
WM who are sexually ad- 


venturous, and willing to try 
new things. 12346 


BIGGER THE BETTER 
Sexy, dark-eyed female, 24, 
5'1", dark-skinned, 140Ibs, 
turned on by a well-built man. 
30-45. Must be well-endowed, 
6"+, also romantic, N/S.2°9237 


PENELOPE CRUZ LOOK-ALIKE 
SWF, 23-year-old, college stu- 
dent, seeking unmarried pro- 
fessional dominating father-like 
male, age 25-37. 2584 

WATCH, PLAY, COMMAND 
| have two beautiful slaves, 
ages 22 and 24, and they are 
eager to please me. As a Do- 
mifatrix, | am seeking a domi- 
nant male partner to share in 
disciplining duties. Come visit 
us in my lair and We. will instruct 
them on how to please Us. @ 
2006 
AGENT 36-24-36 
for mysterious men for 
sexual liaisons. Here's the 
Catch- we only use code 
names. | am a hot, vivacious 
young woman who is looking to 
agd Some suspense to her Tov 


Lookin: 


life. Let's meet, but think of a 
code name first! 22004 


GOOD Lit’ GEISHA 
Young {epantss student, 21, 
looking for a sugar daddy to tell 
me what to do. I'm small boned, 
with long black hair and a sub- 
servient manner. Tell me to get 
your dinner, your slippers, or do 
something else! 22005 


ORAL EXPERT 
Gentlemen, get your tongues 
ready for me! | am 4'11", with 
slender hips, pert breasts, and 
shiny brown hair. | love having 
oral sex and | love en the 
favor. I'm 23 with a variety of 
flavored lubricants to choose 


TE 

African American hottie, 28, 
reat cheekbones, luscious 
highs, seeks someone who is 
teady to drink my warmth. I'm 
6'2", but | just want short guys- 
under 5’8"! Try eating marsh- 
mallows off of my belly! “1995 


PEEPING POLLY 

32 years old with an MBA and 
my favorite way to get off is by 
watching others. Looking for a 
man who is interested in bein 
my peeping partner first an 
then maybe something more. 
Black hair, green eyes, nice and 
trim! 1991 


ORAL 


Attractive, sexy SWF, 33, 5'5", 
brunette, nice body, 34C. Seeks 
SWM, 31+, for reciprocal oral 
fun, possible LTR. Enjoys exhi- 
bitionism. 4089 


EROSPHERE LIVE! 
Eavesdrop on real life sex- 
ual encounters. Listen in on 
horny sluts getting plowed 


as they moan and groan 
and beg for more. 

CALL 1-888-281-4502 
Only $1.69/min. 


MEN SEEKING 
WOMEN 


ME, 
GETTING 
HOT HERE? 


And you should be getting 
hot too. If you are a woman, 
and want to get in contact 
with any of the men adver- 
tising in this section, then 
give me a call, and I'll hook 
you up with some FREE re- 
spondent time. Go on, you 
know you've been thinking 
about it. Call 617-450-8761 
for a trial 30 minutes to talk 
to these fine gentlemen. 


617-450-8761 


WANTED SUBMISSIVE 
Petite female, Handsome SWM 
who likes to have fun. Seeks 
young hourglass (D/T mas- 
Sage bondage goth) let me be 
your master. 3235 


i WILL BEG FOR IT 
Severely submissive SWM 
begs to undergo a com- 
plete ego destruction done 
by a demanding and com- 
manding dominant female. | 
will fulfill your every devilish 


desire and wicked whim. | 
will succeed where many 
other very good slaves 
have tried so hard but 
failed. PLEASE, PLEASE 
call sacred GODDESS. 


9106 


COME GET SOME 
SWM seeking women 25-50 
into voyeurism, oral sex, ex- 
loring and fulfilling fantasies, 
/0 free. 3151 


MEN SEEKING 
MEN 


BEFORE PENETRATION 
Most of my friends would say | 
have a dominant side. | am 5'6 

ind 15Sibs. Love sensuplity 
ike fancies and mas- 
age are important as sex 
t ‘ots of 
oing straight 
3176 


BI-CURIOUS 
Good looking, in-shape, 
discreet, and clean bi-curi- 
ous WM, 33, seeks similar, 
20-40, for no strings body 


‘ofeplay is fun. | like ( 
coreplay before 
to) penetration. 


worship, massage, maybe 
more. under-ap- 
e 


preciated? Wife not giving 

and game? Let's get to- 

gether. M9985 

AVAILABLE FOR YOUR 
PLEASURE 
Well built male 40, clean, salt & 
pepoer/hazel, 6” cut and 
shaved. Bi bottom very open, 
passive and discreet. I'm new to 
is and loging to meet either a 
coupie or M/F that | can have 4 
‘ood time with. Into nudity an 
xhibitionism, group sex , and 
anal. @ ma378m 
NH OCEAN ESTATE 
GWM 40 needs houseboy 19- 
26. Landscaping, house clean- 
ing, painting, deg walling. care- 
taker. Weekends off. HOurs 7- 
3:30pm M-F, flexible. Free din- 
ner, personal 
ree 


thy bo only, not 
interested in dutiés, just a room- 
mate $150 a week. 73647 


ease, Of please, be older, 
nice, and of Course, endowed. 
ooking or someone who 
nows What they are doing, en- 
joys long sex sessions. Must be 
a top. @ jhcloser 3087 
__ JUST VISITING 
Just visiting but have the use of 
@ friend iouse. I'm a very ac- 
tive Bi who likes to 
eive. I'm looking for someone 
low key, quick and quiet. | have 
to return home soon but may 
return often. @ bprince 3483 
WILLING TO TRY ANYTHING 
Mainly looking for one-on-one 
bedroom action but wouldn't 
mind a third. I'm willing to tr 
just about anything but féts tak 
it slow becauSe I'M new at this. 
@ muffin 1959 73572 
7 PULL MY HAIR 
I'm 20 WF, blonde/hazel, 
curvy, full lips, & nice eyes. I'm 
dirty, spontaneous, & sensual. 
interests: Oral, bondage, porn, 
pognking. lom/sub, ge my 
nair pe led, and s*cking 
im ske tall, built, stron’, well- 
endowed, Wi 2130 oy fhutual 
masturbation & being forced to 
submit. 3481 


ive and re- 


LUXURY REWARDS 
Wealthy, handsome SWM, 6'1", 
blue eyes, seeking pretty SW 
20-28 Ng old. I'll help you 
nancially & with life. | am sin- 
cere, playful & fit.3483 


SWING WITH ME! 
Tall, handsome, HWP, 41 ske 
attr. HWP lady 30-50 for swing 
parties leading to possible LTR 
e safe, sane, D/D free & S-12 
miles from Dedham 3478 


EROTIC NAVY C*CK 69 
SWM, SS, Lusty mate, needed 
to navigate seas of erotic fan- 
tasies. Chart course to islands 
of mutual fulfilment. Seek dock 
for cock to explore exotic 
fantasy. 73476 


HARLEY RIDER 

long-time Harley rider, 6° 
200!bs, shape, attractive 
seeks valuptuous, sexy woman 
btwn 30-40 who likes a mans 
mouth all over her. Be clean, O/ 
O free, shaved, somewhat dom- 
inant sexually and ready to ride 
dance and laugh. South Shore 
area. 73475 


TEACH ME 
Good looking WM in 50's, D/D 
free, looking for an attractive 
lady to show me all the ways 
there are to please her. I'll try 
anything you want. 3163 


AIRLINE PILOT 
Handsome, mature. Would like 
occasional long term enjoyable 
encounters with a very slender, 
mature, uninhibited woman at 
your place daytimes. 3156 


SMILE AND SAY “YES SIR” 
GWM, 51, 511", beard- 
ed, seeks submissive for train- 
ing and servitude. Must be at- 
tehtive to my various needs 
a qs ing yours. | want to 

ond for ultimate union. Inter- 
ests incluge leather, bondage 

joots, uniforms, an 
exible interests. Safe and 
sane. So. NH. 223477 
SEEKING SISSIES 

Pominant, WM, 31 fit, cigan, 
ree very well endowed, seek- 
ing extremely submissive male 
to service me. 3237 

, HORNY IN N. PROVIDENCE 
I'm a bi-sexual horny bottom 
rom north providence looking 
or other guys in my area to_ser- 
vice on a reguiar basish. Race 
or married doésn't matter. 

3320 


CIRCUMSTANCES 
Need help to get there. Need 
someone who Can get me feel- 
ing then sit Back and en- 
oy it youre fey hing feally right 


ring big thick friefids to cim 
over P3167 


SOCK/FOOT FETISH 
bap 28-year-old attractive 
SGM looking to meet another 
RY. into sock and foot worship. 

ust love ot ey mens ate 
massa sucking, footsie, 
sock Large Shoe size 
plus but not necessary. 3168 


THE BIG STEP 
i'm married bu have been cu- 
rious. pss all kinds of to 


mysel inc uding pn 18” rubber 
fi which | all the way. 
‘m looking for one or two men 
have way welt me. 
jo handcuffs. | thin ie 
anything. I've done oral ‘ore, 
and | do swallow, 3174 


INTENSELY SEXUAL 
Bi-chemist seeking some fun 
I'm an older Bi-WM with 3 Bi/ 
Les 26-year-old girlfriend (who 
sometimes accompanies me). | 
am intense and driven by the 
pleagure principle... just do it 
‘m looking for diverse people 
and pleasures. There's always 
room for new flavors and tex- 
tures. Adventurous exhibitionist 
people are a great deal of fun 
and a great turn on, 3175 
SAILOR FOR A MATE 

i'm looking for fun times. Lets 
talk. | love beaches, trying new 
things with people, love to 
Looking for someone 
who is open minded, likes 
beaches, going out and open to 
new things. 3205 


THREESOME OR MORE? 
Looking to have sex with more 
than one partner, 21-40 at the 
same time, men or women, for 
some §pod Clean fun. No 
Strings. That's a huge turn on to 
me. @ FulOfSin 3567 


TO SERVE AND OBEY 
I'm a good looking, smooth, 
submisSive man and looking for 
my master to serve and obey. | 
love to be told what to do. @ 
sam4o1 3568 

BIG 

I'm masculine, very good look- 
ng very discreet and horny 
looking for a well-hune man 
who is D/D free. @ 
HOTMOUTH4 73570 
FOR FUN 
i'm a 23 year old SBM S'S 
200lbs, uncut 6", shy, good 
pp and easy goin’, but it 
doesn't stop me from getting 


Caught up in the moment “ 
age for sex and discreet fun. 
soboredinboston 3517 


I'm 28, clean, safe, hot, sex 
and living S. of Boston. | jus’ 
want to get laid with no bi 
by someone who knows what fo 
do with my cock. 73516 


ROUSE CURIOSITIES 
32, straight, clean cut, boyish 
male looking to experiment. 
Looking for Safe discreet en- 
counters. | want an older, edu- 
cated top. Be a good person 
who is interested in having fun. 
T9962 
SEEKING FEMME GUY 
Masculine, CWM, 
seeking femme type CWM, 50- 
60, for qvening or w/e geto- 
gethers. Smooth-bodied guys a 
lus. Enjoy the outdoors and 
ach, & 


THINKING ALIKE? 
I'm S'10 160lbs, good looks, 
in shape, seeking a similar 
male who enjoys some 


good oral and anal fun. 
Safe and clean, D/D free, 
discreet. Call me. 3484 


GREAT ORAL 
GWM, 45, seeks clean, hung 
men, ‘straight/gay/Bi, who en- 
joys receiving great oral. No re- 
Ciprocetion nécessary. | have 
place. Mass South Shore area. 


T0390 


LOVE BREASTS 

I'm a bisexual female lookin 
for a sexual relationship with 
woman or a couple fe women). 
\'m love sex with women of all 
shapes, sizes and colors. | am 
very interested in bondage and 
nipple play. Must be clean and 
shaven. No drugs with the ex- 
ception of mary j. Please be 
willing to travel to me. 3173 


FUN 
| like the idea of physical close- 
ness between people. sexually 
is definetly the least messy ani 
most fun. | just want to have 
fun. @ fuckitnow 3665 

BI-CURIOUS 

Sexy beautiful woman seeking 
a first time adverture with a fe- 
male age 25-45, I'm very bi-cu- 
rious and D/D-free of course. | 
want to explore my other side 
with you. 79636 
I'm a cute, but shy girl, that likes 
to try anything at least once with 
other cute girls. | like to be told 
what to do, punished, anythin: 
i make you happy. Your girl- 
riend/boyfriend can watch or 
help. @ pinupgr! 3325 


VERY CUTE 
yery cute, 25yo, athletic build, 
360. | have a dominant per- 
sonality in daily life, but | am 
uomissive with girls Looking 
‘or very cute and dominant gir 
for a friendship. 


CURIOUS BEAUTY 
I'm 24.3 Jong brown hair, 
thin, high heel and make-up 


e of girl. I'm in a relationshi| 
looking for discreet 
encounter(s) with a feminine 
woman. | have never done this 


before. @ beanies 3485 


AWAITING SOME FUN 
"ma female looking for lots of 
exual fun with women, male/ 
female, swingers, or couples to 
be activiey involved. 
leosex69 T3573 


NEED IT BADLY 

Need someone to be with 
Been alone too long. I'm aver- 
age ht/wt looking for a femme. 
Need someone who loves to 
play. Can go on for long period 
of time. Let me tell you I'm the 
best and will satisfy you in every 
way. Let's go. 3204 


HORNY 
We are an attr. WC, new to this 
skng women/coupies 21-32 to 
help fulfill our fantasies.She is 
bi-curious he is straight. 3486 
SWAP 
We are a young couple 24/27 
and have been together 5 yrs 
and want to explore. Lookin 
for attractive couples that wé 
can hook up with and have 
group sex and or swap. No 
strings. @ werock4 3662 
SWING WITH 
Attractive married couple look- 
ing for a fun couple to help 
show us the way of the swing- 
ing world. 3500 


_ TAKEIT SLOW 

Life is good, and we are fun to 
be with. Sexy, sensual, and cu- 
rious. We are the type of couple 
who people love to be around 
because we are always happy 
and love what life has to offer. 
We like to take it slow, and build 
a good relationship with awe- 
some couples and singles we 
meet. We are looking for sin- 
gies or couples who are very at- 
ractive because we are too 
Lets get to know_each other 
and have some fun. 73096 


We are a couple in our early 
40s, weight/height proportion: 
ate, new at this looking to ex- 
plore new things. Looking for a 
emale in pa shape to ex- 
plore with. Be safe and sane as 
are we. @ 2fourfun3 3575 


COME JOIN US! 

We are a good looking couple 
26 he's 30 for look- 
ing, fit female 24-35 for some 
infimate fun. | want to watch you 
with my fiancee and also inter- 
act. ©3482 


SEEKING COUPLE 
SWM, 6 ft, 47, 165 Ibs, 
brown hair/green eyes, 


neat, clean and discreet. 
Seeks couple for friendship 
and intimate encounters. 
4588 


EATME,BEATME 
Recently divorced guy lookin: 
to live life. Try new things ani 
meet new people. I'm looking 
for someone who is willing to try 
new things and teach mé some 
new things also. 3319 


YOUNG COUPLE 
ouple, 32/30, curious - lookin: 
‘or females/couples. We are 
pretessional couple living in 

A. We are curious about al- 
ternate experiences 


with a lady (30-45) or young 
couple (30-45). Please be at- 
tractive, sexy, outgoing, VERY 
CLEAN, VERY DISCREET, and 
fun. 73170 


THE Bi WOMAN IN YOU 
Married 10 years, love my wife 
and she loves me. Recently 
thought it would be hot to find a 
Sweet, sexy, heated bi or les- 
bian to share our extremely hot 
an dirty sex life with. You will be 
ae u stay in our bed. Looking 
‘or sexy fun down to earth lady 
not ny who can help show my 
wife why | love to eat her tigh 
wet juicy pussy. Let's show 
together. No men or trans 
please. 3171 

A PRETTY LADY 

We are two working profes- 
ponais, and have been datin: 
‘or 5 years. Now we're lookin 
to have fun. Both new to this 
Looking for a pretty, in shape 
woman that would like to have 
a fun encounter. 3180 


THREESOMES 

A great couple that is looking 
fora term relationship wit! 
a cute fun guy. Looking for 
god times, travel and fun sex- 
ual times with a@ really great 
couple. 3181 

CURIOUS IN SALEM 
Interested in a social non ob- 
trusive meeting with another 
couple. We are 34 and 35, pro- 
fessional and looking for some 
passion. We believe that ex- 
ploring some fantasies will give 
us that passion. Very commifted 
married couple, basically, look- 
ing for some unadulterated fun! 
Please be a non-aggressive, at- 
tractive like couple in the metro 
Boston area. Minima! experi- 
ence is a plus. Let's take it slow 
and then accelerate it! @ curi- 
ousmascouple 3252 


VIRGINS TO ALT. LIFE 

But willing and quick to learn. 
We are a young married couple 
who love sex and looking to 
add a little variety in our life” We 
are D/O free, easy going and 
looking for a young Couple for 
adult fun, @ LSAL 73569 


FREE SWING PARTIES 
Small intimate home. Cou- 
ples and single women in- 


vited. N/S, casual and sen- 
sual atmosphere. 8258 


STIMULATE MIND & BODY 
We are looking for an intelli- 
gent, lefty, sexy femme for ur- 
ban exploration, exotic travel, 
extraordinary Cuisine, inteliec 
tual stimulation and erotic play. 


3353 

Cpls who like to be watched: 
Slender, bearded, hung, NWM, 
late 40's, sks playful, adventur- 
ous cpis to watch & join. 23161 


WE LOVE SEX 
i'm 38, shes 30. We are a fit 
couple. Looking for a similar 
couple. Open mind to go out for 
a drink, to know eachother bet- 
ter and if everything works out 
fine, ready to have some fun 
and safe sex. 3158 


DOUBLE ASIAN 
Loving Asian couple looking for 
new fifestyle. Looking for single 
man, lady or couple to explore 
with us. @ cantsleepcp! 2444 


DOUBLE ASIAN 

Loving Asian couple looking for 

new lifestyle. Looking for single 

man, lady or couple to explore 

with us. @ cantsleepcp! 2444 
EROTIC FUN 

Young couple in their 40s look- 

ing for a man/men, 30+ for erot- 

ic times. D/O free, wt/ht, well- 

endowed a plus! 2946 


50 SOMETHING COUPLES 
Looking for a fit and classy 
couple, that would enjoy pleas- 
uring and getting pleasured by 
a well endowed gentleman, for 
playful and erotic times. 0/0 
free very discreet. 2061 


YOUR 


LETS TRY NEW THINGS 
We are a couple who would like 
to try a threesome with anther 
women. We are looking for 
someone who has an open 
mind and is not afraid to try new 
things. @ mygirls9 73664 

NEW GIRL IN TOWN 

I'm truly a unique individual. | try 
to live my life as much as pos- 
sible in women's clothing. Uiti- 
mately, I'm looking for a woman 
18-50 who is understandin: 
and encouraging of the way 
five my life. I'm open to a rela- 
tionship with a man who would 
be willing to treat me like a lady. 
Prefer women, @ KaraB2 
3663 


LOOKING FOR ADVENTURE 
I'm in my 30's, very good look- 
ing and in good shape looking 
for a female or — 21- 45 in 
good shape. Would love to ex- 
ety and try new things. 

ooking to experiment and 


have kink and fun. D, free. @ 
rudyaz T3659 
LETS HAVE SOME FUN 


We are a couple looking for a 
female for some intimate fun. 
\'m only for her. The two of you 
can enjoy each other freely and 
openly. @ brendave 3658 


STRAIGHT MEN IN RI 
Attractive GWM to orally 
satisfy attractive straight 
men. Clean d/d free won't 
be disappointed. Discretion 
assured. 2467 


STRESS RELIEF 


4 STRAIGHT 
GUYS 


Looking for straight men 
who want to stand and be 
serviced by an attractive 
GWM in his 30's D/D free 
and discreet.2°3238 


OLDER MARRIED COUPLE 
Would like to meet with mature 
Female, 50+ for exotic encoun- 
ters, D/D free and N/S. Race 
unimportant, travel or host. 
4288 


NO STRINGS FUN 
''m a good looking 30 year old 
bi male looking for easy going 
men, women or couple for no 
Strings attached fun. | like all 
shapes & sizes in woman. in 
men | prefer slim, smooth & not 
too tall. @ gsf0714 73574 


STEAMY PHOTOS 

We are a couple that likes erotic 
photography looking for a 
Clean, Targe breasted, attractive 
woman under 47 who would be 
willing to peccree in some 
steamy photo sessions. @ 
newman38 73484 


EDGE OF SEXUAL DESIRE? 
Tall, lean, fit, open-mided, mar- 
ried white male who seeks erot- 
ic interaction with couples. | can 
be a passive observer or active 
Participant. Age, race and looks 
are unimportant. 23324 

_LET US ENTERTAIN YOU 

Bi-sexual, secure couple in 
30's looking for mainty bi-males. 
We aren't perfect-we are real. 
@ candkforyou 3571 
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PLACE YOUR FOR 


CUSTOMER SERVICE CALL 
LISTEN AND RESPOND CALL 


617.976.3366 


[call cost 


MUST BE 18+ | OUTSIDE 617 CALL 900.226.4492 


800.310.5995 


USE YOUR CREDIT CARD CALL 


617.450.8620 


AND LISTEN AND RESPOND 


FROM ANY PHONE 


M - Male | F - Female | S - Single | D - Divorced | Wi - Widowed | G - Gay | Bi - Bisexual | W - White | B - African-American/Black | H - Hispanic | A - Asian | J - Jewish | C - Christian | D/D - free - Drug + Disease Free | WTML - Would Like To Meet 


WOMEN 
SEEKING MEN 


SOUTH SHORE 

WWF, 67, 5'2”, 120!bs, brown/ 
brown, likes movies, eating out, 
traveling, long drives. Seeking 
someone for companionship and 
maybe more, WWM, 65-68,hon- 
est, outgoing, trustworthy with a 
sense of humor. 


SEEKING ROMANTIC GUY 
OWPF, 59, long hair, seeks out- 
going, compatible, attractive, 
fun gentleman,60-75, who is ed- 
ucated, financially/emotionally 
secure, and has manyinterests 
for LTR! @P870015 


JUST FOR FUN 

SWF, 57, | like being around peo- 
ple as | believe there is much to 
lear from others. seeking SWM, 
54-60.%9800213 @ funfouralisea- 
sons 


ESCARGOT 

Unconventional, very attractive 
SJF, mid-SOs, in great shape, 
artist/businesswoman, with 
eclectic city interests seeks 
fun/serious, aesthetically aware 
city man for whatever chemistry 
dictates. Greater Boston area 
please. ZP550612 

GOOD NATURED 

SWF, 25, sweetheart, seeks ma- 
ture, compassionate man, 25-35, 
for a long-term relationship. | 
don't play head games, but | can 
play a mean game ofcheckers. 
Would love to find a healthy, un- 
derstanding, romantic partner. 
Please call! 17786396 

‘SMILING EVES 

I'm an attractive, intelligent fe- 
male, 47. I'm hoping to meet one 
special, good-looking, intelli- 
gent, man for dating, fun times 
and possible LTR.Confidence, not 
arrogance, is important! 
72795229 @ IrishiassOS 


CRAZY ABOUT COMEDY CLUBS 
Attractive SBF, 34, 5’3", dark 
brown/dark brown, alluring 
smile, N/S, very independent. 
es 28-38, N/S, for 
dating. #638017 


LOVING 

Blonde, SWF, late SOs, slim, S'S”, 
outgoing, looking for a loving an 
honest, outgoing man who enjoys 
dining, dancing, travel, movies. 
North Shorearea. 


FINDING THE BALANCE 
34-year-old SWF, 5'6, brown/ 
hazel, with good head on her 
shoulders. I’m a hard worker and 
| would like my mate to be re- 
sponsible, loving, between 35- 
45. | like to go out to dinner, 
enjoy a drink, and see a band. 
12784941 @ mickS20 


NEW LOOK. NEW LOVE 

Do blondes really have more fun? 
Former redhead, SOs, 5’8”, biue- 
eyed, witty, kind, compassion- 
ate, loves cooking, jazz, sports, 
movies, the realdeal. Looking for 
honest, tall, street-sawy SBM, 
49-55. 1220367 


BIG AND BEAUTIFUL SWF 

SWF 34, easygoing, hard-working 
above average looks and person- 
ality, plus-size, loves life seeks 
SWM, 35-45, hard-working, with 
great sense of humor, average or 
above average looks employed 
and independent. 9782620 


Divorced Brazilian, 42-year-old 
female looking for LTR. | love the 
simple things in life like spend- 
ing time with loved ones, my 
pets, going to the movies, and 
dancing. I'm an independent per- 
son who balances life between 
work (accounting) and College. 
‘7804155 @ analuciadobrasil 


JUST AROUND THE CORNER 
lies a world of possibilities. Life’s 
an adventure - live it! Passion- 
ate, cute, white, widowed fe- 
male, seeks romantic guy, 58+, 
with whom to enjoy thepossibili- 
ties. Let's create a lasting love. 
‘7868174 


PROFESSIONAL WOMAN 

SBF, 44, independent, volup- 
tuous, self-aware, seeks a 
healthy, attractive male, 40-55. 
Be active, professional, non- 
smoker, for fun, romance, out- 
dooractivities. Dedication is a 
must! @ packedtogo4 


Passionate Maureen O'Hara- 
type seeks honest, dependable 
John Wayne, 37-43! I'm cute, reli- 
able, fun, 45, non-smoker, long 
brown/brown, plus-sized. Loveto 
walk my dog, view classic cine- 
ma, N.E. road trips. N. of Boston 
a plus! 28752541 


MUST LOVE DOGS 
46-year-old, SWF, brown eyes, 
long red hair, freckles, two dogs- 
they are easier than children. | like 
to stay home and watch TV, read 
books, play cards, social drinker, 
home body, like to cook for family 
and friends. Love the cold weath- 
er. | prefer someone 48-60, non- 
drinker, must accept smoking and 
not married. 48776603 

LIVING IS FOR LOVING 

I'm a 27-year-old SWF. Inter- 
ested in finding a loyal, unique 
man, 30-40, someone with 
whom to laugh and cry. I'm ac- 
cepting, empathetic, and looking 
for a long term relationship. 
‘12751975 @ Nikole4352 


RUNS WITH SCISSORS 

OWF, 60s, iconoclast interested 
in theatre, movies, outdoors, art, 
spirituality. Seeking emotionally 
aware, politically liberal, humor- 
ous man withsimilar interests. 
Mensch a plus. 49926274 


MAKING CHOICES... 

creates a world of possibilities. 
Life's an adventure - live it! 
Passionate, cute, white, wid- 
owed female, seeks romantic 
guy, 58+, with whom to enjoythe 
possiblities, 47267095 


AGREAT CATCH 

A sweet girl looking for a young, 
handsome man. Br/Br, medium 
build, 30, SWF, Irish-italian- 
Indian. | love going out to eat, 
movies, walks on thebeach, and 
‘2765323 


Check out 


for fun Fa’ 


ll events! 
ing.com/Boston 


LET'S MOVE ON 

Pretty, slender, widowed WF, 64, 
Leo, N/S, loves gardening, ani- 
mals, classical, and oldies music 
Seeking WM, 65-79, N/S, ready 
to move on with life. 2697793 


WALK THRU THE WOODS 
45-year-old SWF. I'm a sports 
and music (FNX and The River) 
oriented woman, looking for a 
like-minded man to date 35-45. 
Very active and athletic. | enjoy 
the outdoors, the beach, dining 
out and concerts. %P796456 @ 
CGabaGabaHey 

HOME COOKING 

SAF, late twenties, healthy, fun. | 
have long black hair, brown eyes, 
and aspirations of opening my 
own bakery. | would love to cook 
a four course meal for the perfect 
romantic partner. 9769746 
RELAX, EMBRACE 

SWF, 34, with just a few ques- 
tions: Like yoga? Vegetarian food? 
Spontaneous walks? Traveling? 
Animals? Children? Nicholson 
Baker? Boggle? Foreignfilms? 
Roller blading? Slow kisses? 
Candlelight? Dunks decaf? 
Concerts? A good glass of Pinot? 
Monet? Massage? Yes to most? 
You must hate cigarette smoke. 
12783114 @ yogrark 

MBA ON THE WAY 

SWF with strong sense of morals 
seeks handsome man of convic- 
tions. I'm in my 20's and I'm ap- 
plying to MBA programs in the 
Boston area. | would love to find 
a man with a good soul and an 
even better heart for a long term 
love. 2769727 
SHORT TIME ONLY 

I'm a SWF, in my late twenties, 
and only in Boston for a short 
while! I'm a German exchange 
student, looking for a gentleman 
who can show her the sights. | 
love traveling, but love can cross 
oceans if the people involved 
work hard. 

SHY VIOLET 

SWF, 41, sincere, shy at first but 
funny once | get to know you. 
Looking for trustworthy SWM, 
45-48, for dating, spending quiet 
times together, maybemore. 
19784680 @ labchick 


LOVE IS IN THE AIR 

SWF, 20's, blonde/biue, 
singer, likes writing music, R&B, 
Rap. Seeking my soulmate, 18-35, 
who believes in real love, loyalty, 
honesty, honoring his partner, for 
dating, possible LTR. 2775712 
BLACK WOMAN... 

seeks white male. SBF, 36, 
Capricorn, N/S, seeks attractive 
European SWPM, 39-50, N/S, in- 
telligent, handsome, well-edu- 
cated, very ambitious, who 
lovesto stay in shape. £684252 
HISPANIC FEMALE LOOKING 
Funny, SHF, 35, seeks someone 
who's nice w/a good sense of 
humor, down-to-earth, consider- 
ate, intelligent, caring, passion- 
ate, etc. Let’ s go out andsampie 
some Boston cuisine. 791762 
@ Gisela 

ON THE COURT 

DWF, 46, 5’3”, Ti6ibs, in great 
shape, no children, former rac- 
quetball instructor. N/S, social 
drinker, homeowner, financial- 
ty/emotionally secure,seeks in- 
telligent, honest, fit WM, 40-55, 
N/S, 

NEW YORK CITY GIRL 

Now living in Cambridge. Attrac- 
tive DJF, 41, seeking male, 40-65, 
who loves theatre, movies, live 
music and romantic dinners as 
much as | do. 4221948 
SEEKING SOULMATE 

Sexy, single, Jewish female, 37, 
searching for the love of my life. 
Multiple interests include read- 
ing, cooking, listening to music. 
So what are youwaiting for? Call 
me now! | hope you're out there 
somewhere. 

WOULD YOU DARE? 

Quirky, groovy femaie, 49, with a 
35-year-old mentality and figure, 
5'4", curvy figure, loves Harleys, 
blues, sci-fi. Seeks SM with fun 
sense ofhumor, willing to pick me 
up on his mean motor scooter. 
Let's find romance on a mooniit 
beach. Tattoos/long hair a+. 
1937174 


SEE NEW ENGLAND 

SBF, 46-years-old, height /weight 
proportionate. Interests: explor- 
ing New England cities and 
towns, reading, museums, mu- 
sic, and dining in/out. Seeking 
SBM, 47-52, D/D free, non-smok- 
er, who believes in a one-on-one 
relationship who shares the 
same interests. EP765152 


A SWEET MIXTURE 

SWF, 27, outgoing and shy all at 
the same time. | prefer dinner and 
drinks, love the Pats and Red Sox, 
reading, nature walks. Seeking 
SWM, 25-37,who's compassion- 
ate, honest, sensitive, tall, hand- 
some. £8769520 @ Aeo1021 


BEAUTIFUL BLONDE... 

Very Sincere, caring, and kind. 
Seeking honest, sincere, depend- 
able, loyal, decent man, 50-65. 
Do you exist? You will not regret 
answering this ad. Thank you 
7263836 


BOOK JUNKIE 

Dichotomous attractive curvy 
brunette, 23, 5'8", artistic singer 
songwriter with moral leanings 
(most of the time!). Seeking a 
true gentleman with acreative 
flair 23-30 who will accompany 
me to the bar on saturday night, 
laugh and dance, cuddle and kiss 
(I like it slow) and take me to 
church on Sunday where | like the 
teachings but am not a Christian. 
Let's grab tea and talk. 


LET'S CONNECT 
SWF, 37, seeking a man my age, 
clean cut, bright, Wise, and com- 
passionate. | am attracted to 
men who know when to let their 
guard down. SeekingSWM, 32- 
42. 2797951 @ irishEyes68 
LETS GO SAILING 

| am a petite, 33-year-old Eur- 
asian female, looking for a ma- 
ture man 30-35 that appreciates 
the outdoors, reading, and watch- 
ing foreign movies. Looking for 
someone who is fun for a possible 
life-long romance. 
LOVELY, LAID-BACK 

There’s nothing better than 
hearing the alarm clock ring, real- 
izing it’s Saturday, and hitting 
the snooze button for ail it’s 
worth! if you enjoy lazy days, 
let's meet! I'm 39, blue eyes, 
brown hair, and a ton of 


NICE LADY SEEKS NICE MAN 

OWF, 51, N/S, honest, down- 
to-earth, genuine, enjoys can- 
diepin, miniature golf, movies, 
musicals, dancing, walking. 
Seeking romance, love,eventually 
marriage with Widowed/DWM, 
50-60, N/S, who wants same. 
North Shore Area. TP664532 


DO YOU DROOL... 

over Italian food? SBF, 38, exotic 
eyes, attractive, non-smoker, 
with son, special education be- 
havior analyst, seeks attractive, 
funny, laid-back WM,30-45, 
non-smoker, for friendship, pos- 
sible romance. $2609523 
ADVENTURESS 

Want to go Patagonia? Denali ? 
Eyeing both for my next trek. 
Closer to home, this pretty, ivy 
League educator, SWF, 42, loves 
playing the fiddie,sushi, Bach, 
NY Times, libraries, poetry, gar- 
dening, shooting hoops, crib- 
bage, tenderness.“ Hellbent on 
the real thing with a sweet, 
smart man. 


YOU + ME = LUV? 

| am an interesting, vivacious 
young woman with a love of bik- 
ing, hiking, and staying in shape. 
| would love to meet a guy who 
could be my gym partner! | love 
Italian food! 47586030 
SUMMER FUN 

SWF, young looking 52-year old, 
S'S", slim, hazel eyes, light brown 
hair, enjoys lives simplicities and 
truths, values ones inner spirit, 
integrity,  light-heartedness, 
kindness and friendship. Looking 
for the same in a man, 40-55, 
who is attractive, neat-looking, 
slim to average build. 17743404 
PECK ON THE CHEEK 

Here is the girl you've been look- 
ing for- friendly, funny, and even 
loves kids! I'm in my late 20's, 
caring and adventurous, w/ 
green eyes and brown hair. A 
loyal and genuine guy is who I'm 
pining for! 22750413 


Now Phoenix 


ATTRACTIVE NURSE 

Looking for my prince.......some- 
one who knows who he is and 
what he wants.......someone that 
is reliable, trustworthy......... more 
later. 42716014 


Successful MD, 32, with a full 
life, but I'm missing one thing- 
someone with whom | can laugh! 
| love movies, jazz cafes, and din- 
ners with family. I'ma traditional 
girl, seeking a life partner. Will 
you be my old-fashioned guy? 
7750420 
1AM WHO! AM 
SWF, late 30's, in the medical 
field and loving my job. Looking 
for someone who is honest and 
sincere, fun with a great sense of 
humor, SWM, 38-48 would be 
wonderful. Please be relatively 
close to Quincy. 42669707 
BROWN-EYED GIRL 
Pretty blonde, 50, 5’6", security 
ward, degree in bio-chemistry 
getting back into that field), in- 
terests include classical music, 
knitting,embroidery, videos, chat- 
ting with friends. Searching for in- 
telligent man, 48-60. 


ECLECTIC TASTES 

Attractive female, 33, seeks sin- 
cere mature male to explore life 
with. Open minded, ambitious, 
smart, compassionate, honest 
and stable describes us.Love of 
the city and countryside. Open 
for a long-term relationship. 
Race and age open. £PS60602 
1S IT TIME? 
Very attractive female, seeks 
male, 30+, race open, who knows 
he's ready for a sweet, loving, 
nurturing, healthy, mature rela- 
tionship combined withhumor, 
passion, sparks, and the everlast- 
ing exploration of life. fP628552 
TOO MUCH TO HANDLE 

Are you handsome and cynical? 
ls your idea of the perfect day 
going hiking, showering, making 
romance, then grabbing dinner 
Do you like young women who 
are determined with an appetite 
for adventure? If this is you, then 
come find me! 


WILD CHILD 
bilingual (English/Spanish), ec- 
centric, leftist, humanitarian, 
passionate, voluptuous woman, 
33, who loves conversing, travel- 
ing, international film,documen- 
taries, poetry, self-discovery, na- 
ture, and laughing, seeks 
creative, artistic man of any race, 
25-45, io ignite her imagination 
over candlelight and explore life's 
mysteries. 42712531 


WARM, STRONG SOUTHERN 
Wanted: A best friend (and pos- 
sible life partner) who loves life 
and has courage to fight both for 
himself/loved ones and for social 
transformation. You are fit, aged 
60-75, height 5’8”-6:2", pleased 
with yourself, playful, and ad- 
venturous. 

DO MY OPPOSITES ATTRACT? 
Slim, pretty SWF, 39, 5’6”, 11Sibs, 
brown/brown, long hair, long 
legs, seeks mature, fit, fun S/DM, 
35-4Sish, who wants to experi- 
ence a littievariety! ZP656018 


TRUE COLORS 

Down-to-earth SWF, 44, 5'S”, 
non-smoker, artist, enjoys mo- 
vies, music, dining out, and 
beachwalking. Seeking laid-back, 
easygoing SWM, 35-60,non- 
smoker, for casual dating, possi- 
ble long-term relationship. Hon- 
esty a must! 


SINCERELY SWEETLY ME 
Here’s a dog-lover who will 
charm you with her honesty and 
loyalty. I'm 33, brown eyes, black 
hair, and a penchant for poetry. 
As a engineer, I'm alogical scien- 
tist, but | know how to let my 
hair down! 42743995 


INSPIRE THIS ARTIST! 

lam an artsy, alternative, dynam- 
ic chick who is looking for a pas- 
sionate, dark-haired man with 
whom to fail in love! Please enjoy 
traveling, steak, and dogs! Tattoos 
are also a bonus! $8586023 
VICTORIA'S SECRET 

A purring cat, a pint of ice cream, 
the smeil of freshty mowed grass, 
a challenging crossword puzzle, a 
gentie breeze on a balmy day. 
Your secret? $P467156 


WANTED: 1GOOD MAN 

With one or two (good) kids; for 
friend and housemate-styler 
renter. (Partner-type relationship 
not excluded.) By youthful ener- 
getic woman, 53. non-smoker. 
Preferably he cooks, plays piano, 
and handles chainsaw adroitly, 
but intelligent, ethical, and good 
sense of humor would be very 
good. 


Pretty DWF, 49, N/S, college-ed- 
ucated, business owner, physical- 
ly fit, energetic, sense-of-humor, 
likes beach, cooking, bicycling, 
ice-skating,skiing, taking golf les- 
sons, looking for D/SWM, 47-60, 
financially secure, physically fit, 
w/SOH, etc. €476267 

PRETTY WOMAN 

SWF, 50, S'S", 140ibs, enjoys 
cooking, bird-watching. Seeking 
educated SWM, 50-71, for ro- 
mance leading to LTR. Preferably 
North Shore area, 28773142 


ALOT OF LOVE TO GIVE 

Very cute SBF, 33, 5'3", 130!b, 
athletic build, N/S, Caribean 
background, enjoys working out, 
dining in or out, movies, beach, 
long walks, quiet timesat home. 
ISO SM, N/S, normal. 747020 


CUTE RUSSIAN 

DWF, 33, 5'2”, 115Ibs, fun-loving, 
good sense of humor, loves cook- 
ing, travel, reading, dancing, the 
beach, family-oriented, with N1- 
year-old son.Seeking serious re- 
lationship with someone to share 
life's adventures. 4754316 
MUST LOVE DOGS 

Attractive, articulate DWPF, 49, 
fit, hazel eyes, enjoys culture and 
the arts, fine dining. Seeking emo- 
tionally/financially secure SWPM, 
45-60, fordating, LTR. £PS92980 
STOP, LOOK, & LISTEN... 

to this vivacious senior, Norwood 
area, who loves the beach, movies, 
and quiet times. Sincere gentle- 
man wanted 70-75, maybe this is 
you if so please call. 1427201 


HOW 
CONNECT! 


ANSWER 


1_Note the number listed 


the 


2_Call 617.976.3366 
you're outside Metro 
Boston call 1.900.226.4492 
only $2.19/minute. 18+ 


Call 1.617.450.8620 
use major credit 


debit card 


3_Follow the instructions 


voicemail greeting 


message for the 
advertiser (tip_ include 
contact details!) 


PLACE YOUR 


OWN 


1_Call 1.800.310.5995 

speak Micah place 
your call our hour 
automated service 


617.859.3283 


2_Record voicemail 


greeting 


3_Retrieve your messages 
we'll let you know when 
new ones have arrived! 


GET MORE 


1_Check out phoenixpeople.com 
find more great new people 

2_See the symbol ad? That 
means the advertiser has profile 


(and maybe even picture!) 


phoenixpeople.com 


3_Chat with local singles right now. 
Call 617.475.2264 learn more 
more new people using text 


messaging your cell phone. 


“phx” 23578 learn more 
help? For Customer Service 
call Micah 1.800.310.5995 

FREE ADS Free ads piaced in this section are not guaranteed to 
tun every week. Be sure to renew your ad frequently to keep it 


fresh. GUIDELINES Personais are for adults 18 or over seeking 
monogamous relationships. To ensure your safety, carefully 


screen all responses and have first meetings occur in a pubjic 
place. This publication reserves the right to edit, revise, or reject 


any advertisement at any time at its sole discretion and as. 
sumes no responsibility for the content cf or replies to any ad 
Not ail ads have corresponding voice messages. To review our 


complete guidelines, call 617.425.2636 


| | d 
are 
Place today! Call 1.800.310.5995 
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Check out www.phoenixpeople.com 


PLACE YOUR FOR 
CUSTOMER SERVICE CALL 


LISTEN AND RESPOND CALL 


617.976.3366 


[call cost $2.19/min] 


MUST BE 18+ | OUTSIDE 617 CALL 900.226.4492 


800.310.5995 


USE YOUR CREDIT CARD CALL 


617.450.8620 


AND LISTEN AND RESPOND 
FROM ANY PHONE 


M - Male | F - Female | S - Single | D - Divorced | Wi - Widowed | G - Gay | Bi - Bisexual | W - White | B - African-American/Black | H - Hispanic | A - Asian | J - Jewish | C - Christian | D/D - free - Drug + Disease Free | WTML - Would Like To Meet 


SENSUAL,SPIRITED WOMAN 
Renaissance woman, red/hazel, 
S'6", 135lbs, secure, enjoys golf- 
ing, skiing, travel, and the beach. 
1SO SM, 38-50, employed, hon- 
est, good-humored, who enjoys 
music, socializing, life. You won't 
be disappointed. 4°786900 


GREAT LISTENER 

I'm very easy to talk to and to get 
along with. SWF, 36, H/W pro- 
portionate, fit, N/S, works in 
Customer service, enjoys thriller 
and comedy films.Seeking WM, 
35-45, for LTR. 4764150 
BEAUTIFUL PACKAGE 

Nice, caring person looking for a 
honest, hard working, affection- 
ate, compassionate good looking 
but most importantly good in- 
side his heart n soul. | love the 
beach , camping, and swimming 
72761334 
BANANA SPLIT 

I'm a friendly, warm, and com- 
Passionate social worker who is 
looking for love in between her 
cases. | love sharing sundaes, 
{one bowl, two spoons, and lots 
of romantic eye contact!) Give 
me a chance and you won't be 
sad. 49707936 


Twenty-two, blue eyes, brown 
hair, acute petite physique, and I'll 
keep you and your friends rolling 
the aisles with my quirky sense of 
humor! My secret: | love being 
spooned in my sleep! 


DE LOVELY MARIE 
This black Caribbean woman is 
looking for a loving relationship. 
If you're 45-55, a non-smoker, 
drug-free, then you might be for 
me. Let's meet, go to the 
movies, and then cruise around 
the world! €712870 

FORTUNE COOKIE CUTIE 

My perfect Saturday would be 
spent watching HBO On Demand 
and then ordering Chinese food 
with my perfect partner. I'm tall, 
thin, and looking for an honest 
guy with whom to eat some crab 
rangoon. 707310 

ARE WE THERE YET 

I'm talking about the love! | am a 
cute, 29year old girl who is look- 
ing for a hitchhiker with whom to 
travel on this road of life. Look 
like JamesDean, don't be mean, 
and I'll be your queen! 
DETERMINED DAME 

I'm 24, a cute petite package of 
fun, with black hair, brown eyes. | 
have a lot of determination and 
I'm ready to take on whatever life 
has to give.Of course, | could al- 
ways use 2 partner in crime! 
‘78707730 

SNOW WHITE 

With my dark brown hair, brown 
eyes, and light complexion, my 
friends say | resembie Snow 
White. I've dated a few dwarves, 
but now I'm looking for my 
Prince Charming. | love to stay 
active. Be liberal! 42707982 
LOVELY TIMES IN RI 

I'm living in Rhode Island and 
looking for a love. I've got brown 
hair, brown eyes, and I'm light as 
a dove. At school | teach, then 
walk the beach. Come be my 
blessing from above! ‘#7708026 


GLASS OF CHAMPAGNE 

Life should be like a glass of 
champagne- light, bubbly, and 
always enjoyed with good 
friends! I'm a bouncy, giggly, 32yr 
oid who loves to runthrough the 
city streets. If you've got jogging 
shoes, give me a call! 712841 
ACCOMPLISHED, ARTSY 

I may have gray hair, but I'm full 
of youth and vitality! | love live 
theater, listening to classical 
music, and flirting with the right 
person. I'm a vegetarian so we'll 
make a mean salad together! 
‘713060 

COME & GET ME! 

Hil I’m new to the Boston area... 
just moved here and will be 
starting grad school in the fall. 
Looking to meet some new peo- 
ple, make some friends, and 
maybe even (if I'm lucky) find 
someone special. 2671226 
COLLEGE-EDUCATED 

SHF, 34, N/S, enjoys museums, 
historical sights, miniature golf, 
and fairs. Seeking man, 30-42, 
N/S, for LTR. 2P622366 


MS. MIDNIGHT 

you: Hot and Heavy Thursday at 
Avalon Night Club. wearing: Red 
Sox hat, biue jeans, and blue 
button up shirt. You walked by 
and you smelied incredible. All | 
can think about is that | need to 
meet you. 47682512 
SUNSHINE OF MY LIFE 

I'm looking for a man who has a 
great sense of humor and can 
dance in the dark with me to the 
sounds of Stevie Wonder. This 
firecracker is seeking her spark. 
Let's make magic! 


PURE POLLYANNA 

Hello! I'm a simple girl who's 
wishing upon a star to find her 
true love. I'm 21, with blond hair 
and dark eyes. | love to partici- 
Pate in sports and!’m a great 
supporter on the sidelines too! 
Call me! #9713013 
SOUTHEAST AREA 

DWF 54, originally from West 
Europe, brunette, 5'5", H/W-pro- 
portionate, intelligent, educated. 
Seeking sincere, professional 
S/DWM, 55-65, N/S, ingood or 
fair health for romantic LTR. 

GOLDEN GIRL 

Romantic, slim, blonde SWF, 
young 40s, enjoys music, beach- 
es, dining out, romance. Seeking 
attractive, in shape S/DWM, 40- 
$2, medium-athietic build,for se- 
rious, romantic relationship. 
7472769 

CONCORD (NH) CUTIE 

Very pretty DWF, 69, 5'7", aver- 
age weight, very young-looking, 
N/S, long blonde/blue, great per- 
sonality, relocatable for love, 
seeks SM, 68-73, N/S,S'11"-6'2”, 
light drinker, for LTR. 980178 
SEARCHING 

Attractive DWF, 5'2”. N/S, 
brown/hazel, affectionate, car- 
ing, mature, enjoys life and many 
varied interests, and wants to 
share it with that special attrac- 
tive SWM, 50-63, friends, maybe 
lovers. North Shore. 
BEAUTIFUL BIOCHEMIST 
Full-figured, intelligent, warm, 
caring SWF, SO, blond/brown, S'6”, 
enjoys movies and classical music. 
Seeking intelligent SWM, 40-60, 
financiallysecure, for friendship, 
possible LTR. #8204781 
LOOKING FOR LOVE 

SWF, 18, 5°3”, 135ibs, brunette, 
employed looking for SM, 18-25, 
who's nice, easygoing, kind and 
loyal to share lasting friendship 
and relationship. P659854 
RAPUNZEL AWAITS PRINCE 
Gorgeous locks, beautiful slim 
figure, classy, intellectual, ac- 
complished, tender-hearted. 
40s, Jewish. Pining in tower for 
tall, Mozart lover, 40+.For mar- 
riage, children. 

HAIR OR NO HAIR 

SWF seeks SWM, 35-55, who 
makes a blue shirt and tie look 
good. Wants someone youthful, 
active, educated who enjoys bik- 
ing, hiking, sailing, camping and 
conversations from serious to 
silly. 29719173 


Now Phoenix 


SEEKING KINDRED SPIRIT 
Newport, RI area. SWF, 40, attrac- 
tive, spirited, active, professional, 
seeking intelligent, educated, at- 
tractive, maniage minded gentle- 
man for loveexploring life together 
laughter and family. Eclectic inter- 
ests range from cultural stuff, 
travel, to kayaking and beaching, 
fellow Episcopalian a huge bonus! 
7744231 


WORK NIGHTS? 

Looking for SWF, attractive, to 
hang out with me on my yacht 
during the day in Beverly. | like 
music, cooking, watching sports, 
and the outdoors. I'm 6, 200!bs, 
SWM, mid 40's. | work night shifts 
so preferably looking for someone 
working similar hours. %8794904 
NO AMERICAN ACCENTS 

Tall SWM, 46, seeks Asian, Euro- 
pean, Hispanic or Portuguese fe- 
male, under 55, for dating, possi- 
ble relationship. 4502606 
SEEKS INTIMATE... 

..loving woman. Massage thera- 
pist SWM, 49, N/S, lives on the 
beach, loves the outdoor, motor- 
cycle riding, writing, swimming, 
long walks on the beach,spoken 
word, seeks SF, 35-48. 2801441 
@ parco 

LOVE ETERNAL 

SBM, 32, Virgo, N/S, seeks wo- 
man, 25-38, N/S, for friendship, 
possible romance. #8779906 
PARTY ON! 

I'm 23, 5°11, brown/blue, average 
build. | like to practice on my 
turntables or guitar, going out to 
eat, hitting up live punk or metal 
show, myfavorite is The Trans- 
plants. I'm looking for a woman 
who is laid back, a little weird in 
the mind but a cool person. | love 
piercings and tattoos. #7784621 
PURE, UNFILTERED FUN 
Looking for a good time. I’m 
25and | enjoy sports and like to 
stay active. Not much of a 
homebody, but sometimes | like 
to relax and cuddle. Whenthe 
sun is shining, i’d rather be out in 
it. 47803229 @ magnetism 
LOVE HAPPENS 

SHM, 24, 6° 9", average build, 
Libra, marriage-minded, N/S, 
seeks man, 25-35, for possible 
romance. #784164 

LET ME COOK FOR YOU 

I'm 24, WM, single dad that lives 
with my 4-year-oid son. Looking 
for a nice girl that | can cook for 
and watch movie with. 4792392 
@ 

LET YOUR GUARD DOWN 

SWM, 33, 180lbs, brown/ 
brown, athletic and attractive, 
non-smoker, seeks woman, 18- 
45 that is fun-loving, likes to oc- 
Casionally go out and have agood 
time and not afraid to let their 
guard down and have a good 
time. | love sports and a big fan 
of Sox and Pats. €9789623 


HAVE YET TO FIND IT 

I'm 24, SWM. Hard to say what it 
is I'm looking for. The easiest 
way to put it is that I'm looking 
for someone who whenever | see 
her or speak to herl think “wow.” 
803910 @ Stizod 
MULTIDIMENSIONAL MALE 
Intellectual, emotional, and spir- 
itual SWM, slender, fit, youthful 
in appearance and energy, musi- 
cal, athletic, uncommonly sensi- 
tive, good listener, playful, in- 
tense, enjoys dancing, children, 
community. touching, eye con- 
tact, making a difference, spon- 
taneity, and integrity. Questions 
cultural assumptions and lives by 
the golden rule. Seeks insightful, 
expressive, empathic, similar 
woman 45-54 for mutual growth, 
exploration, and joyful relation- 
ship. 2785650 
AGREAT CATCH 

SWM, 22, 6'2 175Ibs, non-smok- 
er, seeks woman, 18-26, non- 
smoker, for friendship, possible 
romance. Student looking for a 
good girl to get to knowbetter. If 
your looking for a great guy, I'm 
right here. 42787272 

NEW IN TOWN 

Curious, Creative SWM, 48, In 
Boston from Englanda few days in 
September seeking a N/S female 
that’s socially challanged while 
visiting £2786673 @ phot_one 
LET ME MAKE YOU HAPPY 
Male, 32, 5'11, medium build, 
smoker. | enjoy walking the bach, 
park, going to the movies, travel- 
ing. I'm very funny and truthful. 
Looking for afernale 18-35 that 
likes to laugh and be happy. 
72787390 

ENJOY LIFE WITH ME 

SBM, 34, Libra, 5°10, medium 
build, brown/brown, looking for 
Brazilian or Spanish female 25- 
28 with no kids, height/ weight 
doesn't matter. | lovegoing to 
sports bars or just relaxing and 
watching a movie. I'm very laid 
back and love to surround myself 
with good people. 42784613 
DREAM COME TRUE 

Sensitive, intelligent man, inter- 
ested in meeting new people. 
Lets meet and have a drink or go 
dancing. For one night or per- 
haps more. | love all women all 
shapes and sizes. You are all 
beautiful. 49791914 

SCORPIO ON THE PROWL 

I'm a 35yr old caring gentleman, 
brown hair, brown eyes, heart 
that never stops caring. I'm get- 
ting back into the dating scene 
and I'd like to meet awoman who 
is can care openly and passion- 
ately. Give me a call! 49785872 
PHYSICIAN AND TEACHER 

35 SWM, new to Boston. I'm a 
physician, teacher and researcher 
so I'm busy, but have fiexibility to 
work from home, travel, and 
other spontaneous things. I’m 
looking for someone attractive 
but doesn’t make a big deal out 
of it. 7800364 @ xndr7 
HANDSOME POLITICIAN 

Well, almost. I’m currently in 
grad school for political planning 
and I'd love to meet someone 
who is fun, straightforward, and 
not wishy-washy. | have a great 
deal to offer and | give great 
hugs. Call me! €785876 

ALL EYES ON YOU! 

I'm 27, intelligent and | just moved 
here from Wyoming this summer! 
I'd like to meet a cute, smart, hon- 
est, literate lady for casual dating. 
twouldn’t mind a long-term rela- 
tionship, if it’s in the cards! Let's 
peruse the shelves @ a local book- 
store! 2785831 

LETS UNFOLD MYSTERIES 

Are there any women left that 
don't hate men or themselves? 
I'm struggling to find someone 
that finds an inquisitive nature 
inspiring/fun/sexy, instead of 
boring/annoying/dull. Let's start 
with anything, find out how it 
works and move onward from 
there. 804116 @ cyrano 


WM, 36, reserved, very reliable, 
seeks pony-tailed WF compan- 
ion for day trips to the Cape and 
other fun things on a budget: 
Fairs, flea markets, W.Newton 
Cinema, local and national live 
music. 42772850 


MAKING MEMORIES 
Good-looking WM, 57, 6'1", seeks 
warm, affectionate WF, 52-62, 
for possible long-term relation- 
ship. 48774841 

BACK HOME IN BOSTON 

SWM, 45, 5'10 160ibs good shape 
and good looking, smoker. I’m 
from South of Boston and seek- 
ing a friend or maybe more. | love 
skiing in the winter,beach and 
boating in the summer. | love to 
enjoy life. 767641 
SINGLE AGAIN 

SWM, 33, hard-working, likes 
music. Looking to meet a nice 
lady, 24-35, to go out and have 
fun, dating, friendship, possibly 
more. Let's give this atry. 
72796973 @ slipster216 
PROFESSIONAL CHEF 
28-year-old, professional chef, 
college educated, hard working 
male. Like snow boarding, cook- 
ing, mountain biking, hang out 
with friends. | am fun and believe 
that you can’t take life too seri- 
ously, looking for someone with 
the same attitude. 2748574 
JAZZ LOVER 
SWM, 48, 6; wine merchant who 
enjoys live jazz/blues, fine wine 
and dining out, seeks SWF, 35-45 
with similar interests. 22963454 


FUN LOVING GUY 

Looking for a friend or maybe 
more. I'm a 20-year-old SWM 
taking time off from school to 
experience new people and life, 
I'm fun-loving and easy going. | 
love going out and meeting new 
people but also enjoy relaxing. 
‘802119 @ IrishLadiS 
SWM SEEKS SBF 

SWM, 53, 5'8", 160lbs, in great 
shape, loves outdoors, music, din- 
ing. Seeking SBF, 37-51, fit, good 
personality a must. ‘2768386 
AWAY FROM THE COLD 

SBM, 50, 5'11, in-shape, entrepre- 
neur, seeks SWF any age, willing 
to relocate to Fort Worth TX for 
the winter or longer. I'm fun and | 
love theoutdoors, dancing, sight- 
seeing and all the other good 
things in life! 4730560 

PRINCE NOR A FROG 

1'm 32, SAM and | love the sym- 
phony, opera, romantic settings, 
red wine, fine dining, stimulat- 
ing discussions, going for long 
walks and hikes. | havea good 
sense of humor, financially se- 
cure and drug free. 47796884 @ 
NewToThisThing 

HERE'S YOUR HOMEWORK 

I'm a biond-haired, blue-eyed, 
patient guy who teaches high 
school kids. Teaching is one of 
my favorite things, next to bik- 
ing, because you can be creative 
and make an impact. Come im- 
Pact my life! | am 38, and also 
love films and clubs.%2707S51 
LIFE iS LOVE 

Tall, handsome, 60's, profession- 
al, fit, divorced dad, salt and pep- 
per, and genuinely nice. Seeks at- 
tractive, 50, slender, genuinely 
nice you. 79678710 

DOCTOR FROM FRANCE 

Singe French guy in Boston. I'ma 
34-year-old doctor coming from 
France. My friends consider me a 
funny and adventurous guy and | 
can be very.romantic and pas- 
sionate. Are you my smart, at- 
tractive and intellectual woman? 
‘18787676 @ Hamoun2001 

AFRO BLUES 

SBM, handsome, intelligent, 
artistic, with good sense of 
humor seeks SW of color, attrac- 
tive, in good shape, non-smoker, 
tall, in her 30s, for fun,romance 
and adventure. 4595036 
HEART OF GOLD 

48, SPM, Red Sox fan, great 
sense of humor, caring, sensitive, 
enjoys classic rock, movies, con- 
Certs. Seeks cute, SPF, out going, 
33-48, non-smoker, who laughs 
easily. Brighton/Newton area, 
7936840 

GENTLEMAN AVAILABLE 

SWM, 49, 6'1”, at peace with self, 
more concerned with who a 
woman is on the inside. | have no 
children, but love them. Wide va- 
riety of interests andwilling to 
share with someone special. Old- 
fashioned values, serious replies 
please. 9621374 


ISTINE 


MOVIN’ OUT 


You've all the U-Hauls and Enterprises the city and 
they've all told you, at least twice, that the last moving van has 
been reserved. You've stolen all the postal bins and cardboard 
boxes you can carry home from work. You've made lists you'll 
never use, and donated one or two items to the Salvation Army, 
just so you have less to move. Yup, the old lease is up and new 

4 one is beginning. So, it is time to start again, but how can you turn 
| your bare-ass apartment into a home? Should you ask your dating 
* partner for help, or should you just stick with your friends who are 
‘ happy to help in exchange for booze? Tom and Christine pop the 

bubble wrap and discuss the finer points moving. 


SHOULD YOU ASK DATING PARTNER HELP 
YOU MOVE? 

TOM_ Never. Any girlfriend I've ever had has been a complete ditz. 
I can only imagine that having one of those clucks around would 
be of no help, except to give the moving guy a happy ending. 
Translation: This actually happened. | was waiting for my girl 
_ to bring in my silverware and when | found her, she was swap- 
| ping spit with a dude named Big Red, piano mover by profes- 

| sion. | hope she got crabs. 

CHRISTINE_ Sure. Moving a person from one place to another is a 
bonding experience. It's a great opportunity to get to know some- 
one and they'll always remember you as being an integral part of 
a major transition. 

Translation: It’s a great opportunity to root through your part- 
ner’s stuff. It’s only invading their privacy if they catch you. 


HOW SHOULD YOU DIVIDE THE LABOR? 

TOM_ I'd never ask a broad to help, but if | had to, I'd tell her to 
take care of the “chick duties:” folding clothes, getting me coffee, 
and wiping the sweat off brow. 

Translation: At this point, | am promptly dumped. | don’t 
mind being single, but when I'm between girlfriends, there's 
no one around to wash my undies, so | go commando. My 
record is three months of living free and easy. 

CHRISTINE_| only ask for a little bit of help. Like disassembling 
the furniture, moving the planks and pieces, and then driving the 
truck. Oh, and putting the furniture back together again, but that 
goes without saying. 

enjoy watching others work. Especially, when 
wearing leather and holding whip. 


THE WORST MOVING EXPERIENCE 
EVER HAD? 

TOM_ overbearing college girlfriend said take care 
packing because was busy with classes. She ended throwing 
out basically all of my clothes and valuables. 

Translation: She threw out my collection of He-Man and She-Ra 
dress-up clothes. She said the were dead, but that 
true. The 80's are always alive... in my heart. 

time moved all belongings into the wrong 


apartment. had take everything apart and set down the hall. 
| Translation: Apparently, ina fit of blind rage and frustration, 
: | whipped out my pocketknife and threatened to stab the 

people. was clearly joking, but they insisted upon 
pressing charges. 
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FOR CUSTOMER SERVICE 


LISTEN AND RESPOND 
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MUST BE 18+ | OUTSIDE 617 CALL 900.226.4492 


THE BOSTON PHOENIX 
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QUALITY OR QUANTITY? 

I'm a 39-year-old SWM just look- 
ing to meet an attractive, well- 
read, indie film loving, upbeat, 
employed, non-smoking woman 
27-35 years old. @ 
grod27 

LOOKING FOR MRS RIGHT 

I'm a down-to-earth guy who 
would love to find the right 
woman. I’m 26, SWM. | love to 
spend time with family and 
friends but | also would love 
tospend a quiet night alone with 
that special someone. $P786435 
@ jimmytock 

ROCK CONCERTS 

30 years old, very funny, 5'4”, 
130Ibs with blue eyes. | like indie 
films, Rancid and Drop Kick 
Murphy's, along with parks. Very 
spontaneous and up for any- 
thing. Got any ideas? Be around 
my height and weight. %P736725 
BACH + IMMORTALITY... 

and science! Create love with one 
from which there springs wide- 
love for all? Tender, passionate 
WM, SOs, tall, slim, enjoys sea- 
shores, forests,literature, film, 
PBS/NPR. Mom/grandmom ok, 
co-parenting or us alone ok. 
idealistic, natural, trim optimist, 
please grace my arm. %470424 
BE MY COMPANION 

46-year-old looking for a compan- 
ion 18-SO. | love the movies, the- 
ater, concerts, sporting events, 
and many other areas of interest. 
19784534 @ theonlyguy 
PARTNER IN CRIME 

Older guy, 45, seeks younger 
chick who likes the flicks. Dining 
out, the beaches too, Wed- 
nesdays at Club Hell, is a definite 
clue. Handsome,sarcastic, | clean 
up well. You be sexy, spiritual, 
20s or 30s, with a story to tell (I'll 
listen). If you like what you've 
read and are ready tostart don’t 
smoke tobacco, no children, no 
pot, respond to my ad with par- 
ticular haste, fun crimes need 
committing and there’s no time 
to waste. #735835 

ENJOY TIME TOGETHER 

1am a 39-year-old SM, who loves 
comedy movies, quiet dinners at 
quiet hotels with hot tubs, 
spending quality time with my 
daughter on weekends, camping 
in the summer, bingo, going out 
to eat and sports. £609857 
DISTINGUISH GENTLEMAN 

SBM 32, 6ft, brn eyes, athletic 
built, N/S w/ integrity. Seeks at- 
tractive SWF 21-40, Intellectual, 
athletic/slim figure w/ the ability 
to love theworld and still have 
enough for me! ‘28725856 

HI THERE 

Looking for a woman to hang 
out with, have fun and see what 
happens, whatever it may be. 

OFFBEAT 

SWM, dynamic late 40s, 5'8”, 
150lbs. Athletic, educated, trav- 
eled, politically progressive, SOH. 
Loves outdoors, music, movies, 
reading but not abookworm—-!'m 
a man of action! Seeks similar, 
attractive S/DF, 28-48, feminist 
welcome/preferred. £8785773 


PASSENGER WANTED 

1971, Scorpio, very clean, well- 
maintained, low mileage, SWM 
seeks honest, well put together, 
sexy, SWF for Harley riding ad- 
ventures around Portland area. 
Searching for Ms. Right Road. 

YOUNG GUY LOOKING 

Young, energetic man, relatively 
slender, handsome, laid-back, 
open, goes with the flow, looking 
for happy, cute, genuinely nice 
girl. | look forward too meeting if 
this could be you. £°785801 
SURVIVALIST 

33-year-old 6'2, 230!bs, blonde/ 
blue, viking warrior seeks 25-35, 
independent, free thinking, in- 
touch with their spirituality, gra- 
nola girl for long-term relation- 
ship to explore the planet Earth. 


PASSIONATE EGGHEAD 

SWPM, 37, smoker, 6"1", 185 ibs, 
fit, intellectual, progressive, who 
enjoys the complex, everyday, 
and tactile; passions. WLTM 
SWF, fit, 22-40w/complementa- 
ty interests for companion- 
ship/dating. 42767728 


@ MUSIC WRITER 
SBM 34, 57 14Sibs, passionate, 
outgoing and somewhat adven- 
turous. I'm seeking Black, Latino 
or Asian male 30-42 for movies, 
hanging out, etc. Notinto bar 
scene. | enjoy listening to music 
as well as writing. Looking for 
someone that also has some 
artistic attributes. Must be D/D 
free, as | am. %P790065 
ARE YOU THAT SOMEBODY 
SWM,43, In search of fun and 
good times, romance a possibili- 
ty. Down-to-earth guy who 
wants to spend time with some- 
body special. Seeking SM,24-59. 
‘7803454 @ alb2e 
LOOKING FOR YOU?? 
GWM, straight-acting, 34, looks 
younger, 510” 160!bs, brown fade, 
green-blue eyes, good-looking 
smooth, athletic, ISO good-look- 
ing younger guy, inshape, with 
awesome personality who loves 
the outdoors. If you're down for a 
blast call me! 


SEEKS SPECIAL SOMEONE 
Genuine, Portuguese-American 
GWM, 36, loyal, professionally 
employed, enjoys physical fit- 
ness, people, travel, social gath- 
erings, friends, family.Seeking 
similar male. Would like friend- 
ship first, then dating, potential 
long term monogamous rela- 
tionship. fP465n3 

NO IRISH CURSE HERE 

Looking for the right man with 
the right puzzle piece. Attractive 
is a must. Prefer BM, financial 


Male, 38, seeks female 18-21 who 
is loving peaceful, vegetarian, 
non-competitive, anti-material- 
istic, weig 1t/height proportion- 
ate and uses naturalherbal 
remedies. | need your love to 
write a 1500 to 2000 word super 
ad that will appear all around the 
world and make the Earth a to- 
tally loving planet. 2776147 


HARD-WORKING CARPENTER 
lam 35+, tall, fit separated male, 
looking for a SWF, 25-40, to 
spend down time relaxing. Enjoy 
outdoors, boating, biking, travel- 
ing. non-smoker,occasional barfly. 
‘TE7S2152 

PETITE WOMAN WANTED 
SWM, 44, 5'9”, fit, handsome, 
175ibs, PhD, entrepreneur, 
English professor, into shopping, 
poetry, romance, music. Wants 
soulmate, age open. £P128585 


50S HARD BODY 

50-something culinary profes- 
sional, very athletic, hard body 
looking for after-work playmate 
who likes the naked outdoors. 
77694255 


TAKE A CHANCE! 

I'm S'10” with blue eyes and light 
brown hair. | enjoy long walks in 
nature, reading, travel, foreign 
languages, and spirituality. | 
need a love who is in touch with 
himself and is compassionate. 
7252583 

SEIZE THE DAY 

I'm a 42-year-old energetic, sen- 
sitive, intelligent guy who values 
fitness, arts, reading, and playing 
classical piano. | love outdoor ac- 
tivities but not really much for 
the bar/club scene. | value com- 
panionship, shared interests, 
and of course the physical com- 
ponent. ‘22786690 beninjp 
NO MORE LONELY NITES 

I'm a warm, giving, loving man, 
45, who is ready to get settle 
down. If you're looking for a love 
who'll hold you, dry your tears and 
faugh at all ofyour jokes, you've 
found your soulmate. €9712842 


LET'S TRY Bi 

WM, 5’8”, 38, in shape, D/D free, 
seeking same to explore each 
others bi side and maybe more. 
Full discretion assured. 22738785 


COME FLY AWA’ 
Lean, limber, and longing to find 
my perfect match! I'm 40, with 
brown hair, blue eyes, and a love 
of activity. I'd love another free 
spirit who'sinterested in a long- 
term relationship to fly my way. 
7747285 

LET'S GET TOGETHER 

CWM, in his 40s, 5'8", brown/ 
blue, seeks GWM for friendship. 
Live in Boston area. English/Irish 
descent. Love walking my golden 
retriever Shea,traveling, day 
trips, hiking, canoeing, and ice 
fishing. #2628372 

YOUNGER SEEKS OLDER 
BiSWM, youthful, handsome, 
athletic, 57, 5°10", 165Ibs, brown/ 
blue, seeks older WM, 60-70, 
slender, healthy, easygoing, 5‘10” 
or under, forfriendship and long- 
term relationship. Boston area. 
‘439810 
LOOKING4REGULARJOE 

SGM, 26, attractive, seeks regu- 
lar, blue collar kind of guy, 38-53, 
for a possible LTR. 8739821 
THIN BLUE LINE 

SWM, 34, 6'3", 210ibs, brown/ 
green, very masculine, Sagittarius, 
N/S, seeks same in a masculine 
WM, 27-40, N/S. 29622359 
NEW TO THE CITY 

GWM, 48, S’6”, 130ibs, blond/blue, 
smoker, mechanical design engi- 
neer, seeks WM, 30-50, smoker, to 
hang out with. 23753748 


MAN TO MAN 
If you have a bit of free time, 
want to unwind with dinner, or 
whatever helps you to relax, and 
you can handle a down-to-earth 
man, give me a call. 47285393 


HEALTHY POZ 

53, 6'1", musical, spiritual, enjoys 
nature and travel, SOH impor- 
tant, likes to dance in the kitchen 
to Jobim understands Porter 
lyrics, hoping for someone big 
enough to hold me when i need a 
safe harbor. 


HOW ABOUT DINNER? 

WM, 47, into camping, hiking, 
swimming, biking, animals and 
quiet times at home. Looking for 
a man, 25-35, to be a friend 
first. 
LIFE’S A BEACH! 

Like hanging out at the beach, 
hiking, camping, anything outside 
pretty much. Looking for a life 
Partner 35-48, and in shape. 5°10”, 
155ibs, 48 yearsold. 


BASEBALL PLAYER 
Baseball player seeking athletic 
boy. I'm 5°10 145Sibs, red-blonde 
hair seeking 18-29 -year-old any 
race, with a tight swimmers build 
for possible long-term relation- 
ship. 2786972 


WOMEN 


SEEKING 


WOMEN 


ANICE SMILE 

GF, SO+, seeks same, with sin- 
cere, caring heart, sense of humor 
a must. Looking for that special 
lady in my life. Stoneham/North 
Shore area preferred. 2464251 


GENEROUS GAL 

I'm a giving, nurturing woman 
who is looking for a cute, petite, 
moody girl to love. I'm 5'9” with 
brown hair and eyes. | am a 
great snuggler, wonderful hug- 
ger. Education is very important 
to me! 769694 


..100% sweetheart. SF, 27, N/S, 
likes to workout, loves long hair, 
seeks femenine, assertive, tough 
SF, 26-40, who works out is a +, 
to have greatphysical and men- 
tal chemistry with. 2800327 @ 
poetrynic 


SEXY, CUTE 36-YEAR-OLD 
BIWF, 36, hot, beautiful and 
looking for a women, 25-40, who 
is interested in having fun and 
possible long-term relationship. 
Anyone who is interestedplease 
leave message. 19773614 


HELP WANTED 
SWF, 40's, in search of a femi- 
nine lady who is quietly confi- 
dent and subtly sexy, affection- 
ately adoring and hopelessly 
devoted. Call to see what you 
get. £2787082 

CLEAN COTTON LOVE 
25-year-old good looking femme 
seeks same. Hopefully, with an 
intellectual book loving side, a 
playful wild side and everything 
in between. 22790111 @ 2besure 
RECIPROCAL FRIENDSHIP 

SBF, 24, seeking friends for com- 
panionship, dating, dinner, en- 
joying life, fun, hanging out, hon- 
esty, laughter, movies, sports 
and travel. 2990561 
SEEKING BIG CHESTS. 

Seeking a person who would like 
to stay home and enjoy quiet 
times together. | seek pleasure in 
all forms. | hope you do too. 36- 
year-old woman, big-chested, 
230Ibs looking for another big 
woman. £2622333 

TWO HEARTS, ONE SOUL 

GWF, romantic, Italian, blue 
eyes, attractive, kid-at-heart 
who likes Abercrombie, movies, 
pizza, pool, dancing, shopping, 
just having fun. Seeks honest, 
trustworthy, attractive GF who's 
femme, with no drama, 26-35, 
for friendship, possible long- 
term relationship. No butches or 


Happily in my 40s, very stable 
and very normal, social butterfly, 
shy away from drama, even 
though I know it slips in at times. 
| have a greatjob/career. Looking 
to expand my circle of friend- 
ships. €2720016 


SOFT BUTCH 

GWF, 42, seeks feminine GWF, 
35-50, for dating, movies, laugh- 
ter, dining out, and more. Light 
drinker, non-smoker. P968614 


YUMMY AND YOUNG 

| may be young, 18, but | know 
what | want! I'm a blue-eyed 
cutie with a penchant for Harley 
bikes, swimming, video games, 
and dining in excellentitalian 
restaurants. But I'll tell u more 
over pasta! 


COFFEE, TEA OR ME? 

Looking for great, sensitive gal to 
make my heart flutter! NShore 
woman 52, also occasional smok- 
er, needs chemistry to feed a itr, 
hopefully. Brunettewith great per- 
sonality to make you laugh! Please 
be close to NShore. £P694248 
KIT KAT CRAZY 

I've got enough energy for two 
people, but | just want to be 
loved by you. I'm 20, blue eyes, 
blond hair, and would love to 
meet and enjoy some bakedhad- 
dock. My secret: | dance in my 
mirror! €2712853 


FEEL THE REAL 

I'm 26years old, sort of short, sort 
of red-headed, but utterly and 
completely all woman! I'll give 
you all of my favorite books in the 
hopes ofletting you discover the 
real me! Let's connect! £8713052 
A LASTING LOVE 

Warm, affectionate, smart, fit 
woman, 50, looking to turn the 
heat up even more this summer 
with a woman of like minded in- 
tentions. 48735252 

BALLPARK DOGS 

They may not be the heaithiest 
things, but there’s nothing | love 
more than hot dogs at the ball- 
park. Let's meet, grab tickets toa 
Red Sox game, and enjoy the 
fatty, but oh-so-delicious treats! 
72713022 


FRIENDS 


RELATIVELY NEW IN NE 
Outgoing, professional female 
couple, late 30s, athletic and ac- 
tive, looking to meet another fe- 
male couple who enjoy golf, 
sports, outdoor activities,good 
wine, food, music and cultural 
events. non-smoker, please 
Definitely no Bush supporters. 
566494 


MET YOU AT INTERPOL 

You were Interpol, | The Killers. 
Kidney punches in the beer line. 
with your friend from Amster- 
dam -at your seats, which were 
better than mine. You're exuber- 
ant, laugh easily, have a smile 
like the sun. | never said good- 
bye. 


BSC (FRANKLIN) - 8/11 

Greg, 43, dark hair, lives and 
works in Franklin. This Boston 
teacher needs to complete the 
lesson. 2P786966 


PARADISE 
KNITERS SHOW 

At Paradise Knitters (X) concert. 
You were looking for strewn gui- 
tar picks afterwards. We talked a 
little there and outside. | wish | 
had said more. john. 
BAD DIRECTION, SORRY 

Me - on the Eastern Prom, Tues- 
day 5/31. You - asked directions 
to USM. I'm sorry | lied. | would 
like to by you dinner to apologize, 
no strings attached. 


WERE U ON THE T WED? 

You squeezed your way off the 
T at Arlington. | was the tail 
blonde guy that should have 
said hello. 42760952 
BEST MUSIC POLL 
Met you and your friend at the 
Best Music Poll concert with the 
Killers. | had a great time talking 
with you. Would love to see you 
again. 


DOG WALKER 
56-year-old GWF seeking CWF in 
my age range to walk our dogs 
together and simply enjoy each 
other. Brockton area. 


NAKED BOY SINGING 

J, talked to you 6/16 about taking 
the show on the road. Let's talk 
more over a drink or dinner. Brad. 
19722422 


SAVAGE LOVE 


_BY DAN SAVAGE 


mail@savagelove.net 


ASEXUAL 
REVOLUTION 


How can I tell if I'm asexual? Is it 
a legitimate orientation or am! 
just a seething ball of neuroses? 

Sex does nothing for me. | 
can't orgasm (even when | 
attempt masturbation), so my 
husband doesn't go there. 
That's fine by me. | HATE my 
people-parts; | find them utterly 
icky. At any rate, | apparently 
perform good fellatio, so the 
no-intercourse thing isn't such 
an issue. My marriage seems 
fine; we laugh and share the 
same lefty values and cuddle on 
the couch. When he has needs 
he fondles my breasts and nuzzies 
me; this indicates “go down on 
me now, please.” So | do. How- 
ever, | feel nothing. 

Is that normal? I'm well-ad- 
justed otherwise, a productive 
member of society and all that. 
lam cheerful, good-humored, 
and pretty, too. Are some peo- 
ple simply not wired to be into 
sex? I'm certainly into love. | 
feel very passionate about my 
husband and my friends, but 
it's completely cerebral. If it’s 
of any use, I'm 31 and | dislike 
pooping, too. 

Basically: Am | fucked-up? Is 
it okay to not be sexual? Should 
my sorry butt be in therapy? 


INSERT NAME HERE 


After the results of a study on 
asexuality were published in the 
Journal of Sex Research in August 
2004, a new sexual minority 
group began taking its turn up on 
the wicked stage. Everyone from 
the BBC to Salon to the New 
Scientist weighed in on the one 
percent of the population that 
according to UK researchers, “had 
never felt sexually attracted to 
anyone at all 

Reading your letter, INH, | didn't 
sense indifference, just disgust -— 
with people-parts, with pooping, 
with blow jobs. There's asexuality 
and then there's being repulsed 
by sex, also known as “sexual 
aversion disorder.” So, yeah, | 
would describe you as fucked-up 
and order you to get your sorry 
butt into therapy. 

The go-to guy for quotes and 
insights into asexuality is David 
Jay, a 23-year-old asexual from 
St. Louis, Missouri, and the 
founder of the Asexual Visibility 
and Education Network 
(www.asexuality.org) 

“Show me anyone, sexual or 
asexual, who isn't in some way 


fucked-up and I'll gag,” says Jay 
6“ The question she should be 
asking herself is not, ‘Am | 


ed-up?’ but, ‘Do | need sex 
If you conclude that sex just 
isn't for you, Jay would advise you 
to take stock of your situation 
from a nonsexual standpoint 
“Instead of focusing your energy 
on worrying about sex (which 
up to now has been nothing but 
boring), focus on further exploring 
the things that you actually 
find pleasurable 
And your husband's needs? 
“| wouldn't be that worried 
bout your husband,” jay says 
he had some overwhel 
to have more sex, he prob 
would have mentioned it t 
Hmm pectfully dis 
le that your 


ontent with the odd 


tres 
While it’s pos 
husband is c 


low job, it's more 
likely that he doesn't press the 

matter because he loves you 

But he probably misses women’s 
people-parts, INH, and one day 

the opportunity to fuck the shit 
out of another woman's p 
parts is going to present itself 
and he'll seize it. A 


asexual cred. If yc 


d 


this hugely unim 
thing with someone el 


once in a while 


Kudos to you for your love of 
the Dresden Dolls. But check 
them out live if you get the 
chance! There's nothing more 
enjoyable than hearing the 
lyrics in “Coin-Operated Boy” 
change from “I can even take 
him in the bath” to “I can even 
fuck him in the ass” during the 
live show. Brilliant! 


_COREY 


Thanks for the heads-up, Corey. 
but | discovered that the Dresden 
Dolls change “I can even take him 
in the bath” to “I can even fuck 
him in the ass” during their live 
shows all on my own. | love them 
so much | bought their live CD 
which | took home and listened 
to while my seven-year-old son 
was in the room. This resulted in 
me having to explain to him 
what “fuck him in the ass’ 
meant 18 years earlier than | had 
planned. (Where's Tipper Gore 
when you need her?) 


Dan Savage's new book, 

The Commitment: Love, Sex, 
Marriage, and My Family, 

goes on sale September 22. © 
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REAL ESTATE 


BANK 
FORECLOSURES! 


Homes from $10,000! 1-3 bed- 
room available! HUD, Repos, 
REO, etc. These homes must 
sell! For Listings Call 1-800- 
820-6515 ext. 3015 


Selling your 


home? 
You're reading this and so 


are your potential buyers. 
Piace your Phoenix rea! es- 
tate ad today, call 617-450- 
8628 


Apartments/ 


ALLSTON $1800, Three 
bedroom(s)-RENOVATED, 
beautiful SPACIOUS brick 3 
bdrm located LESS than 3 min- 
utes from BUS stop in Boston 
city area for quick travel, NEW 
doors & windo Call 201-845- 
7300 or visit 


were sublet. com/pr. asp 


ALLSTON: Huge modern, 5 
bdrm, 2 bth condo on Comm 
Ave. in small nice bidg. Laun- 
dry, prkg avail $3,500.00 heat 
inci. NO FEE! Call Owner at 
617-331-2801 
BEACON HILL $1800, One 
bedroom(s)-One bedroom Bea- 
con Hill 1st floor condo with pri- 
vate outdoor patio. Prestine 
shape, wide open living space. 
Safest location on the Hill, rig 
Call 877-367-7368 or visit 
www cityleases com/phx asp 


BELMONT = $1100. One 
bedroom(s)-Top floor unit 
(elevator in building), great 
views, heat+hot water included, 
laundry in basement, parking 
available Call 877-367-7368 or 
visit 

cityleases com/phx asp 


CAMBRIDGE $2100, One 
bedroom(s)-1 bedroom plus 
den, 2 bath cond. in elevator 
building. full separate kitchen, 
combo dining living room. Small 
balcony off the living room. Call 
877-367-7368 or visit 

www cityleases Com/pnx asp 


Cambridgeport 2BR $1500 
NO BROKER FEE Huge, sunny 
Studio apartment, fully loaded 
kitchen, parking available, util- 
ities included, right on T line! 
Grand Central Apartments 
Open on weekends 617-342- 
7118 


ERA 


DORCHESTER Lovely 3 
Bedroom apartment,new 
wall 2 wall carpeting 
throughout, brand new 
stove, Large eat-in Kitchen, 
enclosed back yard with 


fireplace, BBQ, fish pond 
and waterfall, great place 
for parties and cookouts, 
WD in basement. sec 8 ok. 
$1500 Call Renee at 617- 
282-8939 


DORCHESTER: 1 BR 
basement apt. own bath, kit 
w/ new microwave, toaster 
oven, toaster, full fridge and 
freezer, all util incl. Own 
heating system. W/D avail. 
$850. Kit door opens to 
back garden 

Call Renee: 617-282-8939 


Dorchester 3BR $1550 NO 
BROKER FEE Charming three 
bedroom apartment, extra room 
ould be used a fourth BR, off 
street parking available! Grand 
Central Apartments Open on 
weekends 617-342-7118 


Dorchester Studio $695 NO 
BROKER FEE Large studio 
apartment, utilities included, 
laundry and storage in the 
building, close to the Red Line 
T! Grand Central Apartments 
Open on weekends 617-342- 
7118 


ERA The Norton Group 


699 Broadway, Ball 
Somerville, 02144 
One Somerville’s oldest largest 
Rentals Sales Offices 


www.eranorton.com 


617-623-6600 


ONLINE VIEW OUR RENTALS 
SALES LISTINGS (fair housing) 


FENWAY-KENMORE $1725, 
Two bedroom(s)-Good sized 
two bedroom with high ceilings 
and long hallway separating the 
rooms. Sunny living room with 
cozy kitchen. Last two bed! Call 
Call 877-367-7368 or visit 

www cityleases convph asp 


Hyde Park 2BR $1300 ‘NO 
BROKER FEE Amazing two 
bedroom apartments, spacious 
living room, eat-in kitchen, five 
minute walk to the Commuter 
rail! Grand Central Apartments 
Open on weekends 617-342- 
7118 
LANDLORDS 

You're reading this and so are 
your potential tenants. Place 
your rental ad in the Phoenix, 
call 617- 450-8628 


MATTAPAN $1900, Four 
bedroom(s)-Beautiful two Floor 
apartment - 1 1/2 bath. Newly 
renovated. Near public trans- 
portation, shops and schools. 
Quiet area. Call 201-845-7300 
or visit 


Medford 3BR $1500 NO BRO- 
KER FEE Located a mile from 
Tufts, fully renovated three bed- 
foom apartment, beautiful hard- 
wood floors, near Davis Sq! 
Grand Central Apartments 
Open on weekends 617-342- 
7118 


You just 
discovered 
your 
roommate 


had company 


last night. 
your bed. 


REAL ESTATE 


MISSION HILL $960, Studio 
bedroom(s)-Sunny first floor 
studio with wall to wall carpet- 
ing. Kitchenette includes refrig- 
erator and stove top burners. 
Laundry and manageme Cail 
877-367-7368 or visit 

www cityleases.com/phx.asp 


Mission Hill 3BR $1800 NO 
BROKER FEE Spacious three 
bedroom apartment, great 
neighborhood, right on the 
Green Line, laundry in building! 
Grand Central Apartments 
Open on weekends 617-342- 
7118 


Mission Hill Studio ‘$675 NO 
BROKER FEE Huge, sunny 
Studio apartment, fully loaded 
kitchen, parking available, uti- 
lies included, right on T line! 
Grand Central Apartments 
Open on weekends 617-342- 
7118 


NEWTON $2000, Two 
bedroom(s)-Property: Sunny 
top floor comer unitAll utilities 
include for short term lease (3-6 
months)Pet friendilyCompietely 
furnished Hardwood floors Call 
877-367-7368 or visit 

www cityleases.com/phx.asp 


NORTH SHORE $650, One 
bedroom(s)-One bedroom unit 
with hardwood floors located 
near the travelr rail downtown. 
This is a deleaded unit and the 
Price includes hot water and t 
Call 201-845-7300 or visit 

www sublet asp 


NORTH SHORE $1200, Two 
bedroom(s)-Home for rent. 2 
bedroom, 1 bath. Washer/Dry- 
er/cable TV. Cali 201-845-7300 
or visit 


SOMERVILLE $1875, House 
bedroom(s)-$1950 per month 
plus utilities (tenant pays for 
electricity and gasHousefront 
view ofthe house Fully delea- 
dedCentrail Air conditioning- 
Wood bi Call 201-845-7300 or 
visit 

sublet. comps. asp 


SOUTH BOSTON $1250, Four 
bedroom(s)- Call 201-845-7300 
or visit 


SOUTH BOSTON $1700, Two 
bedroom(s)-2 bedroom apt in 
south boston across from sal- 
sas has a large dedk on roof 
with very good view of the city, 
jacuzzi bathroom which is very 
la Call 201-845-7300 or visit 

www sublet. comphy 


SOUTH SHORE $3000, 
bedroom(s)-Picturesque 1920's 
Colonial at Nantasket Beach. 
High Ceilings, original wain- 
scoting, beautiful hardwood 
floors, formal dining room, fire- 
pla Call 877-367-7368 or visit 


WATERTOWN $1200, One 
bedroom(s)-Large 4 room plus 
Study, 2nd floor apartment in 4- 
family. Eat-in kitchen, hardwood 
floors throughout. Lots of closet 
space. MBTA stop steps Call 
201-845-7300 or visit 

werw sublet. com/phx asp 


See Even More Listings 
Online At: 


bostonphoenix.com/ 
realestate 


Real Estate for 
Sale 


Gov't Foreclosures 
Defaults, seizures and repos. 
Houses, multi-units and com- 
mercials. 1st time buyers or in- 
vestors. -800- 606- 1722 


Springfield HUD Home! Only 
$73,000. Must Sell! For 
Listings 800-429-7008 ext: 
1269 


OUTSOURCE your Calls/Action 


Minimize Legal EXPOSURE 
Call Center Facilities 


SUGARBUSH 


MOUNTAIN 
Why Work from Home? 
OSL included in spectacu- 
lar 2 & 4 BR units. On shut- 


tle route to mountain. Gor- 
geous views, reasonable 
fates. Weekend/Week/Sea- 
sonal Rentals Avail. 

Visit www.northlynx.com or 
call Lauren: 203-365-0126. 


ROOMMATES 


ALL AREAS 
ROOMMATES.COM. 


Browse hundreds of online list- 
ings with photos and maps. 
Find your roommate with a click 
of the mouse! Visit: 
www.Roommates.com. 


ROOMMATE FAST?! 
800-487-8050 
www.roommateexpress.com 


Rooms 
BOSTON 


Zen Martial Art Temple living, 
study under Shim Gum Do, 
Mind Sword Path 
Master, Zen Master Chang Sil 
Kim. Spacious, clean, secure 
living near Cleveland Circle. 
Private room, beautiful grounds. 
Meals, utilities, training fees in- 
cluded only $800/month $75 
parking!! Call Mary Stackhouse 
(617)787-1506. 1506. 


WATERFRONT 
M to shre with M beautiful 3 fi 
Condo wiwaterfront view and 
bck yard. Private Room & Bth 
on sep floor. W&D in unit. $700 
incl ht, ht wtr and cable. near 
T.Avail now 617-875-4126 


ALLSTON Rt for 3BR apt. on on 
B line nr. Harvard Ave. 
$640+util. Perfect for grad stud. 
Avail 9/1. Free laundry. Modern 
kiv/bath. 617-293-4396. 


BROOKLINE 
Location, Location, Location. 
Avail NOW!!! Large bedroom in 
friendly 4BR apt. $658 inciudes 
heat & hot water. Looking for a 
mature & reliable person. 2 de 
clawed cats, so no more pets 
allowed. Conveniently located 1 
min from the C Green line train 
& 2 min from the D line, close to 
downtown Boston. Walk to 
Longwood Medical Area. Fen- 
way Park, BU, Coolidge Cor- 
ner, Simmons College & Mu- 
seums. Grocery store & restau- 
fants across the street. Laun- 
dry. Call Before 10pm 

617-734-3991. 


CAMBRIDGE/ 
WATERTOWN: 


Skg 1 roommate for Spacious 
newly renov 3BR hse, 2 floors. 
Attic, 2 LA's, sunrm, pool table, 
W/D, T/Bus access. Musical/ 
creative env. AVAIL NOW. 
$533+. 617-924-5945. 
CAMBRIDGE:skg a M for furn 
BR in friendly 2 BR apt. Parking 
avail. Near Red line. $625 
everything included. Disp D/W, 
wid. Temp Ok. 617-642-4238. 
CAPE COD 
Roommate Wanted (Bourne) 
To shr wirfmt house. Yr. round 
& furnshd w/ storage. Has gym, 
dock & desk w/ water views. 
$650 Call Bob 508-563-5813 


CAPE COD 
Roommate Wanted (Bourne) 
To shr wtrfmt house. Yr. round 
& furnshd w/ storage. Has gym, 
dock & desk w/ water views. 
$650 Call Bob Ob 508-563-5813 


Davis Square $600 $600 OBO. Skg 
F/M for 1st fir lovely spacious 2- 
Pers apt in house. Walk-in clos- 
et, off-str. pkg. Foodie kitchen, 
wood paneling. N/S, N/P. Con- 
venient to T, city, hwys, 617- 
504-1558 


Dorchester/Savin Hill 

Quiet, safe, clean. Kitchen priv- 
iileges. Near T. $150-160/vk. 
617-436-6677 


Dorchester room $465/mo free 
laundry facilities. Music and all 
the arts live here! Phone betwn 
12noon & 12m(617)825-5087 


DORCHESTER-Adam's __Vil- 
lage, Female to share 8 room 4 
bedroom apt, near T, $400/mo 
+utils. 617-265-3225. 


ALLSTON: 
Nice RM in 3 person apt. Nr 
bus line & green line. $500/mo 
+utils. Avi now! Nice quiet loc. 
617-782-3476. 


Almost Solo-Ashmont 
Dorch-Seek quiet prof F. 
Share sunlit spacious 2BR. 


w/ptime F w/d. nr T. garage 
porch yd $850+ 825-4481 


ARLINGTON 1 F skg F for 2BR 
apt. $675+. 1BR + study. N/S 
No drugs. Nr T and bus. GLBT 
friendly. Avail Sept or Oct. 1 
arthousemate @ yahoo. com 


ARLINGTON HEIGHTS | 
Hilly, Quiet,Nr bike pk,sing fam 
house, 4 bd rm,share w/ 3 
males, 1 rm $585/mth & fur- 
nished, No Fee & No Pets, w/ 
d,cbl, util inci. 

(781)648-4308 


Belmont: 11 rms, 4 bath house 
w/ recording studio. 12X24 Ivng 
tm w/ fire pl. 50” TV, hd wd firs, 
prkg, #73 bus, 1st and last, N/S, 
$700. Cali 617-908-6362. 


Brighton Share $400 “Very 
Spacious bedroom available in 
a large, gorgeous three bed- 
room apartment, laundry in 
building, close to the T! Grand 
Central Roommates Open on 
weekends 617-342-7172 


Brighton$633.( 00/mo. inc.1 rm 
available in large 2 bed apt. 2 
minutes from T and market. No 
pets. Sept 1st.Outdoor deck. 
617- ‘5030 


Dorchester Share $575 Large 
bedroom available in a huge 
two bedroom apartment, quiet/ 
safe neighborhood, close to 
everything, right on T line! 
Grand Central Roommates 
Open on weekends 617-342- 
7172 


DRACUT-Near UMASS Lowell 
N Campus. Sincere Bi-Div-W 
Maile looking for honest & Bi or 
curious straight male for room- 
mate. | own a 2 bed condo in 
Dracut with fully furnished bed- 
room to rent queensized bed, 
TV, very comfortable for the 
right person. Asking $725.00 
per month includes all utility 
(reasonable usage) and clean- 
ing service to accomodate work 
schedules. Note-this is not a 
personal ad, this is a place for 
you to live. Ask for Dennis. 

Cell 978-902-1140. 


House to Rent 
GWM to share 2 bdroom colo- 
nial house, off str pkg, W/D all 
utils incl. full use of house and 
yard $650. 617-294-0192 


Maiden Share $400 One bed: 
room available in a three bed- 
room apartment, great neigh- 
borhood, quiet/safe, fully loaded 
kitchen, laundry! Grand Central 
Roommates Open on week- 
ends 617-342-7172 


MEDFORD(NEAR TUFTS) 
1BD+own bth in 2 BD apt. 

W/D, very clean, modern, 
under priced. $650+util+iast 


month Non-Smoker, No 
add!’ pets. Bus access, on 
street pking. Avail 9/10r10/1 
781-396-8530 


Mission HiIV/JP: Student sks 
same to shr irg apt on E line nr 
schools. Rm: $700 heat incl. 
Prkg avail: $50/mo. 


Oak Sq/Brighton: Modern apt, 
1 br avail in 4br apt. 2 bath. on- 
street prkg and drway. W/D. 
$600/mo + util. First/last req. 
508-922-6137 evening only. 


Porter Square: $650/mo inci 
ht and wtr, M/F in 2BR apt, 
smkers ok, 30+ yrs old, on-str 
prkg, block from T, avail now. 
Cail Rachael at 671-576-3315 


SOMERVILLE UNION SQ. 
On T. Skg 1 M/F for new, mod. 
big apt. w/ new kit & bath. All 
new appliances + D/W, & air 
cndtng +laundry. LG rm wihbig 
closets. 1 free off st. prkng inci. 
$575. Util incl. 617-628-5550 


Somerville in 3 br apt ‘btw. 
Sullivan + W.Hill for one N/S 
Male $525. Some T access. 
Parking. Available now. 
617-776-6789 


LIVE WORK LOFTS 
Artist friendly 
Providence, area 


OPEN HOUSE 


404 Ave., C.F. 
Sept 17, 2005 


www.ricir.com 


401-751-8428 


Lea 
STR 
q 
AC 
CLASS IF VEO S 


EMPLOYMENT 


Used Rare 
Book Shop 


Assistant 


PART TIME ASSISTANT NEEDED 
**ALL DAY** 


TUESDAY * WEDNESDAY « THURSDAY 
POSSIBLY SATURDAY 


MUST HAVE VALID DRIVER'S LICENSE 
AND BE IN TOP PHYSICAL CONDITION. 
PLEASE APPLY IN PERSON TO: 


BOOK SHOP 


FNX ACCOUNT EXECUTIVES 


PROMOTIONS MANAGER 


STREET TEAMERS (PART-TIME) 
Help with FNX events all types. You will set-up, breakdown, 
staffing booths, taking tickets variety promotional events/concerts. 
Mostly evening and weekend hours. Flexible schedules. 

Job Code: FX-STR-PX 


TECHNOLOGY 
NETWORK MANAGER 


MCSE. Job Code: BP-NW-PX 


SALES 
SALES MANAGER 


management experience. Job Code: BP-RSM-PX 


ACCOUNT EXECUTIVES, BOSTON PHOENIX 


rience. Job Code: BP-AE-PX 


HUMAN RESOURCES 
DIRECTOR 


ground. Job Code: BP-HR-PX 


More information at wwe. theahoentx.com. 


FOR ANY OR ALL OF THE FOLLOWING DAYS: 


your resume with Jot m the subject ine to JOBBE@PHK.COM. 


Somerville Skg F/M for 1st fir 
spacious 2-pers apt, walk-in 
closet, off-str. Pk. $600 OBO + 
utils. N/S, N/P. Convenient to T, 
city, HWYS. 617-504-1558 


Somerville: F and dog (no 
more pets) skg responsible 
clean rmt to shr irg 2 bdrm apt 
DW, disposal, W/D, nr T & bus. 
$650+. Smokers welcome. Prkg 
avail. 617-628-1682 


Somerville: Nr Porter/Davis T, 
1RM avail in 2BR, off-str prkg, 
W/D, $500+. A steal! No pets 
please, one cat's enough. Call 
Wayne 617-666-5922 


Wakefield@hare 2BR 1Bath 
EIK, HDWD FL., W/D, Storage, 
Prkg.. Near shops, train, lake 
$600 +Util 

781-258-3616 

WALTHAM: Seeking 30+ M/F 
to share Ig, sunny, 5 BR in 
house. HWF, garden, prchs, 
W/D, off st prk. No pets. Nr bus- 
es/cmtr rail. $455+ Avail 9/15 
(negotiable). Includes 2x/mo. 
cleaning service. Easy going/ 
friendly/ independent. 781-899- 
5312 or 339-206-4541 


JOBS 


EMPLOYERS 


Connect with the candi- 
dates you've been looking 


for...Place your recruitment 
ad in the Phoenix now, cail 
Micah on 617-425-2689 


RADIO NETWORK 


(BOSTON, PORTSMOUTH, MANCHESTER AREAS) 

you love FNX? are looking for seasoned sales professionals who 
are enthusiastic about the FNX radio network. you think you have the 
right stuff, let know! Requires year outside sales experience, media 
sales plus. Ability generate new business must. Job code: FX-AE-PX 


Lead our station's promotional efforts. Requires years experience 
promotions with major market station. Job Code: FX-PM-PX 


Email your resume with Job Code in the subject line to 
JOBS @FNXRADIO.COM. More information at eoe 


Join The Phoenix Media Family 


Support our Microsoft/Intel LAN/WAN environment. Requires 5+ years IT experience including 


Lead the local sales team of 5-8 reps for the Boston Phoenix. Requires 5+ years sales/sales 


Outside position selling advertising to local businesses. Requires 1+ years outside sales expe- 


Lead the HR function for PMCG. Requires 10+ years HR experience, including leadership back- 


Advertising/PR 


Boston Phoenix 


media sales 
Entry level sales position 
available for an exceptional 
graduate that is confident, 
articulate, motivated & out- 


going. Fast paced environ- 
ment, great team atmos. 
phere. ise salary + per- 
formance related bonuses 
and commission. Email 
classifieds@phx.com and 
sell yourself 


Restaurant 


CAFE COUNTER HELP 
Outgoing and personable 
cashier, part-time at Cambridge 
cafe. Mon-Fri days. 

Call John: 617-661-1311 


WAITSTAFF 


NEEDED 
IMMEDIATELY 


For busy restaurant. 

Apply in person. Tues-Wed 3- 
5PM at Betty's Wok. 250 Hunt- 
ington Ave. at Mass Ave. 


Business 

Opportunity 
$4,000 WEEKLY!! 


11 Year Nationwide Company 
Now Hiring! Easy Work, 
Sending Out Our Simple One 
Page Brochure! Free Postage. 
Supplies! FREE INFORMA- 
TION, CALL NOW!! 1-800-242- 
0363 Ext. 4200 


$360,000/year 
Opportunity From ANYWHERE 
Executive level pay without Ex- 
ecutive level stress. Training in- 
cluded, No Selling Required, 
Not MLM. Call Now: 800-801- 
5898 


ATTENTION WEBMASTERS 
MAKE MORE MONEY WITH 
PHONE SEX ! 

ADD A PHONE SEX LINE TO 
YOUR SITE 
CALL 1-877-757-3283 
www.cityphonenetwork.com 


CHANGE YOUR 
LIFESTYLE! 


A very substantial ist year 
earning potential. Earn what 
you deserve & control your own 
schedule. If serious, 800-678- 
0467 


EARN $3500 
WEEKLY! 


Answering Surveys Online! 
$25-$75 Per Survey! Guaran- 
teed Paychecks. Process 
E-mails Online $25.00 Per E- 
mail. Mystery Shoppers Earn 
$57.00/Hour Shopping! 
www.ReaiCashPrograms.com 


GOT DRIVE 
DESIRE? 


Incredible Income Potential. No 
commute, No boss, Total free- 
dom. Call Now: 1-800-524- 
6214 www.thinkfreedom.org 


HIRING 
2005 Postal positions. $17.50- 
$59+/hr. Full benefits. Paid 
training/vacations. 800-584- 
1775. Ref no. 1200. 


Let 
Put you in the red-hot domain 
name registration and Internet 
business. Visit http://resell- 
er.siteid.biz today and start 
eaming money! 


Own a Computer? 


Put It To work! 
Up to $1500-$7500 PT/FT. 
888-701-8902 
www.RiackUpCash.com 


cetera jobs 


ATTN STUDENTS 
Struggling with loans? Pay 
them off early while treating 
yourself to the lifestyle you 
deserve. Earn $1500-4500 
weekly. Make your own 
schedule. Established up- 


scale & professional fe- 
male-run escort agency 
(est. 1984) seeks educated 
women 18+ 

Call Dana or Tess for a 
confidential interview 
800-698-8829 or 617-742- 

1608 


CLERICAL 
FT/PT. Salary up to $525 pd 
weekly plus benefits. 
617-499-7761 


PAINTERS 
WANTED! 
Experienced painters with 
transportation wanted for inte- 
fior/exterior jobs 25+ hours/ 
week. Call Bill:781-341-2226 


PHONE ACTRESSES 
WANTED 
Work from home, set your own 
hours. Good Pay, must posess 
(sp) a great voice & imagina 
tion 


800-285-8888 18+ 


General 


!!Bartend!! 
$300/day potential. No exp nec. 
Training provided. 


800-965-6520 X276 


$1,000 WEEKLY 
POSSIBLE! 


Stay home! Earn cash Weekly! 
Mailing our brochures. Genuine 
Opportunity. FREE INFO. Call 
Now! 1-800-691-4724 24 hrs 


$750 WEEKLY 
SALARY! 


Mailing our promotional letters. 
100% from home. Real Oppor- 
tunity. FREE INFO! Call Now! 
1-800-482-1798 24 hrs 


$800 WEEKLY! 


Mailing letters from home! Easy 
work! Free postage, supplies! 
FREE INFO. PACKAGE! Cali 
24/hrs. 1-800-242-0363 ext 
4223. www.NiCpublishers.com 


*MOVIE EXTRAS* 
Eam $150-$300/Day. All Looks/ 
Types Needed. No Experience 
Necessary. TV, Music Videos, 
Commercials, Film, Print. Call 
Tollfree 7 days! 1-800-260 
3949 x3025 


2005 POSTAL 
POSITIONS!! 


$17.50-$59.00+/Hour. Full Ben 
efits. Paid training & Vacations. 
No experience Necessary! 
Green Card OK! For More In 
formation Cali 1-866-714-8894 
ext. 1050. 


THE BOSTON PHOENIX | NEWS + FEATURES 


FILM, MUSIC 
RECORDING, 
RADIO Schoois 
Don’t Work! 


Don't waste $25,000 or more 
on schools when we can get 
you in the door. Train one-on 
ai Recording Studi- 
tations and Holly 
shooting in 
your local area 
www.careerconnection2000.co 
m 


LIVING 
ASSISTANCE 


UNIQUE OPP ! 
Energetic Student/Anyone, Ni 
exp. necessary! Great Pay! To 

assist disabled woman call 


637-731-6228. 


MAKE POVERTY 
HISTORY 


ATTN: 
Students*Artists*Actors 
Anyone who wants to turn 
their COMPASSION into 


ACTION and raise support 
for humanitarian groups al- 
leviating world poverty. 
$500-$1000/wk! AM/PM 
shifts! Flexible hrs, fantastic 
people. 508-532-0674 
dialoguejobs.com 


Movie extras, 


Actors, Modeis! 
Make $100-$300/day. No Exp. 
Req., FT/PT All looks needed! 


1-800-714-7565 
NEW REAL-LIFE 
Series se 


opaholics. 
m 


www.newdocudrama.com 


PSYCHICS NEEDED 
Webchat & phone. Ethical co 
Detailed pros & must pass test 
No call avg/900/PRN Apply @ 
www.absolutelypsychic.com 


TRAVEL JOB: 


Young business group seeking 
12 sharp individuals! Rec 
$500 signing bonus!! M 
able to travel. Call Leslie 1-866- 
786-3860 toll-free Today 


WANTED: 


23 serious people to work from 
ho 


sing a computer. Up t 
0-$5000 PT/FT. 1-888 
www.work4time4you.com 
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WORK FROM HOME 

PAID IN ADVANCE $1000+WK 
Stuffing envelopes from home 
Eam $4/envip. Guaranteed! 
100% legit 
www.stuffingformoney.com 


Services 


lady with pati 
side and assist me 
Please have a car. 2g 
Part-time. Flexible hours. Cali 


Retail 


Audio Tour Site Manager at 


Email resume to 
msmith @ antennaaudio.com 


Sales/Marketi 


HPC Public: 


ationsseek 
wipre at 


The human voice reflects both physical and psychic states, possessing 


outside world what within. With our voices communicate others 
and become more known ourselves. Working with the core principles 
Voice Movement Therapy expand our vocal range, dynamics, 
versatility and durability, and using our personal stories the material 
from which create, this training combines psychotherapeutic 
principles with breathwork, movement, song, imagery and 
improvisation explore the connections between body, mind and spirit 
and give expression the conditions which arise from being human. 
The Norma Canner Foundation encourages application from any individual 
with strong commitment train this work who physically and emotionally 
ready undergo intense and demanding training. welcome such person, 
inclusive race, religion, sexual orientation gender identification. not 


discriminate our admissions, educational, scholarship policies. Scholarships 
are need-based and are allocated towards tuition. 


For further information 508-673-7610 


THE VOICE UNCHAINED: 


Fourth Foundation Training Voice Movement Therapy 


Four-week modules on Martha’s Vineyard, MA 
Oct. 31-Nov. 18, 2005; Jan. 9-27, March 6-24 and May 1-25, 2006 


Anne Brownell Christine Isherwood 
William Freeman Melanie Harrold 


For singers, actors, teachers, special needs educators 
and all those who seek personal professional 
empowerment through the voice. 


the ability convey our instinctive feelings and ourconscious thoughts 


literally bridging the gap between body and mind express the 


www.vmtusa.com 


BE OPEN TO TRAVEL 
i 60-year-old man with house in 
bt Cambridge with MS, only af 
fects my walking a bit. Also an 
4 attorney. In love with travel, with 
, ts of experience in Asia and 
4 Costa Rica. Writing my me 
Ken at 617-576-5125. 
Museum of Science Boston 
shed, organized, capable 
mngr. to run audio tour opera: 
tions during Star Wars show. 
aa ~ Americas oldest Antiquarian Bookshop From mid Oct.to end of Apr. Re 
amblers, steroid usd an Ac 
: bers, or anyone struggling with generate revenue and deliver 
ne EN an addiction of compulsion unsurpassed customer service 
for our Boston/New England 
- market.We promote from with 
in, offer a competitive comp 
pkg. which inciudes auto/phone 
4 allowance, comprehensive ben 
efits (med, vis, den, life ins 
etc.), matching 401 (k) and 
more! Responsibilities include 
EE outside sales, servicing and re 
€ advertising clients. The suc 
cessful candidate will have 3-5 
yearsprevious OUTSIDE sales 
experience, proven track record ¢ 
of business growth & customer 
retention, excellent commun: 
cation/presentation skills and a 
. strong work ethic. ualified can 
e didates please submit resume 
efi w/cover letter & salary history to 3 
Ay kholzinger@hpcpub.com or tax 
3 
| 
= 
| 
THE 
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MIND BODY SPIRIT 


MIND BODY 
SPIRIT 


Reach 400k+ readers - 
place your Mind Body 
Spirit ad with Katy at 617- 


450-8781 or email 
classifieds @ phx.com. 
Print online 
lor free! 


Certified 
Massage Therapy 


!Full Body Stress Relief! 
Release Energy 866~721~8337 
$$100k GOLF TOURNAMENT 
O07HOLEN1.com FreeFunGolf 


$$55 Hr. $$75 1 1/2 hr. 
FRIENDLY CERTIFIED 
MASSAGE nr Beacon St 
1-866-BackRub. 
BostonMassage.com. David 
Brandon. IN/OUT 


*GOLDEN* 


*WATER* 
GRAND OPENING 
Lisc. Professional Service 
Thai massage style for men 
and women. Let us relieve 
your stress and tension 
400 MASS AVE UNIT 1 Ar- 

lington, Ma. 10AM-9PM 


781-648-1358 


HOME DETOXIFICATION 
HOME 


METROWEST ACUPUNCTURE & MASSAGE 


61 Lincoln St, Suite 210 
Framingham, MA 


508-879-3200 


(massage) 


508-879-3255 


(acupuncture) 


ARSENAL MALL 
WATERTOWN 


617-926-0919 


195 MT. AUBURN 
WATERTOWN 


*Moondance 


Massage”* 
Whether you're looking for the 
excellence in deep tissue mas- 
sage or the ultimate in relaxa- 
tion we have new therapists to 
meet your needs. Come visit us 
at our new location, conven- 
iently located off Rt. 195, on 
Rt.114A Seekonk. Walk-ins 
welcome, appts preferred. 
Open 7 days/evenings. Private 
and relaxed setting with AC! 
Come visit us on your way 
down to the casino. 508-336- 
1 3 1 3 
www. moondancemassage com 


$$55 Hr. $$75 1 1/2 hr. 
FRIENDLY CERTIFIED 
MASSAGE nr Beacon St. 
1-866-BackRub. 
BostonMassage.com. David 
Brandon, IN/OUT 


MASSAGE 


Senior discount available. 


In & Out. Cail for appt. after 
9 am, Ed at 


781-367-4610 


ALLOW 


The pleasure of taking you 
on an exotic journey. By 
appt only. 

857-234-0696. 


ESALEN 
MASSAGE 
HOT TUB 
WHOLISTIC BODYWORK 
Nurturing Caring Gentle 
PRIVATE WOODED 
SETTING 
Certified and Licensed 
1-978-266-2727 


www.massagehottub.com 


FEEL AMAZING 
FULL BODY MASSAGE 
Handsome Male _mas- 


seuse, 28. Reiease, Relax. 
Call Armando 
781-492-2463 


FOR MEN 
Worcester area. Bodyworks, 
massage to relieve stress from 
work, marriage or life. In/Out. 
Call Anthony 508-344-0087 


FULL BODY 
MASSAGE 


STIMULATING 
FULL BODY MASSAGE 
In-Out calls by mature male. 
Call Michael @ 781-938- 1196. 


FULL BODY MASSAGE 
by licensed massueses in Ded- 
ham area. Specializing in 
Swedish, Therapeutic, muscu- 
lar therapy. Tanning available. 
Also hiring licensed masseuses. 
OPEN 7 DAYS A WEEK 
781-461-8266 


Magical Asian 
Healer’s Hands for 
Mind and Body 


Call for August Special! 617- 
924-9371 or 508-879-3200 


Magica! Asian Healer’ 's 
Hands for Mind and Body 
Call for August Special! 
617-924-9371 or 
508-879-3200 


"Male Massage Therapist: 
specializing in massaging the 
male body. Releasing relaxa- 
tion, new injury or chronic pain. 
No outcalls but great studio in 


Quincy. 
617-780-5129 


North Shore 
Man 
38 year old gay male gives 
therapeutic massage tailored to 
your needs in an air condi- 
tioned _ studio. 10 years 
schooled experience. On the N/ 
S easy off 495. Out calls aiso 
Alan (978) 319 - 0650. 

North Shore Swedish/ Deep 

Tissue Full Body Massage. 
Studio or outcall by male thera- 
pists. Areas serviced: South 
shore, Cape Cod, Ri. Call Joey 
@ 781-640-2084. 
massagebyjoey @ aol.com 


Oriental Therapeutic 
Massage 
(617)479-8851 
226 Arlington St 
Wollaston/Quincy, MA 02170 


PAR EXCELLENCE! 


Luxuriate w/ Total Abandon! 
Relax and let yourself drift. 
Renewed, Tranquil, Clear 

JEFF: 617-236-7009 


RETURN 
PARADISE 


Experience the soothing, 
blissful rhythms and 
gracetul flow of Hawaiian 


massage. Relax & Let Go 
with the natural flow. 
Loving 
Nurturing Healing. By Appt. 
9am-9pm Lisa 


617-547-6191 


BUY SELL 


SENSUAL TOUCH 
thr full body sensual mas- 
sages avail. North Shore/ 


Mon-Sat 9am-8pm 
Call Lisa 781-632-5245 


SOUTH SHORE 
Chinese 
Acupressure 
Massage Therapy 


Friendly staff & great rates! For 
Appt call Shirely 
781-331-3353 
150 Washington Street 
Weymouth 


Readings & 
Spiritual Healings 


Mediumship/channeled 
readings, spiritual healing, 
classes in esoteric studies 
and psychic development at 
Healing Through Spirit 
Communicate with lost 
loved ones. All readings are 
uplifting and help you 
understand your life's pur- 
pose. Get answers to your 
most pressing problems. 
Call Rose at 


774-991-0574 or 
www.healingthro 
redit cards 

accepted. 


GET BACK THE 
ONE YOU LOVE! 


Male Witch offering psychic 
readings and counseling. Cast- 
ing and removal of spelis. Con- 
tact with spirits. Call 24/7. Tom 
800-419-3346. Credit/Debit 
Cards 


Penile 


Enlargement 
FDA approved pumps. Vi- 
agra, Testosterone, Cialis. 
Gain 1-3” permanently. For 
free brochures call Dr. Ka- 
plan 312-409-4030. 
www.getbiggertoday.com 


www.mysustenance.com 


BUY SELL 
TRADE 


Your potential buyers are 
reading this too. 
Advertise in the Phoenix 


Classifieds, call 617-450- 
8628. Print ads are 
published online for free! 


Computers/Tech 


Affordable Laptops Pill, P4, 
Starts from $289.00, Great for 
Students. We also take Broken 
or working laptops as trade in 
credit toward your new pur- 
chase, Used Plil Desktops 
Computers Dell, HP, IBM, starts 
from $200.00, Call us, maybe 
you don't need to fix it, trade it 
in and buy a new one. Laptops 
Repair, available at low rate. 
(617)847-1400 or email us: 
asystemslic @ yahoo com 


Furniture 


QN SZ BEDROOM SET 
Mattress bx spg hd board. 2 
nt stnds. 7 drawer dresser 
and mirror. $350 
617-822-3481 


| 


WOODEN 
FURNITURE 


Natural Pine Furniture. 
Solid wood construction for 
extra durability. Bookcases, 


armoires, beds, dressers, 
desks, cd/dvd racks. Free 
local delivery! 57 Mount Au- 
burn St. Watertown. 
617-924-7412 


www evergreen-tumiture.com 


Musical 
Equipment 


FLUTE- Solid silver, hand 
made, French model. Hatch # 
41604 Haynes Flute, open 
hole, in-line G, B-foot. 

Call 978-526-7992 


TRANSPORTA 
TION 


Advertise your car for 
sale here. Just $55 fixed 
rate for both a print and 


online ad until you sell it! 
Call Katy at 617-450-8781 
or email 
classifieds @ phx.com 


Autos-import 


Cars from $500! 1990 Honda 

Accord $500! Police impounds 

for sale. For listings 800-439- 
3998 ext: 2881 


$500 POLICE 
IMPOUNDS, 


Cars from $500! Tax Repos, 
US Marshall and IRS Sales! 
Cars, Trucks, SUV's, Toyota's, 
Honda's, Chevy's and more! 
For Listings Call 1-800-820- 
6515 x1105 


SERVICES 
OFFERED 


Your potential customers 
are reading this too. 
Advertise in the Phoenix 


Classifieds, call 617-450- 
8628. Print ads are 
published online for free! 


Adoption 


PREGNANT? 
Thinking 
ADOPTION? 


Talk with caring people spe- 
cializing in matching birthmoth- 
ers with loving families nation- 
wide. EXPENSES PAID. Toll 
free 24/7 One True Gift Adop- 
tions 866-921-0565 


Computer 


Brian placed an ad in this 
section and within 2 days had 
received over 10 service 
calls. Well, you're reading 
this aren't you? Place your 
ad now - call 617-450-8628 


COMPUTER 


STRESS? 
Energetic, knowledgable digital 
assistance. Let me help with 
computer and digital photo is- 
sues at your home or office in 
greater Boston. 

617-543-2774 

_www.zinterimaging. com 


Financial 


immediate Cash for Structured 
Settlements, Annuities, Law 
Suits, inheritances, Mortgage 
Notes, & Cash Flows. J.G. 
Wentworth - #1 1-(800)-794- 
7310. 


NOWS 
SEEN TV. 


Advances for insurance, lawsuit 
settlements, annuity payments, 
lottery/casino winnings. Cail 
Prosperity Partners -Cash in fu- 
ture payments! 1-800-815-3503 
www. ppicash. com 


internet 


WEB DESIGN & PROMO 
It's 2005 and your business 
Still doesn't have a 
website...fear not! In 
addition to putting out 
Boston's biggest weekly 
newspaper, the Phoenix 


also offer competitive & 
professional web design 
services, along with search 
engine marketing and 
online advertising 
programs. For rnore info 
call Sarah at 617-450-8717 


SERVICES COMMUNITY 


COMMUNITY 


Commonwealth of 
Massachusetts Department 
of Environmental Protection 
Notice 


PUBLIC NOTICE IS HEREBY 
GIVEN OF A HAZARDOUS 
WASTE MANAGEMENT FA- 
CILITY TEMPORATY LICENSE 
FOR TREATMENT OF HAZ- 
ARDOUS WASTE PURSUANT 
TO 310 CMR 30.861. 


FACILITY 10 
MARO000510198 
THE FACILITY AND TEMPO- 
RARY LICENSE: 


NUMBER: 


Harvard Medical School oper- 
ates a teaching facility as a 
Large Quantity Generator of 
hazardous waste in Boston, 
MA. 


It recently applied to the De- 
partment for a temporary li- 
cense for the on-site treatment 
of 1 (one) container of unstable 


chemical compounds. 


The School has contracted 
Clean Harbors Environmental 
Services, Inc. (CHES) to per- 
form this project. CHES spe- 
cialists shall perform the stabil- 
ization procedure to provide for 
the safe transportation and dis 
posal of the hazardous waste 


container. 


Harvard Medical School is not 
authorized to treat hazardous 
waste. Therefore, the Depart- 
ment is issuing a temporary li- 
cense for the School effective 
August 26, 2005, for a 30 day 
period that will enable CHES 
specialists to perform a one 
time on-site treatment pursuant 
to procedures as set forth in the 
documentation enclosed with 


the license application. 


Any person wishing to review 
the temporary licence and other 
pertinent data may do so by 
writing or calling: 


Anna Stern 

Dept of Environmental 
Protection 
Business Compliance 
Division 

Bureau of Waste Prevention 
One Winter Street 

Boston, MA 02108 

(617) 292-5904 


DONT 
REPLACE 
YOUR OLD 
BATHTUB 


IT! 


Ask about Sinks, Tie and Color 
Travel charge may apply 


REFINISHING 


COUPON EXPIRES 9/16/05 


UNIVERSAL REFERRAL SERVICES 
100% Guaranteed Approval 


Interested buying new 
home vehicle? offer 


Auto loans, Personal loans 
and Debt consolidation. 


FRONT FEES! 
Call now: 1-800-616-0629 


SOLVE ALL YOUR 
FINANCIAL NEEDS 


TODAY! 


Mortgages, Business, Personal. 
When banks say no, say YES. 
Fast Results. 


Call Toll Free 


Tired Debt? 


Tired Banks saying 

say 
Thousands available for: 
Business, Startup, Homes, Personal 
Refinancing. 


Attractive Rates! 


Call Today 


265 0049 


Looking Increase Your 


Need Loan Get Started? 


Mortgage, Residential, Commercial Financing 


Lowest Rates! Upfront 


Mass. 
of En 
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Commonweaith of 
Massachusetts Department 
of Environmental Protection 

Notice 

PUBLIC NOTICE IS HEREBY 
GIVEN OF A HAZARDOUS 
WASTE MANAGEMENT FA- 
CILITY TEMPORARY  LI- 
CENSE FOR TREATMENT OF 
HAZARDOUS WASTE PUR- 
SUANT TO 310 CMR 30.861 


FACILITY 1D NUMBER: 
MARO00007377 


THE FACILITY AND TEMPO- 
RARY LICENSE: 


Beth Israel Deaconess Medical 
Center (BIDMC) operates a fa- 
cility as a Large Quantity Gen- 
erator of hazardous waste at 77 
Louis Pasteur Avenue, in Bos- 
ton, MA. 


It recently applied to the De- 
partment for a temporary 
cense for the on-site treatment 
of 2 (two) containers of poten- 
tially unstable compounds. 


The Center has contracted 
Clean Harbors Environmental 
Services, Inc. (CHES) to per- 
form this project. CHES spe- 
Cialists shall perform the stabil- 
itzation procedure to provide for 
the safe transportation and dis- 
posal of the hazardous waste 
containers. 


BIDMC is not authorized to treat 
hazardous waste. Therefore, 
the Department is issuing a 
temporary license for the Cen- 
ter effective August 26, 2005, 
for a 30day period that will en- 
able CHES specialists to per- 
form a one time on-site treat- 
ment pursuant to procedures as 
Set forth in the documentation 
enclosed with the license appli- 
cation. 


Any person wishing to review 
the temporary license and other 
pertinent data may do so by 
writing or calling: 


Anna Stern 

Department of Environmental 
Protection 

Business Compliance 
Division 

One Winter Street 

Boston, MA 02108 

(617) 292-5904 


Commonwealth of 
Massachusetts Department 
of Environmental Protection 
Notice 


PUBLIC NOTICE IS HEREBY 
GIVEN OF A HAZARDOUS 
WASTE MANAGEMENT FA- 
CILITY TEMPORARY LI- 
CENSE FOR TREATMENT OF 
HAZARDOUS WASTE PUR- 
SUANT TO 310 CMR 30.861 


FACILITY ID NUMBER 
MARO00009514 


THE FACILITY AND TEMPO- 
RARY LICENSE 


Brigham & Women’s Hospital 
operates a facility as a Large 
Quantity Generator of hazard- 
ous waste at 77 Louis Pasteur 
Avenue, Boston, MA. 


It recently applied to the De- 
partment for a temporary li- 
cense for the on-site treatment 
of 2(two) containers of poten- 
tially unstable compounds. 


The Hospital has contracted 
Clean Harbors Environmental 
Services, Inc. (CHES) to per- 
form this project. CHES spe- 
cialists shall perform the stabil- 
ization procedure to provide for 
the safe transportation and dis- 
posal of the hazardous waste 
containers. 


Brigham & Women's Hospital is 
not authorized to treat hazard- 
ous waste. Therefore, the De- 
partment is issuing a temporary 
license for the company effec- 
tive August 26, 2005, for a 
30day period that will enable 
CHES specialists to perform a 
one time on-site treatment pur- 
suant to procedures as set forth 
in the documentation enclosed 
with the license application. 


Any person wishing to review 
the temporary license and other 
pertinent data may do so by 
writing or calling: 


Anna Stern 
Department of Environmental 
Protection 

Business Compliance 
Division 

One Winter Street 

Boston, MA 02108 

(617) 292-5904 


Place your ad in New 
England's largest weekly. 
Call Micah at 617-425- 
2689 or email 
classifieds @ phx.com 


Dating 


BEST CHATLINE! 
FREE for women! 
617-395-9000 
781-426-9000 
401-223-7070 
508-635-9595 
CALL NOW! 
18+. No liability. 


MUSIC SHOWBIZ ARTS 


Legal Notices 


Commonwealth of 
Massachusetts 
The Trial Court 
Probate and Family Court 
Department 
SUFFOLK Division Docket 
No. 05C0240CA1 
In the Matter of REBECCA 
LISA WOLFF of BRIGHTON In 
the County of SUFFOLK 
NOTICE OF PETITION FOR 
CHANGE OF NAME 
To all persons interested in a 
petition described: 
A petition has been presented 
by REBECCA LISA WOLFF, 
JOSHUA DAVID BLOUSTINE 
praying that REBECCA LISA 
WOLFF of BRIGHTON in the 
County of SUFFOLK and 
JOSHUA DAVID BLOUSTINE 
of BRIGHTON in the County of 
SUFFOLK be allowed to 
change their name as follows: 
REBECCA LISA WOLFF to RE- 
BECCA LISA BLOUWOLFF 
JOSHUA DAVID BLOUSTINE 
to JOSHUA DAVID BLOU- 
WOLFF 


IF YOU DESIRE TO OBJECT 
THERETO, YOU OR YOUR 
ATTORNEY MUST FILE A 
WRITTEN APPEARANCE IN 
SAID COURT AT BOSTON ON 
OR BEFORE TEN O'CLOCK IN 
THE FORENOON (10:00 AM) 
ON September 29, 2005. 


WITNESS, HON. JOHN M 
SMOOT, ESQUIRE, First Jus- 
tice of said Court at BOSTON 
this day, August 26, 2005 
Richard lannelia 

Register of Probate 


MUSIC/ 
SHOWBIZ/ 
ARTS 


The Phoenix's 40 year 
reputation in the New 
England art scene 
guarantees you the best 
response for your Music/ 
Showbiz/Arts ad. Call 
Micah at 617-425-2689 or 
email 
classifieds @ phx.com to 
place your ad. 


Auditions 


Management seeks 18-25 
year old Aggressive Bass 
Player & guiter, w/ excellent 
stage presence & backup 
vox. For punk rock act on 
label w/ upcoming tour & 
album. Auditions: Sept 10 
augusta, Sept 11 Portland. 
Sept 12 Boston. 12-4pm. 

FMI: 207-240-5959 


SEEKING IMPROV 
ACTORS FOR 
RADIO 


Nationally sindicated radio 
show sks improv actors. For 
info call Matt at 847-733- 0156 


Gigs 


SSGRAVY TRAINSS 
Hot, musically literate, Gtr/Voc 
49 sks ft wrkng show/road bnd 
wio day jobs. | have solid musi- 
cianship, talent, stage presence 
& showmanship. Strong side- 
man, co-front w/front ability. In- 
fiu 50s-00s. blu, cissci, CR, 
C&W, dsco, fnk, GB, HM, HR, 
jzz, oldy, pop, R&B, rkbily, R&R, 
soul, surf rk, tp 40. 
Call Joe Mac 781-286- 9574 


Available for Gigs 
Lead guitarist w/ vocals and 
some keyboard abilities. Call 
Patrick. 
857-526-6169 


for 
Dance band, show band oid- 
ies, Rockabilly, classic rock 
seeks agents, bookers, venues. 
larrylee @!arryleelewis.com 
617- 771-2668 


BAND SEEKS 


Seeks experienced keyboard 

and sax players. Vocals a plus. 

Call 508-285-5467 or email. 
RjOldham @comcast.net 


Bass Vocals 
Wanted for loud heavy all orig 
power rock band. Seasoned 
Pros only, no beginners. must 
have pro equip, technical skill 
and avail to tour and gig regu- 
larly. infil: Zeppelin, Sabbath, 
Velvet Revolver, Audio 
Siave,Oid Aerosmith, Call Kevin 

978-744-8369 


Bassist and Guitar (rhythm) 
Needed for orig rock band. 
Backup vox a plus. For guitar, 
other instrumentation a plus. 
Tour in fall. Looking for exp 
players. 2 cd's + 1 in works. 
Signed to indie. 617.842.6542. 


Berklee Jazz Pianist for Hire 
Available for weddings, recep- 
tions, functions and private par- 
ties www. andersvercelli com 


DRUMMER 
WANTED 


South Shore area. Oldies band 
from 50s-80s. Practice on Sat 
nights. Ed 617-472-2420 


Drums and vocals wanted 

Heavy, progressive, eclectic 
band with free rehearsal space 
in Boston. Serious inquiries 
only. 617-739-3869. 
www.Mobiusbandwidth.com 


Female Vocalist! seeks mature 
GB/Jazz band for regular week- 
end work. Pref. Boston area 
and points north. Great on the 
mic with audience 

Call Jean 978- 762-9747 


Female Vocalist Wanted: 

for Dynamic music grp (rock, 
blues, ballards). Great oppor- 
tunity for exposure, shows, the- 
ater, recording. Work w/ great 
musicians such as Boston 
Pops, James Montgomery. Cail 
John: 781-883-0222 or email 
facehi i @ comcast.net 


Find Jobs 
Find Players 
www.MusiciansContact.com 
View paying jobs and resumes 
online. Thousands of musicians 
have used us for 35 years. Log 
on or call 818-888-7879 


GUITAR 
DRUMMER WNTD 


Funk rock original band, Slap- 
back. Gigs & CD. Needs crea- 
tive, commited, pros only. 

781- 871-8363 


‘Jazz Drummer Available 
Experienced, pro drummer with 
great time, feel, dynamics and 
chops available to join or form a 
trio or quartet to play jazz. Email 
me at lirri@yahoo.com or call 
Jack 617-775-5184 


Keyboardist/Vocalist 
Seeks Christian musicians (i.e. 
guitar bass & drums) for her 
original band. Style is pop/alt/ 
rock. Paid performances. Seri- 
ous inquiries only. 

Call 781-331-2531 


KEYS WANTEDS 
Free Spirit A gigging bluesy 
classic rock band doing origi- 
nals & covers, seeks creative 
team player w/ vocals. Re- 
hearse 2 x/wk in Wobum. Call 
Tom 978- 657- 4610 before 9pm 
LEAD VOCALIST WANTED 
For mature Metro West band 
playing blues/jazz/rock. Key- 
board skills and equipment a 
strong +. Contact Jeff at 

781 861 0272. 


Looking To Jam w/Peopie or 
Group. Groove, rock, jazz, and 
blues. | enjoy brass instruments 
& strong rhythm. | play guitar/ 
medi guitar, harmonica, & ban- 
jo. Strong backup vox. East 
Bagwtr Willy C 508-378-3695 


Male Vocalist Wanted 
Mature/experienced male to 
form a singing duo w/ female 
vocalist to backing tracks. Tech 
skis needed. Mainly 1 or 2 
nights for a dinner type crowd. 

Call Cheryl: 61 17-471-0348 

MANDOLIN NEEDED 
Two guitars and dobro seeks 
mandolin player for acoustic 
jamming. From folk music to 
morphine. 781-765-3704 


Punk Rock Band 
Seeks Drummer 
(Ramones, Screeching Weasel) 
We have drumset, practice 
space, CD's. E-mail for mp3's: 

pudgystern @ hotmail.com 
all Eric: 978-374-2120 


Vocalist and Bassist Wanted 
for heavy melodic hardrock 
metal band. 16 originals, private 
Practice space, pros only. 
617-899-7638 
karmajunction@ yahoo. com 


Vocalist Needed for 
Tool Tribute Band 


Serious inquiries only. 
Cail Greg 978- 317-6 6676 


Musical 
instruction 


KAREN 


BIASSE 
VOCAL INSTRUCTION 
All styles-levels-Great Rate. 
Master range-pitch-stamina 
Guitar, piano, drums, bass 
www.karendebiasse.com 
617-529-6243 


VOCAL 
INSTRUCTION 


MARY HEALEY 
VOCAL LESSONS 
Pop/Rock technique. 
Call 617-964-0804 
Beginners welcome. 


Events 


{Full Body Stress Relief! 
Release Energy 866~721~8337 
$$100k GOLF TOURNAMENT 
007HOLEN1.com FreeFunGolf 
www. w. TantraMAGiCmassage, com 


Help Stop The Bleeding 
A new non-profit org aimed at 
alleviating homelessness in 
Boston area and beyond. 
Bands and solo artist of ail gen- 
res wanted for benefit shows. 
www.letsstopthebleeding.org or 
e m a i I 
karmajunction@ yahoo.com for 
more info. 


Recording 
Studios 


Looking for a fresh 
sound? 

MXout is your source. Orig- 
inal music for all types of 
media Films, commercials, 
web music, radio Done 
quickly, done quality. 

781 526 3568 

www.MXout.com 


MARC SOUCY 
Independent Producer, Ses- 
sion Keyboardist, Programming 
Engineer. Visit 

www.marc-1.com 
617-696-3199 
PRODUCTION/ENGINEERING 
TINWOLF STUDIOS 
Since 1990 Award Winrung 
Production and Engineering 
Details at www.tinwolf.com 
Radio Ready! Daily and hourly 
specials! 
508-653-3720 


Space 


SOUND MUSEUM 
REHEARSAL COMPLEX 
We beat any monthly, 
weekly & hourly prices. Ask 
about our new PRO 
SOUNDSTAGE starting at 
$15 p/hr tully equipped. 

Student Discounts 

Play where the Pros Play 
24hr access. Locations: 
Allston, Boston, Brighton, 
So. End. 617-423-4959 
www.soundmuseum.net 


JamSpot 


Boston’s 
Pro Rehearsal 
Space 
Six professionally designed, 
fully equipped studios. 
Fully staged Showcase 
Room. Hourly and daily 
rates. Block discounts avail- 
able. Drum Rooms from 
$10/hr. Open Jams Fridays 
& Sundays. Plenty of well-lit 
parking. Clean and very 
convenient location: 

111 South Street, 
Somerville 
617-666-PLAY 
info@JamSpot.com 
www.JamSpot.com 


Rehearsal Studios 
Norwood MA. 10 room clean, 
secure facility, openings now, 
24hr 1st fir ramp access, weil lit 
Call Z-Pro 781-762-3675 


brand 
Cadillac 


Cars for sale. 


18+. No liability. Restrictions apply. 


THE BOSTON oe NEWS + SEATURES | SEPTE 


THE ARTS AND 


USE MEDIA 


617-395-9000 
781-426-9000 
603-296-4000 
401-223-7070 


Other cities: 
1-888-257-5757 


CHATLINE! 


ty. Restrictions apply. 


18+, No liabili 


FREE 
617-245-1037 


Nightline 


PERSONALS 


Try LAVALIFE MOBILE — Text “GO” to 25425. Setup in 5 steps. 50¢ per message. 
Or try our 900 number 1-900-443-4343 at $20/20 min. 18+ tCarrier charges may apply. 
*Special promotion only through customer service. 
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signs 


SYMBOLINE DAI 


“The first five sets Johnston’s trip are called 
the ‘frontside’ the moon, the quarters leading full. 
Boats that fish the frontside tend get small males the 
line; boats that fish the backside get large females.” 

— The Perfect Storm, Sebastian junger 


Draw inferences the catchability “small 


males,” 


but use this week’s lunar phase for 


moving forward, and developing and deepening 
that new thing doing. Waxing moons are 
about building, and putting projects together. 
The weekend superb for sampling food, cus- 
toms, clothing from exotic cultures. 


THURSDAY 

SEPTEMBER 8 
Waxing moon in Scorpio. Cut- 
ting to the chase comes easi- 
ly, particularly for Leo and 
Aquarius who are getting 
bounced between this moon 
and Mars in Taurus. You two 
are at risk for digging in heels 
over some matter that really 
doesn't matter to you. Scor- 
pio may need “a better ver- 
sion” of some treasured ob- 
ject made of metal 


FRIDAY 

SEPTEMBER 9 
Waxing moon in Scorpio. An 
all-day void-of-course moon 
says be exceedingly cautious 
about sending out materials 
or cutting too much from a 
project (sewing? text?). How- 
ever, it’s an amazing date 
night, particularly for water 
signs. Scorpio should keep 
plans open and be open to 
whim (not the scorpion’s pre- 
ferred mode), while Taurus 
should be cautious about any 
“need to impress.” VOC 
3:31 am to 10:03 pm. 


SATURDAY 

SEPTEMBER 10 
Waxing moon in Sagittarius. 
Superb day for adventuring, 
particularly hikes or horseback 
riding. Fire signs, especially 
Sagittarius are in a gregarious 
mood — how many new friends 
can you spend time with? Virgo 
and Pisces may be on edge and 
teetering in an unexpected 
direction. Can you guys have a 
good time doing that? 


SUNDAY 

SEPTEMBER 11 
First-quarter moon in Sagit- 
tarius/Capricorn. A turning 
point for events that began 
on September 3. Another 
all-day void-of-course moon 
(we had one on Friday) says 
schedules are more fluid than 


MOON KEYS 


you think, particularly when it 
comes to budgeting time for 
travel. (listen up, Cancer and 
Libra). Sagittarius —- make 
time for brainstorming or new 
contacts — doing things the 
Way you always have won't 
work. VOC 12:52 pm to 

2:56 arn Monday. 


MONDAY 

SEPTEMBER 12 
Waxing moon in Capricorn. 
Money matters are serious 
business and figuring out ac- 
counts a top concern, particu- 
larly for the micro-managers 
in your circle. Capricorn, from 
now through Wednesday be 
resolute. You may find other 
people resistant to your style 
managing (or your delight- 
fully black humor) but persist. 
It's what you're good at. 


TUESDAY 

SEPTEMBER 13 
Waxing moon in Capricorn. 
An afternoon void-of-course 
moon means the best-laid 
plans of productiveness take 
a wild turn, but for creative 
bookkeeping (especially for 
Taurus and Virgo) the 
best. Capricorn, if your 
co-workers have been more 
than usually intransigent, 
today you can find work- 
arounds. VOC 2:22 pm to 
5:02 am Wednesday. 


WEDNESDAY 

SEPTEMBER 14 
Waxing moon in Aquarius. A 
fine day for writing or looking 
at “the big picture,” although 
too many people may want a 
slice of that pie in the sky. Ro- 
mance for water signs is more 
bubbly than solid, although 
fernale-female combinations 
may be butting heads need- 
lessly. Aquarius, you're com- 
municating well, it’s just that 
others aren't listening. Say it 
twice, in different ways. 


This horoscope traces the passage of the moon, not the sun. Simply read 
from day to day to watch the moon's influence as it moves through the 
signs of the zodiac. | When the rnoon is in your sun sign, you are begin- 
ning a new 28-day emotional cycle, and you can expect increased insight 
and emotionality. When the moon moves into the sun sign opposite 
yours (see below), expect to have difficulties dealing with the opposite 
sex, family, or authority figures; social or romantic activities will not be 
at their best. | When the moon is in Aries, it opposes Libra, and vice versa. 
Other oppositions are Taurus/Scorpio, Gemini/ Sagittarius, Cancer/ 
Capricorn, Leo/Aquarius, and Virgo/Pisces. The moon stays in each sign 
approximately two and a half days. | As the moon moves between signs, 
it will sometimes become “void of course,” making no major angles to 


. planets. Consider this a null time and try to avoid making or impiement- 


ing decisions if you can. But it’s great for brainstorming. | For Symboline 
Dai’s sun-sign horoscopes and advice column, visit our Web site at 


www.bostonphoenix.com. 


Symboline Dai can be reached at sallyY@moonsigns.net. 


“BIG LAUGHS” comics who get ’em the hard way. 


or 
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ACROSS 
1 Tone __ (“Funky Cold Medina” rapper) 
4 Punched-in-the-solar-plexus reaction 
7 Honest guy 
10 Ad-Rock cohort 
13 Go to hell___ handbasket 
14 Bad citation after leaving the bar 
15 Drink in a ceremony 
16 Unit represented by an omega 
17 Comedian who plays big interviewer 
Jiminy Glick 
20 Stick in the microwave 
21 Name associated with a marble 
sculpture collection 
22 Mnemonic used for the Great Lakes 
23 Island: Fr. 
24 "__ Flux” (2005 Charlize Theron movie) 
25 Comedian seen at the end of “Dodgeball” 
letting himself go in a big way 
27 Nightstand companion 
29 Actor Nick in a disheveled 2002 mug shot 
30 Alien critters 
31 Visited 
35 It'll make your rearview mirror vibrate 
36 Comedian who played Fat Bastard 
to big acclaim 
38 Dos to the tercero power 
41 Condescending 
42 Subject for EMT training 
45 “Fantasia” extra? 
47 “Get your butt over (to),” in olden days 
49 Monty Pythoner who exploded big-time 
in “The Meaning of Life” 
54 Bust down the castle door 
55 Webzine headquartered in San Francisco 
56 Bedroom comedy, say 
57 Troop troupe 
58 Comedian who donned many big 
costumes in “The Nutty Professor” 
60 Opium lounge 
61 “She Hate Me” director 
62 Simple bed 
63 Shoe width 
64 -speak 
65 Prez known for Fireside Chats 
66 Smooth sax player Dave who was 
in Arsenio’s late-night band 
67 Deg. that’s all about teeth 


DOWN 
1 Newman's Own beverage 
2 Ready and vigilant 
3 Goods transported by ship, say 
4 Osloigod 
5 Have power over 
6 Earners of net profits? 
7 Tiny parts 
8 Rerun’s headwear 
9 Skips the restaurant atmosphere 
10 Program basis for Netscape browsers 
Alpine cottages 
12 Current units 
18 Chesterfield containers 
19 Schnookums 
25 Aviary parts? 
26 Throws a grenade 
28 Poli 
32 Comedian Philips once called 
“a one-man asylum” 
33 How kittens may be transported 
34 Horror-inducing Himalayans 
36 Boggy area 
37 Deli option 
38 Offer an opinion without being asked 
39 Pants features 
40 Androsterone, for one 
42 Acted like a finch 
43 Acted like a finch 
44 Late-night flights 
46 First-person figure 
48 Ride to the top of the mountain 
50 World-weary 
51 Not necessarily wiser, it's said 
52 “There's ‘T-E-A-M'!” 
56 Mess around (with) 
59 “What's up, cow?” response 


SEPTEMBER 23rd 
FRIDAY CONCERT 8:15 


Berklee College Music 
Presents Concert: 


Lalah Hathaway 
6:30 VIP Artist Reception 
8:15 Show 
General Admission $25 
VIP Artist Reception $50 
Call 617-747-2261 Ticketmaster.com 


Berklee Performance Center 
136 Massachusetts Ave General Admission 
142 Ave VIP 


Festival Partner: 2005 Major Sponsors: 
Berklee Northeastern 


college 
music BlueCross | Migher Leersing. Richer Experience. 


Official Airline: BlueShield 


TOWN 

0-5 


24th 


Chuck Loeb, Nicholas Payton, Zenon, 
Kim Waters, Kendrick Oliver, Art Sherrod, Jr., 
David Maxwell with Nicole 
Mango Blue, Hakim plus more... 
Arts Crafts 
Family Entertainment 


Many Restaurants 
Food Vendors 


Boston’s South End 


Columbus Avenue (Massachusetts Ave Burke St) 


ADUNKIN 
The Boston Globe 


Your world, unfolding daily.” 


FREE the public, although donations $5.00 more are welcome support Prostate Cancer Awareness Research organizations. 
BeanTown Jazz Festival Unlimited Foundation production. 
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